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ADVERTISEMENT 
TO    THE    FODETH    EDITION. 


'T'BLE  principal  changes  in  this  Edition  consist  in  the 
-*■  adoption  of  the  new  system  of  Atomic  Weights, 
with  the  method  of  notation  dependent  upon  it;  and 
the  introdnction  of  the  Centigrade  values  for  degrees  of 
temperature,  in  addition  to  those  on  Fahrenheit's  Scale, 
as  well  as  of  the  Metrical  Equivalents  to  the  English 
weights  and  measures,  employed  in  the  description  of 
processes  and  apparatus. 

The  use  of  barred  letters  to  denote  the  symbols  applied 
to  the  new  atomic  weights  has  been  discontinued,  as  it  is 
no  longer  necessary,  inasmuch  as  the  new  values  alone  are 
employed  in  the  present  Edition. 

There  may  be  considerable  difference  of  opinion  as  to 
the  expediency  of  endeavouring  to  introduce  the  metrical 
system  of  weights  and  measures  into  the  transactions  of 
commerce,  and  the  concerns  of  daily  life.  But  there  is  a 
general  and  increasing  desire  amongst  men  of  science  to 
secure  the  adoption  of  some  uniform  system  in  the  scientific 
writings  of  men  of  all  countries.  It  would  not  be  difficult 
to  show  that  the  metrical  system  has  its  defects.  But  it 
is  founded  upon  principles  that  are  simple,  intelligible,  and 
consecutive,  and  it  is  capable  of  convenient  application. 
Moreover,  and  this  is  of  special  importance,  it  is  widely 
adopted  in  various  countries  of  Europe,  as  well  as  in  North 
America,  and  the  number  of  scientific  men  who  employ  it 
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is  increasing  yearly.  There  is,  therefore,  a  probabiUty  that 
the  metrical  system  will  be  generally  used  by  men  of  science, 
and  this  can  be  said  of  no  other  system  of  weights  and 
measures.  I  have,  therefore,  thought  it  right  to  intro- 
duce it  side  by  side  with  our  own,  in  order  to  familiarize 
the  student  with  its  units. 

The  volume  has  also  received  various  additions  of 
greater  or  less  importance,  such  as  the  progress  of  science 
demanded.  A  considerable  portion  of  the  introductory 
chapter  has  been  re-written.  Among  the  larger  additions 
may  be  mentioned  an  account  of  the  researches  of  Deville 
and  of  Gxaham  upon  the  permeation  of  metallic  septa  by 
gases,  at  elevated  temperatures;  and  the  results  obtained 
by  Gladstone  and  Dale,  and  by  Landolt  upon  the  con- 
nexion of  the  optical  properties  of  bodies  with  their 
chemical  composition.  Considerable  additions  have  been 
made  to  the  Section  on  Spectrum  Analysis;  and  the 
Chapter  on  the  Photographic  Actions  of  Light  has  been 
transferred  from  the  second  volume,  in  order  that  it  may 
be  considered  along  with  the  other  phenomena  of  light 
described  in  the  present  part.  Some  account  of  the 
British  Association  standard  of  electrical  resistance,  as  well 
as  of  the  machines  of  Holmes  and  of  Wilde  for  producing 
light  by  m  agneto-electric  currents,  will  also  be  found  in 
their  appropriate  places. 

King*s  College,  London,  June  5th,  1867. 
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ADVEETISEMENT 
TO    THE    FIEST    EDITION. 


T^HE  work,  of  which  the  first  part  is  now  presented  to 
-^  the  Eeader,  was  originally  designed  to  supply  the 
Students  who  were  attending  the  Course  of  Lectures  on 
Chemistry  at  King's  College  with  a  text-book  to  guide 
them  in  their  studies. 

The  present  Part,  on  Chemical  Physics,  is  devoted  to  a 
subject  upon  which  no  elementary  work  has  appeared  in 
this  country  since  the  publication  of  the  excellent  Treatise 
of  the  late  Professor  Daniell,  and  in  attempting  to  supply 
what  the  Author,  in  his  own  experience,  has  felt  to  be  a 
want,  he  ventures  to  hope  that  the  result  of  his  labours 
may  be  found  useful  to  persons  beyond  the  circle  of  his 
own  immediate  Class.  Much  new  matter,  which  has  never 
yet  been  reduced  to  a  systematic  form,  is  now  presented 
to  the  Student,  particularly  in  the  chapters  on  Adhesion^ 
on  Heat,  and  on  Voltaic  Electricity. 

It  is  proposed  to  complete  the  work  in  Three  Parts. 
The  Second  Part,  which  will  be  devoted  to  Inorganic 
Chefnistry,  is  expected  to  be  ready  by  the  end  of  the 
present  year;  and  the  Third  Part,  which  will  embrace 
Organic  Chemistry,  in  the  spring  of  next  year. 

As  the  author  was  originally  a  pupil  of  Professor 
Daniell,  and  was  subsequently,  for  several  years,  associated 
with  him  as  Lecturer  on  Chemistry,  it  has  happened  that 
in  some  of  the  subjects  treated  of  in  this  volume,  the 

Digitized  by  VjOOQiC 


VUl  ADVERTISEMENT    TO   THE    PIRST    EDITION. 

thoughts  and  mode  of  arrangement  resemble  those  adopted 
by  that  distinguished  philosopher  in  his  Introduction  to  the 
Study  of  Chemical  Philosophy. 

The  second  Edition  of  that  work  was  published  so  far 
back  as  1843;  and  even  if  the  work  itself  had  not  been 
long  out  of  print,  the  progress  of  science  would  have 
detracted  greatly  from  its  utility  as  a  text-book.  The 
adaptation  of  that  work  to  the  systematic  teaching  of  the 
present  day  would  have  involved  changes  of  an  extensive 
character :  moreover,  every  teacher  who  takes  an  interest 
in  the  progress  of  his  class  has  his  own  views  and  methods. 
The  Author,  therefore,  judged  it  better,  after  much  con- 
sideration, to  bring  out  a  new  work,  leaving  untouched 
that  of  his  late  Master  as  the  true  exponent  of  his  views 
upon  some  of  those  branches  of  science  which  his  researches 
had  contributed  to  advance  and  adorn. 

The  Author  cannot  omit  to  avail  himself  of  the  present 
opportunity  of  expressing  his  obligations  to  his  friend,  Mr. 
C.  Tomlinson,  for  many  valuable  suggestions,  and  for  the 
warm  interest  which  he  has  taken  in  the  progress  of  the 
work,  but  more  especially  for  the  devotion  of  no  incon- 
siderable portion  of  time  and  labour  to  the  revision  of  the 
proof-sheets. 


King* 8  College^  London,  March,  18  "Jj. 
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PAET   I. 

CHEMICAL   PHYSICS. 

CHAPTER  I. 

PRELIMINARY  VIEW  OP  CHEMICAI    ATTRACTION — ^LAWS   OP 
COMBINATION. — CHEMICAL   SYMBOLS. 

(i)  Chemical  Distinction  of  Bodies  into  Elemefits  and  Com" 
pounds. — ^Modern  scieace  has  shown  that,  numberless  as  are  the 
substances  presented  to  us  in  the  daily  experience  of  life,  there  are 
very  few  which  cannot  be  separated  into  other  substances  of  a  less 
complicated  nature.  For  example,  a  piece  of.  wood,  a  sheet  of 
paper,  and  a  quill  pen  can  each  be  separated  into  three  or  four 
distinct  substances;  namely — oxygen,  hydrogen,  carbon,  and 
nitrogen ;  but  from  these  we  cannot  extract  any  simpler  forms  of 
matter.  It  is  the  province  of  chemistry,  i.  To  resolve  matter 
into  its  simplest  components;  2.  To  ascertain  the  properties  of 
these  simple  or  elementary  forms  of  matter ;  3.  To  combine  two  or 
more  of  these  elementary  bodies  with  each  other,  so  as  to  form 
compounds ;  4.  To  study  the  properties  of  these  compounds ;  and 
5.  To  define  the  conditions  under  which  such  compounds  can 
exist. 

Bodies  which  have  hitherto  resisted  all  attempts  to  resol?e 
them  into  other  forms  of  matter  are  in  chemical  language  termed 
elements,  or  simple  substances.  In  popular  language,  the  word 
element  is  often  referred  to  fire,  air,  earth,  and  water.  A  very 
slight  acquaintance  with  chemistry  is  sufficient  to  prove  that  air, 
earth,  and  water  are  compound  bodies,  and  that  fire  is  mainly  the 
result  of  the  action  of  a  high  temperature  on  certain  bodies. 

All  natural  objects  then  consist  either  of  simple  bodies,  or  they 
are  composed  of  two  or  more  simple  bodies  united  according 
to  certain  rules  or  laws  which  form  the  groundwork  of  the  science 
of  chemistry.     Substances  thus  produced  by  the  union  of  two  or 
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more  elements  are  termed  compound  bodies.  These  compounds 
have  in  general  no  more  resemblance  in  properties  to  the  elements 
which  have  united  to  form  them,  than  a  word  has  to  the  letters 
of  which  it  is  made  up. 

Simple  or  elementary  substances  are  limited  in  number.  In 
the  present  state  of  the  science  only  sixty-four  are  known.  Many 
of  these  are  widely  distributed,  and  form  in  mixture  or  in  com- 
bination with  others,  considerable  portions  of  the  earth's  crust ; 
others  have  hitherto  been  found  only  in  minute  quantities.  Of 
these  simple  substances  the  larger  proportion  are  familiar  to  us 
in  the  form  of  metals,  such  as  gold,  silver,  copper,  iron,  lead,  tin, 
and  mercury.  Other  simple  substances  equally  familiar  have  no 
resemblance  to  the  metals ;  such  as  charcoal,  sulphur,  and  phos- 
phorus. Some  simple  substances  exist  in  the  form  of  air  or  gas : 
such,  for  example,  are  the  two  essential  components  of  the 
atmosphere,  oxygen  and  nitrogen. 

Simple  substances  have  been  divided  into  two  great  classes — 
non-metallic^  and  metallic.  The  substances  comprised  in  the 
latter  class  are  the  more  numerous,  but  those  in  the  former  are 
the  more  abundant  and  the  most  widely  distributed. 

The  elements  enumerated  as  non^metaUic  are  fourteen  in 
number — ^viz.. 


Oxygen 

Chlorine 

Sulphur 

Boron 

Hydrogen 

Bromine 

Selenium 

Silicon 

Nitrogen 

Iodine 

Tellurium 

Carbon 

Fluorine 

Phosphorus 

Of  these  substances,  oxygen,  hydrogen,  nitrogen,  chlorine,  and 
probably  fluorine,  are  gaseous;  bromine  is  liquid,  and  carbon, 
iodine,  sulphur,  selenium,  tellurium,  phosphorus,  boron,  and  silicon, 
are  solid  at  ordinary  temperatures. 

{2)  Difference  between  Physical  and  Chemical  Properties. — 
The  properties  which  characterize  objects  in  general,  may  be 
classed  under  two  heads,  viz.,  physical  and  chemical. 

The  physical  properties  of  an  object  are  those  which  refer  to 
its  condition,  whether  solid,  liquid,  or  gaseous.  Crystalline  form, 
specific  gravity,  hardness,  colour,  transparency,  or  opacity,  and  the 
relations  of  the  object  to  heat  and  electricity  are  also  physical  pro- 


*  Some  writers  speak  of  the  non-metallic  bodies  as  the  metalloids,  a  term 
which  signifies  metal-like  substances.  This  unfortunate  misnomer  could  never 
have  become  even  partially  current,  but  for  the  want  of  a  good  single  word  for 
the  phrase  *  non-metallic  body.' 
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pCTties.  The  physical  properties  of  a  body  have  no  reference  to 
its  elementary  composition.  The  chemical  properties  of  the  body, 
on  the  contrary,  relate  essentially  to  its  action  upon  other  bodies, 
and  to  the  permanent  changes  in  composition  which  it  either  ex- 
periences in  itself,  or  which  it  effects  upon  them.  For  example, 
in  indicating  the  physical  properties  of  sulphur,  we  refer  to  its 
brittleness,  its  crystalline  structure,  its  faint  peculiar  odour,  its 
yellow  colour,  its  semi-transparency,  its  electrical  excitability,  or 
the  facility  with  which  if  rubbed  it  exhibits  electrical  attraction, 
and  so  on.  But  in  describing  the  chemical  properties  of  sulphur 
we  indicate  its  inflammability,  its  tendency  to  unite  with 
silver  or  copper  when  heated  with  it,  its  insolubility  in  water  and 
alcohol,  its  solubility  in  oil  of  turpentine  and  in  alkaline  liquids. 
In  short,  we  notice  those  operations  by  which  the  body  usually 
becomes  changed,  and  loses  its  distinctive  physical  characters. 

It  is  not  however  always  possible  to  draw  the  line  between 
physics  and  chemistry ;  this  is  of  the  less  importance,  since  the 
chemical  nature  of  any  substance  could  be  but  imperfectly  studied, 
without  a  tolerably  complete  knowledge  of  its  leading  physical 
characters,  by  which  it  is  most  readily  defined. 

(3)  Physical  States  of  Matter. — ^Natural  objects  are  presented 
to  us  in  three  states,  or  physical  conditions — ^viz.,  the  solid,  the 
liquid,  and  the  gaseous,  aeriform,  or  vaporous.  Every  substance 
exists  in  one  or  other  of  these  conditions.  The  same  body  may, 
however,  often  be  made  to  assume  any  one  of  these  conditions 
at  different  times,  and  pass  from  one  to  the  other  for  an  indefinite 
number  of  times,  according  as  it  is  exposed  to  a  greater  or  less 
degree  of.  heat.  Ice,  water,  and  steam  are  the  same  material 
in  three  different  states.  In  whatever  form  matter  exists, — 
whether  visible,  as  in  the  state  of  ice  or  water,  or  invisible,  as  in 
that  of  steam,  it  is  always  under  the  influence  of  the  earth's 
attraction,  which  confers  on  it  the  property  of  weight.  A  quan- 
tity of  ice  or  of  water  that  weighs  a  pound,  will  still,  as  steam, 
be  equally  a  pound  in  weight.  So  it  is  with  all  gases ;  the  air, 
although  invisible,  is  not  the  less  capable  of  being  weighed  and 
measured. 

(4)  Porosity. — Natural  objects,  of  whatever  form,  are  com- 
posed of  particles  which  are  not  in  actual  contact,  but  are  sepa- 
rated by  spaces  or  intervals  termed  pores,  A  lump  of  sugar  or  of 
salt  is  at  once  seen  to  consist  of  a  collection  of  smaller  solid 
particles,  with  intervening  spaces ;  but  the  porosity  of  such  bodies 
as  water,  spirit  of  wine,  or  iron,  is  not  so  obvious,  although 
the  existence  of  the  property  is  not  less  certain.   .  The  porosity  of 
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spirit  and  of  water  may  be  shown  as  follows : — ^Take  a  long  narrow 
tube  with  a  couple  of  bulbs  blown  in  it,  and  fiimished  with  an 
accurately  fitting  stopper,  as  represented  in  fig.  i ;  fill  the  tube 
and  lower  biilb  with  water,  then  carefully  and  completely 
Fig.  I.  fill  ^p  the  upper  bulb  and  neck  with  spirit  of  wine,  and  in- 

tsert  the  stopper.  The  structure  of  the  apparatus,  and  the 
diflTerent  densities  of  the  two  liquids,  prevent  them  from 
mixing ;  but  on  turning  the  tube  upside  down  and  back  again 
three  or  four  times,  so  as  to  mix  the  spirit  and  the  water 
thoroughly,  and  then  holding  the  instrument  with  the  bulbs 
downwards,  an  empty  space  will  be  seen  in  the  tube  affcer 
they  have  been  thus  mixed,  showing  that  they  now  occupy 
less  space  than  before ;  that  their  particles  are  in  fact  closer 
together.  Proofs  of  porosity  are  afforded  even  by  the 
metals ;  for  example,  many  of  them  become  more  compact 
by  hammering,  as  is  the  case  with  platinum ;  and  all  of 
them,  not  excepting  platinum  and  gold,  two  of  the  densest 
forms  of  matter,  however  cold  they  may  be,  shrink  into  a 
smaller  space  when  rendered  still  colder.  The  ultimate 
particles  therefore  cannot  be  in  contact. 

(4  a)  DivisiUlity  of  Matter. — ^We  have  no  means  of 
determining  the  real  size  of  the  ultimate  particles  of  matter, 
although,  as  will  be  seen  hereafter,  there  are  strong  grounds  for 
believing  that  the  divisibility  of  matter,  extreme  as  it  is,  has  its 
assigned  and  definite  limits.  Experience,  however,  shows  that 
whatever  be  the  form  of  matter  selected  for  experiment,  its 
divisibility  may  be  manifested  to  an  extent  which  indicates 
further  divisibility  beyond  our  powers  of  conception.  In  the 
ordinary  process  of  making  gold  leaf,  for  example,  the  gold 
is  hammered  out  so  thin  that  280,000  leaves  would  be  required 
to  make  up  the  thickness  of  an  inch,  and  a  single  grain  of  gold 
is  hammered  out  until  it  covers  a  square  space  seven  inches  in 
the  side.  Each  square  inch  of  this  may  be  cut  into  100  strips, 
and  each  strip  into  100  pieces,  each  of  which  is  distinctly  visible 
to  the  unaided  eye.  A  single  grain  of  gold  may  thus,  by  me- 
chanical means,  be  subdivided  into  49  x  100  x  100=490,000  visible 
pieces.  But  this  is  not  all ;  if  attached  to  a  piece  of  glass,  this 
gold  leaf  may  be  subdivided  still  further;  10,000  parallel  lines 
may  be  ruled  in  the  space  of  one  single  inch,  so  that  a  square 
inch  of  gold  leaf,  weighing  ^V  ^^  ^  grain,  may  be  cut  into  10,000 
times  10,000,  or  100,000,000  pieces,  or  an  entire  grain  into 
4,900,000,000  fragments — each  of  which  is  visible  by  means  of 
the  microscope.     Yet  we  are  quite  sure  that  we  have  not  even 
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approached  the  possible  limits  of  subdivision,  because,  in  coating 
silver  wire,  the  covering  of  gold  is  far  thinner  than  the  gold  leaf 
originally  attached  to  it,  since  in  drawing  down  the  gilt  wire  the 
gold  continues  to  become  thinner  and  thinner  each  time,  in  pro- 
portion as  the  silver  wire  itself  is  reduced  in  thickness. 

When  a  substance  is  dissolved  in  any  liquid,  the  subdivision  is 
carried  stiQ  further,  and  the  particles  are  rendered  so  minute  as 
to  escape  our  eyesight  even  when  aided  by  the  most  powerful 
magnifiers. 

(5)  Varieties  of  Attraction. — ^Mere  mechanical  subdivision,  or 
even  the  more  perfect  separation  of  the  particles  of  a  compound 
body,  by  the  process  of  solution,  does  not  put  us  in  possession  of 
the  simple  substances  from  which  the  compound  is  formed.  A 
piece  of  loaf-sugar  may  be  reduced,  by  trituration,  to  an  impal- 
pable powder,  but  every  particle  of  that  powder  will  still  be  sugar : 
it  may  be  dissolved  in  water,  but  each  drop  of  the  liquid  will  still 
contain  sugar,  unaltered  except  in  appearance.  Sugar  is  com- 
posed of  three  elements — carbon,  hydrogen,  and  oxygen;  but 
trituration  or  solution  in  water  will  not  enable  us  to  extract  any 
of  these  substances  from  it.  The  molecule,  or  minutest  particle 
of  sugar  which  can  exist,  is  stiQ  a  compound  body,  and  stUl  con- 
tarns  its  constituent  carbon,  hydrogen,  and  oxygen. 

The  existence  of  a  body  as  a  solid  in  one  continuous  mass  is 
owing  to  the  exertion  of  cohesion — a  force  of  considerable  inten- 
sity, but  which  varies  in  degree  in  different  bodies,  and  by  this 
variation  produces  varieties  in  the  toughness,  hardness,  and  brit- 
tleness  of  bodies.  But  the  power  which  unites  the  various 
chemical  elements — such  as  the  carbon,  hydrogen,  and  oxygen  of 
sugar — to  form  a  new  compound,  endowed  with  properties  entirely 
different  from  those  of  any  of  its  constituents,  is  of  a  different 
nature  from  cohesion,  and  of  a  more  subtle  kind.  Chemical 
attraction  (or  affinity,  as  it  is  often,  but  not  very  philosophically 
termed),  is  the  force,  which  unites  the  elements  into  compound 
bodies.  It  is  exerted  between  the  smallest  or  ultimate  particles 
of  one  element,  and  the  corresponding  particles  of  the  other  ele- 
ments with  which  it  is  associated  in  the  particular  compound 
under  examination.  These  ultimate  particles  are  often  spoken  of 
as  atoms,  a  term  derived  from  the  Greek  aro/xog, '  indivisible,^  which 
implies  that  the  particles  admit  of  no  iiirther  subdivision.  We 
may,  in  fact,  contrast  the  effects  of  chemical  attraction  with  thpse 
of  cohesion,  by  stating  that  the  molecule  of  a  body  is  formed  by 
the  union  of  atoms  under  the  influence  of  chemical  attraction. 
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whilst  the  mass  is  formed  by  the  union  of  molecules  under  the 
influence  of  cohesion. 

The  separation  of  a  body  into  its  constituents  is  the  business 
of  chemical  analysis  (from  avay  '  up/  or  '  backwards/  and  Xv<ric, 
'  separation'),  and  it  has  for  its  object,  first,  the  determination  of  the 
nature  of  the  components — this  is  qualitative  analysis ;  secondly, 
the  determination  of  their  quantity — this  being  quantitative  ana- 
lysis. The  successful  performance  of  these  operations  of  analysis 
requires  an  extensive  acquaintance  with  the  principles  and  the 
facts  of  the  science,  combined  with  considerable  skill  in  manipu- 
lation, or  the  management  of  chemical  apparatus  and  processes. 

On  the  other  hand,  chemical  synthesis  (from  avv,  '  together,' 
0c(nc>  'putting'),  the  production  of  new  compounds  by  the  union  of 
their  elements,  is  an  operation  the  reverse  of  analysis,  and  constitutes 
another  equally  important  portion  of  the  labours  of  the  chemist. 

(6)  General  Characters  of  Acids,  Alkalies,  and  Salts. — It  will 
assist  the  comprehension  of  our  remarks  on  chemical  attraction 
if  we  allude  briefly  to  the  general  characters  of  three  very  im- 
portant classes  of  compounds,  viz.,  acids,  alkalies,  and  salts. 

The  term  add  was  originally  applied  to  certain  substances 
which  are  soluble  in  water,  have  a  sour  taste,  and  exert  such  an 
action  on  vegetable  blue  colours  as  to  change  them  to  red.  For 
example,  tincture  of  litmus,  which  is  of  a  blue  colour,  is  exceed- 
ingly sensitive  to  the  action  of  an  acid :  paper  stained  with  this 
tincture  is  in  frequent  use  by  the  chemist  for  detecting  the 
presence  of  adds. 

The  term  alkali  is  of  Arabic  origin  :  it  was  given  in  the  first 
instance  to  carbonate  of  soda,  or  sodic  carbonate,  which  was  then 
obtained  from  the  ashes  of  sea-weeds ;  but  it  is  now  extended  to  a 
class  of  substances  possessing  many  qualities  exactly  the  reverse 
of  those  which  belong  to  the  acids.  An  alkali  is  soluble  in  water, 
and  produces  a  liquid  soapy  to  the  touch,  and  of  a  peculiar,  nau- 
seous taste ;  it  restores  the  blue  colour  to  vegetable  infrisions  which 
have  been  reddened  by  an  acid ;  it  turns  many  of  these  blue  colours 
into  green,  as  in  the  cases  of  the  solutions  of  red  cabbage  and  of 
syrup  of  violets ;  and  it  gives  a  brown  colour  to  vegetable  yellows, 
such  as  those  of  turmeric  and  rhubarb.  Litmus  paper  which  has 
been  feebly  reddened  by  an  acid  affords  a  ready  test  of  the  pre- 
sence of  an  alkali,  and  is  more  sensitive  than  paper  stained  with 
turmeric  or  with  rhubarb,  which  is  also  in  common  use  for  the 
same  purpose.  These  different  test  papers,  as  they  are  called, 
show  whether  an  acid  or  an  alkali  predominates  in  a  solution. 
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Vinegar  or  acetic  acid^  oil  of  yitriol  or  sulphuric  add^  muria- 
tic or  hydrochloric  acid^  aquafortis  or  nitric  acid^  are  familiar  in- 
stances of  the  class  of  acids.  Potash^  soda,  and  hartshorn  or 
ammonia,  are  instances  of  well-known  alkalies. 

Many  of  the  acids  and  all  the  alkalies  are  remarkable  for 
their  great  chemical  activity.  Nitric  add  attacks  copper  quickly 
and  violently,  with  brisk  effervescence,  and  the  copious  escape  of 
red  fames,  whilst  a  blue  liquid  is  formed  from  the  action.  Sul- 
phuric acid  shows  similar  energy,  if  mixed  with  water  and  placed 
in  contact  with  iron  or  zinc.  Moreover,  both  these  acids,  when 
not  much  diluted  with  water,  produce  speedy  destruction  of  the 
texture  of  nearly  all  animal  and  yegetable  matters.  The  sol- 
vent action  of  potash,  or  of  soda,  is  not  less  marked.  Either  of 
these  alkalies  destroys  the  akin  if  allowed  to  remain  upon  it ;  and 
also  gradually  dissolves  portions  of  earthenware,  or  of  glaze  from 
the  vessels  which  contain  it,  and  the  solution,  if  suffered  to  fall 
upon  a  painted  sur£Eu;e,  quickly  removes  the  paint.  But  the 
most  remarkable  property  of  acids  and  alkalies  is  the  power  which 
they  have  of  imiting  with  each  other,  and  destroying  or  nei^ 
tralizing  the  chemical  activity  which  distinguishes  them  when 
separate. 

Some  of  these  properties  of  acids  and  alkalies  may  be  sub- 
mitted to  experiment  by  means  of  a  coloured  vegetable  solution^ 
such,  for  example,  as  the  purplish  liquid  prepared  by  slicing  a  red 
cabbage  and  boiling  it  with  water.  If  a  quantity  of  this  infusion 
be  divided  into  two  portions,  and  to  the  one  be  added  a  quantity 
of  diluted  sulphuric  add,  a  red  liquid  is  obtained ;  and  if  to  the 
other  a  solution  of  caustic  potash  be  added,  a  liquid  of  a  green 
colour  is  formed :  then,  on  gradually  pouring  the  alkaline  into  the 
add  solution,  stirring  the  mixture  constantly,  the  green  colour 
of  the  portions  first  added  instantly  disappears,  and  the  whole 
liquid  remains  red ;  as  more  and  more  of  the  alkali  is  added,  the 
red  passes  by  degrees  into  purple,  and  on  continuing  to  add  the 
alkaline  solution,  a  point  is  attained  when  the  liquid  has  a  clear 
blue  tint :  at  this  moment  there  is  neither  potash  nor  sulphuric 
add  in  excess  in  the  liquid,  the  two  having  chemically  united  with 
each  other,  and  the  characteristic  properties  of  both  have  disap- 
peared. On  evaporating  the  solution  at  a  gentle  heat,  a  solid 
crystalline  substance,  resulting  from  the  chemical  action  of  the  sul- 
phuric add  upon  the  potash,  is  obtained.  This  substance  is  the  salt 
called  sulphate  of  potash,  or  potassic  sulphate.  For  the  present 
it  may  be  sufficient  to  state,  that  any  compound  produced  by  the 
union  of  an  add  with  an  alkali,  or  rather,  that  is  the  result  of 
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the  action  of  an  acid  upon  a  base^  is  termed  a  salt.  Other  modes 
of  forming  salts  will  be  mentioned  hereafter. 

It  must  not  be  supposed  that  all  adds  closely  resemble  those 
which  have  just  been  mentioned^  and  which  are  freely  soluble  in 
water;  some  acids^  like  the  citric^  tartaric^  and  oxalic^  may  be 
readily  obtained  in  crystals  :  other  acids  are  not  at  all  soluble 
in  water;  as,  for  example,  metastannic  acid,  the  white  substance 
obtained  by  the  action  of  nitric  acid  upon  tin.  The  leading 
character  of  an  acid,  in  a  chemical  sense,  is  its  power  of  reacting 
with  alkalies  to  form  salts;  and  this  character  is  possessed  by  various 
bodies  not  familiarly  regarded  as  acids.  Of  course  if  an  acid  be 
insoluble,it  has  no  sourness^and  is  without  action  onvegetableblues."*^ 

There  are  no  insoluble  alkalies,  but  there  are  substances 
greatly  resembling  them  which  are  but  sparingly  soluble,  such 
as  lime  and  baryta ;  these  are  termed  alkaline  earths.  There  are 
also  numerous  other  analogous  substances,  compoimds  of  oxygen 
with  the  metals,  termed  oxides,  such  for  instance  as  the  com- 
pound of  silver  with  oxygen,  or  argentic  oxide,  the  compound 
of  iron  with  oxygen,  or  ferric  oxide,  and  that  of  lead  with 
oxygen,  or  plumbic  oxide,  which  are  insoluble  in  water,  but 
which  are  easily  dissolved  by  acids,  forming  on  evaporation 
crystalline  compounds  or  salts.  For  instance,  by  the  action 
of  nitric  acid  upon  argentic  oxide,  argentic  nitrate  and  water 
are  producedf  (i) ;  with  sulphuric  acid  and  ferric  oxide,  ferric 
sulphate  and  water  are  the  products  (2) ;  whilst  with  acetic  acid 
and  plumbic  oxide,  plumbic  acetate  and  water  are  obtained  (3). 
Any  substance,  whether  soluble  in  water  or  not,  is  called  a 
base  if  it  thus  have  the  power  of  reacting  with  acids,  neutralizing 
their  properties,  and  furnishing  by  such  action  a  salt,  whilst  at 
the  same  time  water  is  formed.  Hence  the  alkalies  constitute  one 
subdivision  of  the  more  numerous  class  of  bodies  known  as  bases. 


*  Most  chemiste,  followiag  Gerhardt's  practice  of  limiting  the  title  of 
acid  to  a  particular  class  of  substances  which  contain  hydrogen,  now  regard 
all  true  acids  as  salts  of  hydrogen.  Formerly  many  bodies,  such  as  silica  or 
white  arsenic,  were  regarded  as  acids,  though,  if  we  adopt  the  foregoing  defi- 
nition, they  are  not  really  so  until  they  have  combined  with  water.  Such  bodies, 
since  they  contain  no  hydrogen,  are  now  distinguished  as  anhySHdes  ;  the  sub- 
stance familiarly  known  as  carbonic  acid  must,  upon  this  principle,  be  termed 
carbonic  anhydride. 

The  characters  of  acids  and  of  salts,  and  their  various  modifications,  will  be 
more  fully  discussed  hereafter,  when  the  general  properties  of  the  metab  and 
of  their  compounds  are  considered. 

t  A  metal  which  by  its  union  with  oxygen  produces  a  base  is  designated  as 
a  basyl.  Argentic  oxide,  or  oxide  of  silver,  for  example,  is  a  base,  whilst  silver 
itself  is  a  basyl.   So  also  plumbic  oxide  is  a  base,  whilst  lead  is  regarded  as  a  basyl. 
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(7)  Characters  of  Chemical  Attraction, — Chemical  attraction 
is  distinguished  by  well-marked  characters  firom  other  kinds  of 
force  which  act  within  minute  distances. 

i.  Chemical  attraction  is  exerted  within  its  own  limits  with 
intense  energy ;  but  beyond  those  limits  it  is  entirely  powerless. 
An  iron  wire,  for  example,  which  will  support  a  weight  of  looolb., 
will  in  a  few  minutes  yield  to  the  almost  noiseless  action 
of  a  mixture  of  nitric  acid  and  water;  the  stubborn  metal 
will  be  dissolved,  and  a  clear  solution  of  the  metallic  mass 
will  be  formed :  the  ^metal  will  be  detached  from  the  wire 
particle  by  particle,  and  no  vestige  of  its  structure  or  tenacity 
will  remain.  It  is  rarely  possible,  by  trituration  or  other  mecha- 
nical means,  to  bring  about  a  sufficient  approximation  amongst 
the  subdivided  particles  to  produce  cheinical  action.  Tartaric  acid 
and  sodic  carbonate,  each  in  the  form  of  a  dry  powder,  may  be 
incorporated  by  grinding  for  hours  in  a  mortar,  but  they  will  not 
act  chemically  upon  each  other :  it  is  not  until  a  more  intimate 
contact  is  effected  by  the  addition  of  water,  which  dissolves  the 
particles  of  both,  and  allows  them  mutually  to  approach  closer, 
th^t  the  brisk  effervescence,  due  to  the  expulsion  of  the  carbonic 
anhydride,  occurs,  which  indicates  the  transfer  of  the  sodium  with 
which  it  was  previously  in  combination,  to  the  radicle  of  the 
tartaric  acid  and  the  formation  of  water  and  sodic  tartrate. 

It  is  important  to  distinguish  clearly  between  a  mere  mechani- 


when  we  refer  to  its  occurrence  in  its  salts.  In  a  similar  manner  water  is  itself, 
when  compared  with  acids,  sometimes  spoken  of  as  a  base,  whilst  hydrogen  is  a 
hasyL  When  a  base  containing  oxygen  acts  upon  an  acid,  which,  as  has  already 
been  defined,  is  a  salt  of  hydrogen,  the  hydrogen  in  the  acid  and  the  metal  in 
the  base  change  places,  a  metallic  salt  is  formed,  and  water  is  set  at  liberty,  as  is 
shown  by  the  following  symbols  and  equations,  which  illustrate  the  formation 
of  argentic  nitrate,  ferric  sulphate,  and  plumbic  acetate  respectively : — 

(i)  AgjO  +  3  HNOg      =     HjO  +3  Ag  NOj 

(2)  Fe.O,  +  3  HjSO^      =  3  HjO  +    Fe,  3  SO4 

(3)  PbO    +  2  HCjHgOj  =     H3O  +    Pb  2  C2H3O,. 

The  explanation  of  the  principle  upon  which  these  symbols  are  constructed 
will  be  found  at  p.  23. 

We  meet  not  unfirequently  with  bases  in  which  hydrogen  as  well  as  a  basylous 
metal  is  present,  e,g.  in  caustic  soda  (NaHO),  or  slaked  lime  (CaHsOj).  Salts  are 
also  formed  by  the  action  of  such  compounds  upon  the  acids,  and  at  the  same  time 
the  hydrogen  both  of  the  acid  and  of  the  base  is  separated  in  the  form  of  water. 
This,  for  example,  is  what  occurs  when  hydrated  soda  is  neutralized  by  hydro- 
chloric acid,  common  salt  and  water  being  the  products;  for  instance : — 

Na  HO  +  HCl  =  H3O  +  Na  CI; 
or  when  slaked  lime  is  converted  into  calcic  sulphate  by  sulphuric  acid : — 
Ca  HjOj  +  H3SO4  =  2  HjO  -h  Ca  SO4. 
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cal  mixture  and  a  chemical  compound^  for  the  effects  produced  by 
mixture  and  by  combination  are  very  different.  In  a  mixture 
the  proportions  of  the  materials  may  be  varied  at  pleasure^  and 
the  properties  of  the  mixture  will  partake  of  those  of  each  of  its 
constituents;  whereas  in  a  chemical  compound  the  proportion 
of  each  of  its  constituents  is  invariable,  and  the  properties  of  the 
compound  are  nearly  always  quite  different  firom  those  of  the 
bodies  which  have  entered  into  its  formation. 

A  striking  illustration  of  the  difference  between  the  effects  of 
mechanical  intermixture  and  those  of  chemical  combination  is 
afforded  in  the  case  of  ordinary  gunpowder.  In  the  manufacture 
of  this  substance,  the  materials  of  which  it  is  made — ^viz.,  charcoal, 
.  sulphur,  and  nitre — are  separately  reduced  to  a  state  of  fine 
powder ;  they  are  then  intimately  mixed,  moistened  with  water, 
and  thoroughly  incorporated  by  grinding  for  some  hours  under 
edge  stones ;  the  resulting  mass  is  subjected  to  intense  pressure, 
and  the  cakes  so  obtained,  after  being  broken  up  and  reduced  to 
grains,  fiimish  the  gunpowder  of  commerce.  In  this  state  it  is  a 
mechanical  mixture  of  nitre,  charcoal,  and  sulphur.  The  nitre 
may  be  washed  out  of  the  mixture  by  means  of  water,  the  sul- 
phur by  means  of  carbonic  disulphide,  while  the  charcoal  wiU  be 
left  imdissolved.  By  evaporating  the  water,  the  nitre  may  be 
obtained ;  and  on  allowing  the  disulphide  to  volatilize,  the  sulphur 
will  be  left  behind.  If,  however,  we  cause  the  materials  to 
enter  into  true  chemical  combination,  all  is  changed : — a  spark 
fires  the  powder;  the  dormant  chemical  attractions  are  called 
into  operation,  the  charcoal  disappears,  a  large  volume  of  gaseous 
matter  is  liberated,  and  new  substances  are  produced,  which  have 
no  resemblance  to  the  original  mixture. 

ii.  Chemical  attraction  is  most  strongly  exerted  between  dis- 
similar substances.*^  No*  manifestation  of  this  force  takes  place 
between  two  pieces  of  iron,  two  pieces  of  copper,  or  two  pieces  of 
sulphur ;  but  between  sulphur  and  copper,  or  sulphur  and  iron, 
chemical  action  of  the  most  energetic  kind  may  occur.  It  is 
highly  probable,  however,  as  will  be  seen  hereafter,  that  in 
many  cases  the  isolated  bodies  usually  viewed  as  elements  should 
be  regarded  as  compounds,  the  molecules  of  which  consist  of  par- 
ticles of  the  same  element  in  opposite  polar  or  electrical  conditions. 


•  This  circumstance — ^viz.,  that  the  elements  which  combine  are  not  allied  in 
properties — \&  sufficient  to  indicate  the  objection  to  the  use  of  the  term  affinity, 
to  express  this  form  of  attraction,  although  custom  has  sanctioned  its 
employment. 
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Hydrogen  gas,  for  instance,  is  to  be  regarded  as  hydride  of 
hydrogen^  or  a  compound  of  hydrogen  with  hydrogen ;  chlorine 
gas,  as  chloride  of  chlorine^  and  so  on. 

Many  compound  bodies,  when  subjected  to  the  action  of  the 
voltaic  current  in  a  liquid  state,  are  decomposed,  one  of  the 
elements  going  to  the  positive  electrode  of  the  voltaic  battery, 
the  other  to  the  negative  electrode.  Tl^e  elements  have  hence 
been  divided  into  two  groups  according  to  their  electrical  relations, 
those  which  are  separated  at  the  positive  electrode  being  termed 
ekctro-neffoiive,  or  chlorous  elements,  which  include  such  bodies 
as  chlorine,  iodine,  oxygen,  and  sulphur;  whilst  those  which  are 
found  at  the  negative  electrode  are  termed  electro-positive  or 
basylous  elements  (a6i),  among  which  are  comprised  potassium, 
sodium,  and  other  metals  which,  when  united  with  oxygen,  form 


Generally  speaking,  the  greater  the  difference  in  the  pro- 
perties of  the  two  bodies,  the  more  intense  is  their  tendency  to 
mutual  chemical  action.  Two  electro-positive  elements  may  com- 
bine, as  may  also  two  electro-negative  elements ;  but  such  com- 
pounds are  much  less  stable  than  those  formed  by  the  union  of 
an  electro-positive  with  an  electro-negative  element.  For  instance, 
the  metals,  as  a  class,  combine  readily  with  chlorine,  oxygen,  and 
sulphur : — silver  unites  rapidly  with  sulphur,  iron  with  chlorine, 
potassium  with  oxygen,  and  so  on.  But  between  bodies  of 
a  similar  character  the  tendency  to  unite  is  feeble.  For  ex- 
ample, chlorine  and  oxygen  can  only  be  made  to  combine  by 
indirect  methods,  and  when  combined,  a  slight  elevation  of 
temperature  is  suflScient  to  cause  them  to  separate  from  each 
other.  In  like  manner,  two  metallic  bodies,  copper  and  zinc, 
will,  under  the  influence  of  a  high  temperature,  unite  and  form 
brass, — an  alloy,  the  properties  of  which  are  intermediate  between 
those  of  its  constituents ;  but  brass,  on  being  heated  strongly,  may 
be  separated  into  zinc,  which  nearly  all  passes  off  in  vapour,  and 
into  copper,  which  is  left  behind. 

Even  in  bodies  of  the  same  class  chemical  attraction  is  exerted 
between  different  kinds  of  matter  with  different  but  definite  degrees 
of  force.  Nitric  acid  will  dissolve  most  of  the  metals — such,  for 
instance,  as  silver,  mercury,  copper,  and  lead — and  by  so  doing 
will  produce  a  nitrate  of  each  metal;  but  the  chemical  compounds 
thus  formed  are  held  together  with  very  different  degrees  of 
enei^.  The  combination  with  silver  at  ordinary  temperatures 
is  less  powerful  than  with  mercury,  less  so  with  mercury  than 
with  copper,  and  with  copper  less  again  than  with  lead. 
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This  fact  may  easily  be  determined  by  dissolving  balf  an  ounce 
of  argentic  nitrate  (nitrate  of  silver)  in  half  a  pint  of  water,  and 
pouring  into  it  a  small  quantity  of  clean  mercury ;  in  the  course 
of  a  few  days  a  beautiM  crystallization  of  metallic  silver  will  be 
obtained,  whilst  a  corresponding  quantity  of  mercury  will  be  dis- 
solved, and  will  combine  with  the  nitrion  (NO3)  previously 
in  union  with  the  silver.  In  a  similar  manner,  mercury  may  be 
displaced  from  a  solution  of  mercurous  nitrate  by  means  of  a  strip 
of  metallic  copper ;  and  copper,  in  its  turn,  may  be  displaced  by 
a  piece  of  lead  introduced  into  a  solution  of  cupric  nitrate. 
Prom  a  solution  of  plumbic  nitrate,  zinc  will,  in  like  manner, 
displace  the  lead,  which  will  be  deposited  in  beautifiil  crystals. 

Guided  by  facts  like  these,  diflFerent  elements  have  been  ar- 
ranged in  tables  indicating  the  order  of  their  attraction  for  any 
one  element  which  ^is  placed  at  the  head  of  the  list.  For  ex- 
ample, in  the  first  column  of  the  following  table,  several  of  the 
more  important  metals  are  arranged  in  the  order  of  their  ten- 
dency to  combine  with  oxygen, — the  metal  at  the  head  of  the 
list  having  the  strongest  attraction  for  that  element,  that  which 
stands  second  the  next,  and  so  on  to  the  one  mentioned  last,  in 
which  the  attraction  is  the  weakest : — 

Order  of  Displacement  from  Solution, 


OXYGEN. 

SULPHURIC   ACID 

Potassium. 

Baryta. 

Zinc. 

Potash. 

Tin. 

Soda. 

Lead. 

Lime. 

Copper. 

Ammonia. 

Mercury. 

Zincic  oxide. 

Silver. 

Gold. 

Similar  tables  may  be  formed,  exhibiting  the  relative  tendency 
of  compound  bodies,  such  as  bases,  to  displace  each  other  from  the 
salts  which  they  have  contributed  to  form.  In  the  second  column 
of  the  table,  the  various  bases  are  arranged  in  the  order  in  which 
they  displace  each  other  at  ordinary  temperatures  from  the  salts 
which  they  form  when  acted  on  by  sulphuric  acid. 

iii.  Another  of  the  most  remarkable  and  characteristic  features 
of  chemical  attraction  is  the  entire  change  of  properties  which 
it  occasions  in  both  the  substances  dealt  with, — a  change  which  no 
h  priori  reasoning  could  possibly  have  predicted.    If  the  blue  liquid 
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obtained  by  dissolving  copper  in  nitric  acid  be  evaporated^  there 
will  be  formed  a  blue  crystalline  salt  which  has  none  of  the 
chemical  properties  either  of  the  acid  or  of  the  metal  from 
which  it  was  procured.  There  is  an  equally  striking  difference 
between  the  tough^  metallic^  insoluble  iron^  and  the  corrosive  oil 
of  vitriol,  and  the  beautiful  crystalline,  green,  soluble,  inky- 
tasted  salt  which  is  produced  by  their  mutual  action. 

iv.  The  experiments  on  the  displacement  of  one  metal  by 
another,  further  show  that,  although  in  combination,  the  properties 
of  the  components  are  masked,  and  to  all  ordinary  observation 
the  constituents  have  disappeared,  whilst  new  bodies  have  be^n 
formed,  yet  these  component  elements  do  really  exist  in  the  com- 
pound, and  can  be  again  reproduced  in  their  original  form  by 
separating  them  from  each  other. 

It  is,  indeed,  a  general  principle,  that  whenever  chemical  com- 
bination occurs,  there  is  no  destruction  of  matter.  However  much 
the  materials  may  change  their  form,  the  weight  of  the  new  pro- 
ducts, if  collected  and  examined,  will  be  found  to  be  exactly  equal  to 
thatof  the  substances  before  combination.  The  following  experiment 
shows  that,  even  although  the  substance  may  vanish  from  our 
sight,  it  continues  to  exist  as  a  gas,  which 
has  the  same  weight  as  the  solid  which 
furnished  it : — ^Into  a  glass  flask  A  (fig.  2), 
of  the  capacity  of  about  250  cubic  inches, 
or  4  litres,  and  which  is  prpvided  with  a 
brass  cap  and  stop-cock,  introduce  10  or 
\%  grains  (o"6  or  07  gramme)  of  gun- 
cotton;  attach  the  flask  to  the  air- 
pump,  exhaust  it  completely,  and  after- 
wards weigh  it.  Then  set  fire  to  the 
cotton  by  means  of  a  voltaic  current  sent 
through  the  wires,  a,  A,  which  are  insu- 
lated from  each  other  and  from  the  cap 
of  the  instrument,  by  passing  through  a 
varnished  cork.  The  cotton  will  entirely  disappear  with  a 
brilliant  flash,  but  the  flask,  if  weighed  again,  will  be  found  to  be 
of  the  same  weight  as  it  was  before  the  cotton  was  fired. 

V.  There  are  two  modes  of  forming  chemical  compounds; 
the  simplest  is  that  in  which  the  two  substances  unite  directly 
together,  as  when  hydrogen  bums  in  air,  and,  by  direct  imion 
with  oxygen,  produces  water;  or  when  an  acid  and  an  alkali, 
such  as  hydrochloric  acid  and  ammonia,  combine  and  pro- 
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dace  a  salt.  This  mode  of  combination  usually  prevails  between 
bodies  which  have  a  powerfcQ  tendency  to  unite.  The  other  mode 
is  still  more  common :  it  occurs  when  one  of  the  ingredients  of 
a  compound  is  displaced  by  another  substance^  and  a  new 
compound  is  the  result.  The  instances  already  specified^  in 
which  one  metal  precipitates  another  from  its  solution^  are  cases 
in  which  new  bodies  are  produced  by  the  displacement  of  one  of 
the  substances  in  a  compound  previously  formed.  This  method 
of  forming  compounds  .by  displacement^  or  substitution,  is  one  of 
great  importance ;  and  the  study  of  its  various  modes  of  action  is 
rapidly  contributing  to  the  discovery  of  many  subtle  processes 
concerned  in  the  chemistry  of  organized  beings. 

vi.  Chemical  combination^  in  a  large  proportion  of  cases^  does 
not  commence  spontaneously.  A  heap  of  charcoal  may  remain 
unaltered  in  the  air  for  years ;  but,  if  a  few  fragments  of  it  be 
made  red  hot,  chemical  action  will  begin  at  the  spot  to  which  the 
heat  is  applied,  and  it  will  continue  until  the  whole  mass  is  burned ; 
that  is,  the  chemical  action  between  the  oxygen  of  the  air  and 
the  charcoal  will  continue  as  long  as  any  charcoal  is  left.  In 
other  instances,  however,  the  chemical  effects  begin  without  the 
application  of  any  extraneous  force.  A  piece  of  phosphorus 
begins  to  be  oxidized  slowly  the  instant  it  comes  into  the  atmo- 
sphere, and  in  warm  weather  it  often  bursts  into  a  blaze. 

vii.  Whenever  substances  unite  directly  with  each  other,  heat 
is  emitted,  and  the  more  rapidly  the  union  is  effected,  the  larger 
is  the  quantity  of  heat  emitted  in  a  given  time,  until,  in  some  cases, 
it  rises  so  high  as  to  produce  ignition  and  combustion ;  light  and 
heat  are  abundantly  extricated  when  the  temperature  rises  high 
enough,  since  all  solid  substances,  when  heated  beyond  a  certain 
point,  become  luminous. 

When  compounds  are  formed  by  substitution,  the  liberation 
of  heat  is  usually  much  less,  and  is  sometimes  not  perceptible 
without  special  contrivances. 

viii.  The  physical  state  of  one  or  of  both  the  bodies  which 
enter  into  combination  is  frequently  altered  by  the  operation  of 
chemical  attraction.  Two  solids  may  become  converted  into  a 
liquid ;  two  liquids,  or  even  two  gases,  may  become  solid.  Differ- 
ences of  state  are  therefore  not  in  all  cases  due  to  differences  of 
temperature;  differences  in  the  chemical  arrangement  of  the 
particles  are  equally  important  in  bringing  about  physical  differ- 
ences of  condition. 

The  foregoing  leading  characters  by  which  chemical  attrac- 
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tion  is  distinguished  from  other  forces^  may  be  thus  summed 

Chemical  attraction  is  a  power  of  extreme  energy^  which  acts 
only  on  the  minutest  particles  of  matter^  and  at  distances  too 
small  to  be  perceptible.  Under  its  influence  the  elementary  bodies^ 
though  comparatively  few  in  number^  arrange  themselves  into  the 
numberless,  compounds  which  constitute  the  different  forms  of 
matter  in  the  three  great  kingdoms  of  nature ;  and  it  is  impor- 
tant to  observe  that  the  proportions  in  which  they  unite  are  fixed 
and  iQvariable.  Chemical  attraction  operates  between  the  par- 
ticles of  dissimilar  kinds  of  matter^  and  by  its  exertion  produces 
new  properties  in  the  resulting  compound.  It  exists  between 
different  kinds  of  matter  with  different  but  definite  degrees  of 
intensity.  As  a  result  of  its  operations^  no  destruction  of  matter 
occurs  in  the  materials  submitted  to  its  influence ;  there  is  con- 
sequently no  loss  of  weighty  but  only  change  of  form.  The  act 
of  combiuation  may  either  occur  instantly  on  mixture^  or  it  may 
be  indefinitely  postponed  till  some  other  force^  such  as  heat,  con- 
curs to  commence  the  action.  Compounds  may  be  formed  either 
by  the  direct  union  of  their  ingredients,  or  by  the  displacement 
of  one  substance  by  a  different  one  in  a  compound  previously 
formed;  and  lastly,  heat  and  light,  in  amount  proportioned  to 
the  rapidity  of  the  action,  are  generally  emitted  in  cases  of  the 
direct  union  of  the  constituents. 

(8)  Laws  of  Combinatian. — ^The  relative  proportion  in  which 
the  different  elements  unite  is  regulated  by  fixed  laws.  These  . 
laws,  which  form  the  basis  of  chemical  science,  are  three  in  num- 
ber, and  they  regulate  the  mode  of  combination  of  every  known 
•chemical  compound.  They  are  usually  termed  the  laws  of  chemi- 
4:al  combination. 

(9)  The  first  of  these  laws,  the  law  of  Definite  PrqportionSy 
may  be  stated  in  very  few  words;  it  is  as  follows: — In  every 
citemical  compound  the  nature  and  the  proportions  of  the  cotistituent 
elements  are  definite  and  invariable.  For  instance,  lOO  parts  by 
weight  of  water  contain  88*9  of  oxygen  and  ii'i  of  hydrogen,  or 
the  weight  of  the  oxygen  is  always  exactly  eight  times  that  of  the 
hydrogen.  Whether  water  be  derived  firom  the  snows  of  high 
mountains,  from  rain  clouds,  from  dew,  or  from  direct  chemical 
action,  as  when  tl\e  hydrogen  of  a  burning  lamp  or  candle  unites 
with  the  oxygen  of  the  air,  its  composition  is  uniform  and 
certain.  So  also  a  piece  of  flint,  or  of  rock  crystal,  in  whatever 
part  of  the  world  it  be  found,  will,  on  analysis,  yield  in  every 
100  parts,  46*6  of  silicon  and  53*4  of  oxygen.    So  also  hydrochloric 
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acid  gas,  however  obtamed,  always  contains  in  loo  parts  by- 
weight  97-26  of  chlorine  and  274  of  hydrogen.     In  fact,  experi- 
ment shows  that  all  true  chemical  compounds  which  have  been 
submitted  to  analysis  have  a  composition  equally  definite.     It 
is  this  law  of  definite  proportions  which  gives  value  to  analysis,  by- 
affording  certainty  and  uniformity  to  its  results.  Mere  mechanical 
intermixture  is  at  once  distinguished  from  true  chemical  com- 
bination by  the  absence  of  all  regularity  in  the  proportions  of 
the  bodies  that  have  been  mingled :  and  in  the  same  manner 
chemical  attraction  stands  strongly  contrasted  with  that  kind  of 
adhesion  which  produces  the  solution  of  solids  in  a  liquid,  or  the 
intermixture  of  two  liquids  like  spirit  of  wine  and  water  with 
each  other. 

(10)  The  second  law  of  combination  is  the  law  of  Multiple 
Proportions.  It  frequently  happens  that  the  same  pair  of  elemen- 
tary bodies  unites  together  in  more  than  one  proportion.  The 
compounds  so  obtained  are  usually  very  different  from  each  other ; 
but  there  is  always  a  regularity  in  the  plan  upon  which  these 
compounds  are  formed,  and  the  proportions  of  the  two  elements 

in  each  are  very  simply  related.    This  law  may  be  thus  stated : 

JFhen  two  elements,  A  and  B,  unite  together  in  more  proportions 
than  one,  if  we  compare  together  quantities  of  each  of  the  resulting 
compounds  which  contains  the  same  amount  of  A,  the  quantities  of  B 
will  bear  a  very  simple  relation  to  each  other ;  such  as 

A+B,  A  +  aB,  A+3B,  A-f4B,  &c.; 

or,  aA+sB,  aA+jB,  2A  +  7B,  &c.; 

or,  A+B,  A-f3B,  A+5B,  &c. 

Water,  for  instance,  is  a  compound  of  oxygen  and  hydrogen ; 
in  100  parts,  by  weight,  there  are,  as  already  mentioned,  88*9  of 
oxygen  and  ii'i  of  hydrogen.  But  there  is  another  compound 
of  .oxygen  and  hydrogen  known  to  chemists,  termed  hydric 
peroxide,  or  hydroxyl.  By  analysis  it  has  been  found  that  100 
parts  of  this  body  contain  94-1  of  oxygen  and  5-9  of  hydrogen. 
Now,  on  comparing  together  the  quantities  of  oxygen  which  in 
these  two  compounds  are  united  with  an  equal  quantity,  say  2 
grammes  of  hydrogen,  it  is  evident  that  in  water,  for  2  grms. 
of  hydrogen  there  are  16  of  oxygen, 

since  in       :       88*9       :  :       2       :       16 

and  by  a  similar  process  it  is  seen  that  in  hydric  peroxide,  for  2 
grms.  of  hydrogen  32  grms.  (or  16  x  2)  of  oxygen  are  present : — 

5-9        :        94-1        :  :        2       :       32 
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the  quantity  of  oxygen  combined  with  the  hydrogen  in  the  peroxide 
being  just  double  what  it  was  when  combined  with  the  same 
quantity  of  hydrogen  in  water. 

Mercury  in  like  manner  forms  two  compounds  with  chlorine, 
viz.,  calomel,  and  corrosiye  sublimate.  In  calomel  200  grammes  of 
mercury  are  combined  with  35*5  of  chlorine ;  whilst  in  corrosive 
subKmate  the  aco  of  mercury  are  united  with  71  grammes  of 
chlorine,  or  with  just  twice  as  much. 

A  similar  simple  proportion  between  the  quantities  of  the  com- 
bining elements  is  found  to  hold  good  in  every  series  of  compounds 
formed  by  the  union  of  two  elements  with  each  other.  A  certain 
quantity  of  one  of  the  elements  combines  with  a  certain,  quantity 
of  the  other :  in  the  next  compound  with  twice  as  much  as  in  the 
&8t ;  in  the  next  with  three  times  as  much ;  in  the  next  with 
four  times  as  much,  and  so  on. 

An  excellent  example  of  this  regularity  is  afforded  by  the  series 
of  compounds  which  nitrogen  forms  with  oxygen.  They  are  five  in 
number,  and  contain  in  100  parts  of  each,  the  following  propor- 
tions of  their  constituents,  the  oxygen  increasing  in  amount  from 
the  first  to  the  fifth  : — 

Oxygen.  Nitrogen. 

Nitrous  oxide 3^*3^  ^3'^4- 

Nitric  oxide 53*33  46*67 

Nitrous  anhydride  .     .     .     .     63' 15  36*85 

Peroxide  of  nitrogen     .     .     .     69*56  30*44 

Nitric  anhydride     ....     74*07  ^5*93 

Now  on  comparing  quantities  of  each  of  these  different  com- 
pounds which  contain  equal  weights  of  nitrogen,  and  in  the  order 
in  which  the  compounds  stand  in  the  foregoing  table,  it  will  be 
seen  that  the  oxygen  increases  in  quantity  in  the  proportion  of  r ,  2, 
3, 4,  and  5.  In  the  nitrous  oxide  the  quantity  of  nitrogen  combined 
with  16  parts  of  oxygen  is  28,  and  taking  this  amount  of  nitrogen 
in  each  case,  we  obtain  by  proportion  the  following  series : — 


Oxygen. 

Nitrogen. 

36-36        : 

6364        : 

:        16 

:        28 

5333 

46-67        : 

:       32(16x2) 

28 

63'J5 

36-85        : 

:       48(1*5x3) 

28 

6956 

:        30-44       : 

:       64(16x4) 

28 

74-07 

:        25-93        : 

:        80(16x5)        : 

28 

the  weight  of  the  oxygen  increasing  progressively,  in  the  proportion 
of  16,  twice  16,  3  times  16,  4  times  16,  and  5  times  16. 
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In  some  cases  the  proportion  in  which  the  elements  unite  is 
rather  less  simple^  two  proportions  of  one  element  combining  with. 
3)  5i  or  7  of  the  other. 

This  important  law  was  first  clearly  established  hj  Dalton. 

(ii)  The  third  law  of  combination  is  usually  known  as  the 
Law  of  Equivalent  Proportions.  It  may  be  stated  as  follows : — 
Each  elementary  substance,  in  combining  unth  other  elements,  or  in 
displacing  others  from  their  combinations,  does  so  in  a  fixed  pro- 
portion, which  may  be  represented  numerically. 

This  principle  of  equivalent  proportion  may  be  illustrated  by- 
reference  to  the  experiments  upon  the  displacement  of  the  metals 
from  solutions  of  their  nitrates  (p.  12),  or  still  more  simply  from 
solutions  of  their  chlorides,  by  the  introduction  of  some  other 
metal,  the  attraction  of  which  for  the  chlorine  is  stronger  than 
that  of  the  metal  with  which  it  is  already  combined.  When,  for 
instance,  a  slip  of  copper  is  introduced  into  a  solution  of  mercuric 
chloride,  the  two  metals  change  places,  owing  to  the  stronger 
chemical  attraction  of  the  chlorine  for  the  copper  than  for  the 
mercury ;  a  portion  of  the  copper  is  dissolved,  cupric  chloride  is 
formed,  and  a  corresponding  quantity  of  mercury  is  deposited.  On 
making  the  experiment  with  suitable  care,  it  is  found  that  for  each 
317  milligrammes  of  copper  dis^lved,  100  of  mercury  are  sepa- 
rated in  globules.  In  a  similar  way,  when  a  strip  of  zinc  is  placed 
in  a  solution  of  cupric  chloride,  a  deposit  of  metallic  copper  is  sepa- 
rated, and  for  every  31*7  mgrms.  of  copper  thrown  dpwn,  the  zinc 
will  lose  32*5  mgrms.  in  weight,  whilst  a  corresponding  amount 
of  zincic  chloride  is  formed  in  the  liquid.  Finally,  if  into  a 
solution  of  hydrochloric  acid  a  rod  of  zinc  be  introduced,  hydrogen 
will  be  set  free ;  and  if  the  volume  of  the  gas  be  measured,  a 
bulk  of  hydrogen  weighing  1  mgmi.  will  be  liberated  for  every 
32*5  mgrms.  of  zinc  dissolved. 

From  this  series  of  experiments  we  learn  that  diflferent  but 
definite  amounts  of  the  various  metals  are  capable  of  displacing 
each  other ;  for  it  appears  that  100  parts  by  weight  of  mercury,  31 7 
of  copper,  32*5  of  zinc,  and  i  of  hydrogen,  are  each  capable  of 
exactly  supplying  the  place  of  the  other,  in  combination  with  one 
uniform  amount  (35*5  parts)  of  chlorine;  and  these  diflFerent 
quantities  of  the  metals  are  said  to  be  chemically  equivalent  to 
each  other,  and  the  numbers  obtained  in  this  way  form  the  com- 
bining  proportions  of  the  different  elements.  For  the  purpose 
of  conveniently  comparing  together  the  quantities  of  the  different 
elements  which  are  thus  equivalent  to  each  other,  it  is  necessary 
to  select  one  element  as  the  unit  or  standard  of  comparison.    With 
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this  view  chemists  have  agreed  to  take  hydrogen  as  their  unit 
or  starting-pointy  since  it  is  the  element  which  enters  into  com- 
bination with  a  lower  equivalent  weight  than  any  other.  It 
must  not,  however,  be  supposed  that  the  equivalent  quantities  of 
the  elements  can  usually  be  ascertained  by  direct  substitution  for 
a  given  weight  of  hydrogen :  recourse  is  had  therefore  to  indirect 
processes,  such  as  the  determination  of  the  proportion  in  which 
each  element  unites  with  a  fixed  quantity  of  some  other  element, 
such  as  chlorine  or  oxygen.  It  is  important  to  distinguish 
between  the  ideas  chemical  equivalent  and  combining  proportion. 
Bodies  can  only  be  said  to  be  equivalent  to  each  other  when 
they  can  be  substituted  for  each  other  in  combination,  and 
form  compounds  more  or  less  analogous :  the  proportion  in  which 
they  thus  displace  each  other,  constitutes  their  equivalent  pro- 
portion or  numerical  chemical  equivalent.  Definite  quantities  of 
silver,  copper,  iron,  zinc,  and  potassium,  for  example,  may  be 
substituted  one  for  the  other  in  combination  with  a  given  quan- 
tity of  chlorine.  In  like  manner,  certain  quantities  of  chlorine, 
of  bromine,  and  of  iodine,  may  be  made  to  combine  with  a  given  , 
quantity  of  silver ;  the  quantity  of  bromine  which  will  displace 
the  iodine,  or  that  of  chlorine  which  will  displace  the  bromine, 
being  the  true  equivalent  quantities  of  these  elements,  when  com- 
pared with  each  other.  But  if  we  compare  a  certain  weight  of 
chlorine  with  a  quantity  of  potassic  chloride  which  contains  an 
equal  weight  of  chlorine  (inasmuch  as  chlorine  and  potassic 
chloride  cannot  be  substituted  one  for  the  other  in  any  com- 
pound), the  number  which  represents  that  proportion  in  which 
the  two  elements  have  united  to  form  potassic  chloride  cannot,  a« 
compared  with  the  standard  quantity  of  chlorine,  properly  be  called 
its  equivalent,  but  only  its  combining  proportion. 

{12)  Tables  of  Equivalent  Numbers. — Chemists  are  in  the 
habit  of  referring  the  results  obtained  by  analysis  to  the  proportion 
contained  in  loo  parts  of  the  body  submitted  to  experiment.  For 
instance,  it  has  been  ascertained  by  analysis  that  loo  parts  of 
hydrochloric  acid  contain  97*26  of  chlorine,  and  274  of  hydrogen ; 
that  100  parts  of  zincic  chloride  contain  5a'ai  of  chlorine,  and 
4779  of  zinc;  that  100  of  cupric  chloride  contain  5t9i  of 
chlorine,  and  47*19  of  copper ;  that  100  of  mercuric  chloride  con- 
tain 26-7,0  of  chlorine,  and  73*80  of  mercury ;  and  that  100  of 
argentic  chloride  contain  24*73  ^^  chlorine,  and  75*27  of  silver. 
These  illustrations  are  sufficient  to  prove  that  the  proportion 
of  chlorine  is  not  the  same  in  the  compounds  which  it  forms 
with  the  several  elements;  but  this  method  of  stating  the  result 

c  2 
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is  not  adapted  to  exhibit  the  numjerical  relations  of  these 
quantities  in  their  simplest  form.  These  relations  are  rendered 
much  more  evident  in  the  following  way.  Having  ascertained 
the  proportion  of  each  constituent  in  loo  parts  of  the  varioixs 
compounds  which  each  elementary  body  forms  when  it  combines 
with  chlorine,  let  us  determine  by  calculation  the  proportion  in 
which  each  element  unites  with  the  same  fixed  quantity  of 
chimney  and  let  us  take  for  our  fixed  quantity  of  chlorine  the 
proportion  of  it  which  enters  into  combiuation  with  i  part  by 
weight  (say  i  gramme)  of  hydrogen.  This  is  easily  calculated, 
since  we  know  that  lOO  parts  of  hydrochloric  acid  contain  97*26  of 
chlorine,  and  274  of  hydrogen ;  consequently 

274       :        97-25       :  :        i        :        S5'S 

or  35*5  grms.  of  chlorine  are  united  in  hydrochloric  acid  with  r 
grm.  of  hydrogen.  Now  it  is  easy  to  ascertain,  by  similar  calcula- 
tions, the  proportion  of  each  of  the  elements  enumerated  in  the 
foregoing  series  of  chlorides  which  is  combined  with  ^^"^  grms.  of 
chlorine. 

In  zincic  chloride,  for  example,  32*5  grms.  of  zinc  are  united 
with  35*5  of  chlorine ;  for 

5221       :       4779        :  :       Z5'S       -       3^'5 
In  cupric  chloride  35*5  of  chlorine  are  united  with  317  grms.  of 
copper;  for 

52-81        :        47-19       :  :        35-5        :       31-7 

In  mercuric  chjoride  35-5  grms.  of  chlorine  are  united  with  too  of 
mercury;  for 

26-2  :        73-8         :  :        35-5        :       100  • 

whilst  in  argentic  chloride  35-5  of  chlorine  are  united  with  108 
grms.  of  silver ;  since 

H'73      '       75'^7       '  '      35'5       '      108 

consequently  one  part  of  hydrogen,  32-5  parts  of  zinc,  31*7  of 
copper,  100  of  mercury,  and  108  of  silver  are  chemically  equivalent 
to  each  other,  since  they  each  combine  with  a  uniform  quantity 
(35-5  parts)  of  chlorine. 

But  results,  when  obtained  by  experiments  conducted  on  this 
plan,  are  not  always  free  from  ambiguity,  for  there  are  cases  in 
which  the  same  metal  appears  to  have  more  than  one  equivalent 
number.  Mercury,  for  example,  forms  another  chloride,  calomel, 
which  is  quite  different  from  the  one  above  described ;  it  contains 
twice  the  amount  of  mercury  combined  with  our  standard 
quantity  of  chlorine,  or  200  grms.  of  mercury  with  35-5of  chlorine. 

Digitized  by  VjOOQ iC 


ATOMIC   CONSTITUTION   OF  MATTER.  21 

In  like  manner  copper  forms  another  chloride,  which  contains 
twice  as  much  copper  as  the  one  above  described,  or  63  grms.of 
copper  combined  with  35*5  grms.  of  chlorine. 

Which  of  these  two  proportions  of  mercury  or  of  copper  is  to 
be  taken  as  the  equivalent  of  the  metal?  Each  of  the  two 
numbers  thus  obtained  is  in  fact  the  true  equivalent  under  the 
particular  circumstances ;  so  that  both  mercury  and  copper  have 
two  equivalents ;  and  the  same  thing  is  true  of  iron,  of  tin,  of  plati- 
num, and  of  several  other  elements.  The  ambiguity  thus  occa- 
sioned may,  however,  be  removed  by  means  of  a  conception  known 
as  the  atomic  hypothesis,  first  distinctly  enunciated  by  Dalton, 
though  it  has  since  been  in  some  degree  modified. 

{12  a)  Hypothesis  of  the  Atomic  Constitution  of  Matter. — 
Dalton's  atomic  theory  is  that  every  element  is  composed  of 
ultimate  particles  or  atoms,  which  cannot  be  further  subdivided  by 
chemical  or  mechanical  means.  That  these  atoms  are,  in  the 
same  element,  exactly  equal  in  size  and  in  weight,  and  absolutely 
similar  in  all  respects.  That  the  atoms  of  any  one  element  differ 
from  those  of  all  the  other  elements  in  weight  and  in  chemical 
properties.  And  that  whenever  combination  takes  place  between 
any  two  elements,  union  occurs  between  them  atom  to  atom.  If 
these  assumptions  be  admitted,  we  find — 

1°.  That  the  proportion  in  which  combination  occurs  must, 
when  the  same  compound  is  formed,  always  be  definite ;  since  that 
proportion  is  determiaed  by  the  relative  weights  of  the  atoms  of  the 
combining  elements,  and  the  atom  cannot  be  subdivided. 

a^.  That  when  the  'same  elements  unite  in  several  propor- 
tions, these  proportions  must  vary  according  to  the  terms  of  a 
simple  series  of  multiples,  since  each  atom  of  one  element  must 
unite  with  the  other  element  in  the  ratio  of  i,  of  2,  or  of  3  atoms, 
or  in  some  other  ratio  almost  equally  simple,  inasmuch  as  the 
atom  does  not  admit  of  subdivision. 

3°.  That  combination  must  occur  also  in  equivalent  propor- 
tion ;  since  the  equivalent  amounts  of  each  element  must  be  in  the 
proportion  either  of  the  weights  of  their  atoms,  or  of  a  simple 
multiple  of  those  weights. 

In  order  to  elucidate  these  statements  farther,  let  us  suppose, 
for  example,  that  an  atom  of  mercury  weighs  200  times  as  much 
as  the  atom  of  hydrogen,  that  the  atom  of  silver  weighs  108  times 
as  much,  the  atom  of  sodium  23  times  as  much,  the  atom  of 
chlorine  35*5  times  as  much,  and  the  atom  of  oxygen  16  times  as 
much, — ^it  follows  that  when  chlorine  and  silver  unite  to  form 
argentic  chloride,  if  one  atom  of  each  element  enters  into  each 
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molecule  of  the  compound^  this  chloride  must  necessarily  and  in- 
variably contain,  in  143*5  parts  by  weight,  be  they  grammes^ 
grains,  or  pounds,  108  of  silver,  and  35*5  of  chlorine. 

In  like  manner,  if  each  of  the  molecules  of  sodic  chloride  be 
formed  by  the  union  of  one  atom  of  sodium  with  one  atom  of 
chlorine,  then  58*5  parts  will  necessarily  consist  of  23  parts  of 
sodium,  and  35*5  of  chlorine. 

So  also,  if  each  molecule  of  water  consist  of  2  atoms  of 
hydrogen  and  i  atom  of  oxygen,  it  must  happen  that  18  parts 
of  water  wiU  always  contain  2  parts  of  hydrogen  and  16  of  oxygen. 
Again,  if  calomel  be  formed  of  i  atom  of  mercury  and  1  of  chlo- 
rine, it  is  a  matter  of  necessity  that  in  235*5  parts  of  calomel, 
aoo  consist  of  mercury,  and  35*5  of  chlorine ;  while,  if  corrosive 
sublimate  be  formed  by  the  union  of  I  atom  of  mercury  with  2 
atoms  of  chlorine,  271  parts  of  this  chloride  must  contain  200 
parts  of  mercury,  and  71  of  chlorine,  or  twice  as  much  chlorine 
as  is  found  in  calomel. 

Suppose  now  that  into  a  solution  of  corrosive  sublimate  a  slip 
of  copper  be  introduced :  the  copper  will  displace  the  mercury ; 
and  if  the  weight  of  the  atom  of  copper  be  63  times  that  of  the 
atom  of  hydrogen,  and  cupric  chloride  be  formed  by  the  union  of 
I  atom  of  copper  and  2  atoms  of  chlorine,  the  mercury  displaced 
must  be  in  the  proportion  of  200  parts  for  every  6^  parts  of 
copper  which  enter  into  solution.  In  other  words,  63  parts  of 
copper  are  chemically  equivalent  to  200  parts  of  mercury. 

Dalton  indeed  supposed  that  the  chemical  equivalents  of  the 
elements  always  represented  the  relative  weights  of  their  atoms, 
and  hence  the  term  atomic  weight  has  often  been  employed 
as  synonymous  with  the  term  chemical  equivalent.  But  the  ideas 
involved  in  the  two  terms  are  essentially  distinct.  There  can 
only  be  one  atomic  weight  of  a  simple  substance ;  but  as  we  have 
seen  in  the  case  of  mercury  and  of  copper,  there  may  be  two 
chemical  equivalents  for  the  same  element,  and,  in  some  cases, 
the  equivalents  may  be  even  more  numerous.  The  atomic  weight 
of  a  body  may  coincide  with  its  ordinary  chemical  equivalent, 
or  it  may  be  a  multiple  of  it.  The  equivalent  number  is  neces- 
sarily a  direct  experimental  result ;  whilst  the  number  adopted 
for  the  atomic  weight  is  arrived  at  from  considerations  often 
somewhat  complicated,  based  partly  on  the  law  of  gaseous  volumes 
(14),  partly  on  the  experimental  results  upon  the  specific  heat  of 
the  bodies  under  investigation  (172),  and  partly  on  the  isomor- 
phism or  similarity  in  crystalline  form  of  bodies  of  analogous 
constitution  (83). 
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The  table  at  pp.  24,  2,5,  contains  a  list  of  the  elementary  bodies 
at  present  known .  to  chemists^  with  the  atomic  weights  now  in 
nse^  as  well  as  the  symbols  by  which  each  element  is  indicated 
in  describing  chemical  changes. 

(13)  Symbolic  Notation. — Before  proceeding  fiirthisr,  it  will  be 
advantageous  to  describe  the  principles  of  notation,  as  applied  to 
the  construction  of  chemical  formulae.  This  notation  constitutes 
a  kind  of  short-hand,  which  materially  facilitates  the  representa- 
tion of  chemical  changes,  since  it  greatly  abridges  the  labour  of 
description,  and  after  a  little  practice,  enables  the  sti^dent  to  trace 
at  a  glance,  reactions  even  of  a  complicated  character.  Its  use  has, 
in  fact,  become  indispensable  both  to  the  teacher  and  to  the  pupil. 

Every  elementary  substance  is  represented  by  a  symbol,  con- 
sisting of  the  first  letter  of  its  Latin  name ;  in  cases  where  more 
than  one  element  has  the  same  initial,  a  second  distinguishing 
letter  is  added.  Any  symbol,  when  it  stands  alone,  always  .re- 
presents one  atom  of  the  body  which  it  indicates.  For  instance, 
the  symbol  O  stands  for  one  qtom  of  oxygen ;  H,  for  one  atom  of 
hydrogen ;  C,  for  one  atom  of  carbon,  and  so  on.  The  symbols 
appropriated  to  the  various  elements  are  placed  opposite  to  them 
in  the  column  headed  Symbols  in  the  following  table. 

It  must  be  borne  in  mind  that  the  notation  employed  by 
chemists  is  not  a  true  algebraic  notation,  although  it  resembles  it 
in  appearance.  For  example,  the  juxtaposition  of  two  chemical 
symbols  constitutes  a  chemical  formula  :  such  juxtaposition,  how- 
ever, indicates  chemical  combination,  not  multiplication ;  so  that 
a  compound  body  is  represented  by  writing  the  symbols  of  its 
constituent  atoms  side  by  side ;  for  example,  HCl  indicates  one 
molecule  of  hydrochloric  acid,  CaO  one  molecule  of  lime,  the 
quantities  included  in  each  formula  always  indicating  one  molecule 
of  the  compound. 

If  it  be  necessary  to  express  that  more  than  one  atom  of  a 
body  enters  into  the  formation  of  a  molecule,  the  object  is  attained 
by  writing  a  small  figure  to  the  right  of  the  letter  below  th^ 
line : — Hg  would  indicate  a  molecule  of  hydrogen ;  H^O^,  a  mole- 
cule of  hydric  peroxide,,  composed  of  2  atoms  of  hydrogen  and 
2  of  oxygen;  CO3,  one  molecule  of  carbonic  anhydride,  com- 
posed of  I  atom  of  carbon  and  2  atoms  of  oxygen,  and  so  on. 
Some  authors  place  the  small  figures  above  instead  of  below  the 
line,  and  write  2  atoms  of  hydrogen,  for  example,  as  H^. 

Secondary  compounds,  such  as  salts,  are  expressed  in  an  analo- 
gous way,  the  metal  being  usually  placed  first,  CaCOj  reptesent- 
ing  one  molecule  of  calcic  carbonate.    When  a  comma  is  used  to 
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separate  two  members  of  a  formula,  these  two  members  are  re- 
presented as  united  chemically^  and  a  more  intimate  union  is  sup- 
posed than  when  the  sign  of  a  period  is  used  to  separate  them. 
For  instance,  in  the  formula  for  crystallized  sulphate  of  magnesium, 
and  potassium  (MgSO^  KgSO^ .  6Hj,0),  the  compound  MgSO^  is 
supposed  to  be  more  intimately  united  with  K^SO^  than  the  6IIJO, 
which  may  be  readily  expelled  by  heat.     Where  it  is  necessary 
to  indicate  more  than  one  molecule  of  a  compound,  the  whole 
formula  of  that  compound  is  preceded  by  the  indicating  number. 
If,  for  example,  H  be  i  atom  of  hydrogen,  H^  its  molecule,  3H3 
will  indicate  3  molecules  of  hydrogen.     If  brackets  be  used,  the 
figure  prefixed,  or  subjoined,  multiplies  nothing  beyond  the  sym- 
bols included  within  the  brackets,  as  for  example,   3  (MgSO^ 
7  HjO),  three  atoms  of  crystallized  magnesic  sulphate ;   (HjN)^ 
four  molecules  of  ammonia.      The   use    of  brackets    is    often 
neglected^  and  then  the  figure  prefixed  multiplies  all  the  sym- 
bols included  between  it  and  the  next  comma,  or  sign  of  addi- 
tion. 

The  sign  +  should  never  be  used  to  connect  together  the 
constituents  of  the  same  compound,  but  should  be  employed  only 
tp  indicate  cases  of  true  addition,  in  which  two  different  bodies 
are  actually  mixed  with  each  other,  although  many  chemists 
neglect,  with  manifest  in(5onvenience,  to  attend  to  this  rule.  The 
sign  =  does  not  indicate  identity  or  absolute  equality,  but  is 
usually  employed  in  the  sense  of  the  word  ^  yields  /  and  when 
placed  between  the  two  members  of  an  equation,  it  indicates  that 
if  the  compounds  which  precede  it  are  mixed  Tfith  due  precau- 
tion, the  result  of  the  chemical  changes  which  occur  will  be  such 
as  is  represented  by  the  arrangement  of  the  symbols  placed  after 
the  sign  =. 

A  little  practice  will  make  these  various  modifications 
familiar  to  the  mind.  To  iexpedite  the  acquisition  of  this  know- 
ledge, the  student  will  find  it  advantageous  to  exercise  himself  in 
the  expression  of  chemical  changes  by  symbols,  whenever  the 
opportunity  occurs,  until  he  is  thoroughly  acquainted  with  their 
signification  and  use. 

(14)  Law  of  Volumes. — ^When  bodies  are  capable  of  assuming 
the  form  of  gas  or  vapour,  a  very  simple  relation  exists  between 
the  volumes  or  bulks  of  any  two  gases  which  combine  together, 
and  the  bulk  of  the  gaseous  compound  formed  by  their  union. 
This  important  observation  is  due  to  Gay-Lussac.  It  has  been 
found,  for  example,  that  two  gases  unite  together  either  in  the 
proportion  of  equal  bulks^  or  else  that  two  measures  or  volumes 
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of  a  given  gas  whicli  may  be  distinguished  as  A^  combine  with 
one  measure  of  a  second  gas  which  maj  be  called  B^  or  that  three 
measures  of  A  unite  with  one  measure  of  B^  or  sometimes  that 
three  measures  of  A  imite  with  two  of  B.  Some  simple  propor- 
tion of  this  kind  is  always  observed  between  the  volumes  of  two 
gases  which  enter  into  combination.  The  cause  of  this  unifor- 
mity depends  upon  the  &Lctj  that  if  quantities  of  each  element  be 
compared  in  the  ratio  of  their  atomic  weights,  when  converted  into 
vapour  (under  similar  conditions  of  temperature  and  pressure)  they 
will  all  yield  the  same  volume  of  vapour."^ 

For  example^  in  the  following  table  we  take  a  number  of 
grammes  of  hydrogen^  of  nitrogen^  of  oxygen^  and  of  chlorine^ 
corresponding  with  the  atomic  weight  of  each  element  respectively^ 
and  the  result  is  in  all  cases  a  volume  of  11*19  ^^^'^^ ' — 

Litres. 
jfx.  J  ,  f^a®  F.  and  M'OM  inches  Bar.) 

grainmeofhydrogen,at|^  (or  o^  C.  &  760  millim.)    \  =  "''9 

14  grammes  of  nitrogen =s]i*i9 

16  grammes  of  oxygen =11*19 

35'5 S^i'^^^™^  of  c^<>™^ =:ii'i9 

and  so  on. 

In  other  words,  gaseous  nitrogen  is  14  times  as  heavy  as 
hydrogen,  oxygen  16  times  as  heavy,  and  chlorine  35*5  times  as 
heavy  as  hydrogen,  when  compared  under  like  pressures,  and  at  the 
same  temperatures. 

Combination  by  volume,  therefore,  is  to  be  carefully  distin- 
guished from  combination  by  weight ;  because  when  the  volumes 
are  the  same  the  weights  are  different,  and  when  the  weights  are 
the  same  the  volumes  are  different. 

After  the  union  of  the  gases  with  each  other,  the  bulk  of  the 
compound,  though  it  is  often  less  than  the  joint  bulk  of  the  two 
separate  gases,  yet  bears  a  simple  relation  to  it.  It  may  happen 
that  two  gases  unite  without  undergoing  any  change  of  volume ; 
this  only  occurs  when  the  constituent  gases  combine  in  equal 
volumes ;  in  other  cases  three  volumes  of  the  gases  may  become 
condensed  into  two ;  or  three  volumes  may  occupy  the  bulk  of 
one  volume ;  or,  again,  two  volumes  may  be  condensed  into  one 
volume.  In  no  case  do  the  combined  gases  occupy  a  larger  bulk 
than  they  did  when  separate. 


*  To  this  rale  there  are,  however,  certain  exceptions,  the  most  important  of 
which  occur  in  the  cases  of  phosphorus,  arsenicom,  mercury,  cadmium,  and  zinc 
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The  mode  of  combination  of  hydrogen  with  chlorine  and  with 
oxygen  may  be  taken  as  an  illustration  of  some  of  these  points. 
Hydrogen  gas  and  gaseous  chlorine  unite  in  the  proportion  of 
one  volimie  of  each  to  form  hydrochloric  acid,  or  one  part  by 
weight  of  hydrogen  to  35*5  parts  by  weight  of  chlorine,  the  two 
gases  after  their  combination  still  occupying  two  volumes,  or  the 
same  bulk  which  they  did  when  separate,  though  their  united 
weight  is  of  course  36*5.  But  when  hydrogen  gas  combines  with 
oxygen  gas  in  the  formation  of  water,  union  takes  place  in  the 
proportion  of  two  volumes  of  hydrogen  to  one  volume  of  oxygen. 
This,  therefore,  corresponds  by  weight  to  2  parts  of  hydrogen  and 
16  of  oxygen.  Supposing  that  the  two  gases  before  their  union 
were  heated  to  a  temperature  above  the  boiling-point  of  water, 
say  to  120®  C,  and  the  product  of  the  combination  after  union 
is  still  kept  at  the  same  temperature,  the  steam  produced,  instead 
of  occupying  the  space  of  three  volumes,  becomes  condensed  into 
that  of  two ;  but  the  weight  of  the  steam  formed  is  equal  to  that 
of  the  united  weights  of  the  oxygen  and  hydrogen  which  have 
entered  into  its  composition. 

Compound  gases  and  vapours,  in  combining,  follow  the  same 
regularity  and  simplicity  in  the  proportions  by  volume  in  which 
they  unite,  as  is  observed  to  prevail  among  elementary  bodies ; 
and  the  compounds  resulting  from  such  union,  when  gaseous,  or 
convertible  into  vapour,  exhibit  the  same  equally  simple  ratio  in 
bulk  to  that  of  their  components. 

In  order  to  give  precision  to  our  language,  although  it  would 
be  premature  at  this  point  to  enter  into  the  reasons  in  detail, 
it  will  be  convenient  here  to  draw  a  distinction  between  two  mag- 
nitudes of  the  component  particles  of  all  elementary  bodies — viz. : 
I.  the  Atomy  or  smallest  and  chemically-indivisible  particle  of 
each  element  which  can  exist  in  a  compound,  united  with  other 
particles  either  of  the  same  or  of  different  elements,  but  which  is 
not  known  in  a  separate  form;  and  2.  the  Molecule,  or  the 
smallest  quantity  of  any  elementary  substance  which  is  capable 
of  existing  in  a  separate  form.  H,  for  instance,  represents  the 
atom  of  hydrogen,  whilst  HH,  or  Hg,  indicates  its  molecule. 
Each  molecule  of  chlorine  and  of  the  other  allied  elements,  when 
in  the  gaseous  state,  appears  to  consist  of  2  atoms.  Assuming 
that  the  molecule  of  any  element  in  vapour  always  occupies  2 
volumes,  the  atom  of  hydrogen  being  i  volume  □,  or  (H  =  i),  the 
molecules  of  oxygen,  sulphur,  selenium,  and  tellurium,  each  con- 
tain 2  atoms ;  but  certain  metals,  such  as  mercury  and  cadmium, 
yield  a  vapour  the  molecule  of  which  contains  only  a  single  atom 

Digitized  by  VjOOQIC 


ATOMS   AND    MOLECULES. 


29 


of  the  element ;  and  if  it  were  possible  to  make  the  experiment 
with  the  other  analogous  metals — ^magnesium^  copper,  &c. — ^it  is 
probable  that  the  molecule  of  each  member  of  this  class  of  elements 
would  be  found  to  contain  but  a  single  atom. 

The  molecule  of  nitrogen  contains  2  atoms  ;  but  the  molecules 
of  phosphorus  and  of  arsenicum  each  contain  4  atoms.  Analogy 
leads  to  the  conclusion  that  the  molecules  of  antimony  and  of 
bismuth  also  each  contain  4  atoms. 

Some  of  these  relations  are  indicated  in  the  following  table : — 


Element. 


Hydrogen 
Chlorine 

Oxygen 

Sulphur 

Selenium 

Tellurium 

Mercury 

Cadmium 

Zino 

Nitrogen 

Phosphorus 

Arsenicum 


Atomio 

Weight. 

H  = 

I 

Cl= 

35*5 

0  = 

16 

s  = 

32 

Se= 

79'5 

Te= 

129 

Hg= 

200 

Cd= 

112 

Zn= 

65 

N  = 

14 

P  = 

31 

A8= 

75 

Moleoolar 
Weight. 


Mol. 

Belative 

Vol. 

Weight. 

UJ 

I 

LTJ 

35*5 

LIJ 

16 

1  1  1 

32 

1  1  1 

79*5 

1  1  1 

129 

L_J 

100 

L_J 

S^ 

1     1 

325 

1  1  1 

14 

mn 

62 

IIIM 

150 

The  application  of  the  terms  atom  and  molecule  may  be  ex- 
tended to  compound  substances,  the  atom  of  a  compound  being  the 
smallest  quantity  of  any  compound  substance  which  is  capable  of 
existing  in  combination  with  other  particles  of  matter ;  and  the 
molecule  of  a  compound  is,  as  before,  the  smallest  quantity  of  that 
substance  which  can  exist  in  an  isolated  or  separate  condition  :  if, 
for  instance,  CgHg  represent  the  compound  atom  of  ethyl  (the  radicle 
of  ether),  (C^Hg,  C3H5),  or  (CgHJ^j  would  indicate  its  molecule- 
It  will  be  shown  hereafter  that  equal  volumes  of  every  gas 
and  vapour,  whether  simple  or  compound,  expand  equally  for 
equal  increments  of  heat,  if  both  are  compared  at  the  same  tem« 
peratures  (317).  The  same  is  true  when  equal  volumes  of  the  dif- 
ferent gases  are  submitted  to  an  equal  increase  or  diminution  of 
pressure  (27),  Hence  it  appears  to  be  a  legitimate  and  necessary 
conclusion  that  equal  volumes  of  all  gases,  whether  simple  or  com- 
pound, contain  an  equal  number  of  molecules  of  their  constituents. 
The  volume  of  the  molecule  of  a  compound  body,  in  the  aeriform 
state,  is  exactly  double  the  volume  of  the  atom  of  hydrogen. /--^TpT 
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this  rule^  indeed^  there  are  some  exceptions^  real  or  apparent ;  but 
the  number  of  these  is  gradually  diminishing^  under  the  explana* 
tions  afforded  from  time  to  time  by  the  progress  of  science. 

When  the  complicated  bodies  met  with  in  organic  chen^stry 
admit  of  being  yaporized  without  undergoing  decomposition,  they 
obey  this  law  of  vapour  volume  as  strictly  as  the  simplest  combi- 
nations of  inorganic  nature,  however  numerous  the  atoms  which 
enter  into  the  formation  of  their  molecule.  A  molecule  of  alcohol 
(CcjHqO),  or  a  molecule  of  the  still  more  complex  body  aniline 
(CgHyN),  for  instance,  yields  the  same  volume  of  vapour  as  a 
molecule  of  hydrochloric  acid  (HCl).  Consequently,  if  the  weight 
of  a  given  bulk  of  hydrogen,  the  lightest  substance  known,  be 
taken  as  the  unit  of  comparison,  the  vapour  density  of  a  compound 
body  is  represented  by  half  its  molecular  weight.  This  number 
will  be  designated  constantly  hereafter,  in  speaking  of  vapour 
densities,  as  the  relative  weight  of  the  vapour.     For  example : — 

Equal 

vols. 

Hydrogen  gas     .     . 
Hydrochloric  acid  gas 
Aqueous  vapour .     . 
Alcohol  vapour  .     . 
Aniline  vapour    .     . 

(15)  Applications  of  the  Law  of  Equivalent  Proportion. — Com- 
pound bodies  unite  with  other  compounds,  just  as  simple  bodies 
unite  with  other  simple  ones,  and  the  combining  proportions  or 
molecular  weights  of  such  compounds  are  represented  by  the 
sum  of  the  atomic  weights  of  all  the  elements  which  enter  into 
their  composition :  the  molecular  weight  of  the  compound  can 
never  be  less  than  that  sum,  but  sometimes  it  is  a  multiple  of 
that  number.  For  example,  the  molecular  weights  of  the  follow- 
ing compoimds  are  thus  obtained : — 

Hydrochloric  add  (i  At.  H  =1+1  At.  CI  =35-5)  Ha  =36-5 

Ammonia  ...  "...  (sAt.  H  =3-1-1  At.  N  =14)  H,N  =17*0 
Common     salt ) 

(sodic    chlo-  ^  (I  At.  Na  =23  -f  i  At.  CI  =35*5)  NaCl  =58-5 

ride)  ...     ••• ) 

Water       (a  At  H  =2-fiAt.O  =16)  H,0  =180 

Anhydrous  potash  (a  At  E  =78  +1  At  0  =16)  K.0  =94-0 

Potassio  hydrate   (1  At  K  =39  +1  At  H  =1+ lAt  0=i6)KllO  =560 

^ZehSrate^'!    d  At  H,N=i7 +1  AtHa=36-5)         H,N,  HCl    =53-5 

The  law  of  equivalent  proportions  holds  good  not  only  be- 
tween the  compounds  formed  by  the  union  of  simple  substances 
with  each  other,  but  also  between  the  bodies  formedj^y  the  com- 
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(HH) 

(HCl)       \Z 

(H,0)     rjZ 

(C,H.O)     T~ 

(c.H,N)  rr 

Molecular 

Belative 

weight. 

weightr 

2 

I 

36-5 

18-25 

18 

9 

46 

23 

93 

46-5 
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bination  of  compound  substances  with  other  compounds.  Indeed^ 
the  reactions  between  compounds  often  exhibit  very  striking 
exempKBcations  both  of  the  generality  of  this  law  and  of  the 
manner  in  which  it  may  be  turned  to  usefdl  account.  The  fol- 
lowing example  of  the  reaction  between  common  salt^  or  sodic  chlo- 
ride^ and  argentic  nitrate,  will  afford  an  illustration  of  this  kind. 

Sodic  chloride  is  a  compound  of  i  atom  or  23  parts  of  sodium 
and  I  atom  or  35*5  parts  of  chlorine;  its  molecular  weight  is 
therefore  58-5.  In  like  manner,  argentic  nitrate  consists  of  1 
atom  or  108  parts  of  silver,  i  atom  or  14  parts  of  nitrogen^  and 
3  atoms  or  48  parts  of  oxygen,  forming  together  170,  which  we 
should  expect  to  represent  its  molecular  weight.  This  salt,  when 
dissolved  in  water,  is  without  action  upon  either  red  or  blue 
litmus  paper.  Common  salt  is  likewise  perfectly  neutral  in  its 
reactions  upon  coloured  tests. 

If  we  mix  together  a  solution  of  58*5  milligrammes  of  sodic 
chloride  with  a  solution  of  170  mgrms.  of  argentic  nitrate,  a  very 
instructive  result  is  obtained :  the  sodium  and  the  silver  change 
places ;  the  nitrogen  and  oxygen  unite  with  the  sodium  to  form 
sodic  nitrate ;  and  the  chlorine  unites  with  the  silver  to  form 
argentic  chloride.  This  chloride  is  insoluble,  and  is  therefore 
precipitated  in  white  floccuU.  But  the  remarkable  point  is,  that 
there  is  neither  more  nor  less  of  the  nitrogen  and  oxygen  than 
is  required  by  the  sodium,  neither  more  nor  less  chlorine  than 
will  combine  with  the  silver:  35*5  mgrms.  of  chlorine  are 
chemically  equivalent  to  the  62  mgrms.  of  nitrion  (NO3),  and 
may  be  substituted  for  it  in  combination;  and  108  mgrms<  of 
silver  are  as  truly  equivalent  to  2,^  of  sodium. 

This  interchange,  or  double  decomposition  as  it  is  often  termed, 
is  illustrated  by  the  diagram  that  follows  :* — 

Before  Decomposition.  After  Decomposition. 

Sodic    I  35*5  Chlorine __ 

chloride  (  Q,yo  Sodium  ^y^    ^^  ^ 

14*0  Nitrogen -.Z!]^^^..,,^^^ 
48-0  Oxygen^^^— — ^^=-8      fSodic 
io8-o  Silver -^  ^    (nitrate 


58-5 


170-of^^f^*^^ 
(   nitrate 


Argentic 
chloride 


22S'5  228-5  228-5 

*  The  same  changes  may  be  represented  in  a  single  line  by  the  use  of 
symbols,  which,  if  the  atomic  weights  of  the  various  elements  be  remembered, 
convey  the  same  information  as  a  detailed  description :  e.y.: — 

Sodic  chloride.  Azfcntic  nitrate.         Argentic  chloride.  Sodic  nitrate. 

NaCf      +        AgNOi        =     ^  Ag Cf      +        nInO, 
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The  solutions  after  mixtare  are  still  without  action  upon 
either  blue  or  red  litmus  paper. 

If  instead  of  using  exactly  the  equivalent  quantities  of  the 
two  salts,  an  excess  of  either  had  been  employed, — say  that  200 
instead  of  170  milligrammes  of  argentic  nitrate  had  been  used, 
— this  excess  of  30  mgrms.  would  not  have  influenced  the  result, 
but  would  have  remained  unchanged  in  the  solution.  One  great 
advantage,  therefore,  that  is  derived  from  the  employment  of  a 
table  of  atomic  weights,  is  economy  in  the  use  of  the  materials 
employed  in  the  formation  of  compounds,  since  by  its  means  it  is 
possible  to  calculate  the  exact  proportions  of  the  chemical  agents 
required  to  obtain  the  full  effect  of  their  mutual  reaction. 

The  law  of  equivalent  proportions  also  forms  the  basis  upon 
which  most  of  the  calculations  in  chemical  analysis  are  founded. 
Suppose  it  were  desired  to  ascertain  the  proportion  of  silver 
present  in  the  solution  of  argentic  nitrate.  By  collecting  on  a 
filter  the  precipitate  produced  on  adding  sodic  chloride  in  slight 
excess  to  a  given  bulk  of  the  liquid,  then  washing,  drying,  and 
weighing  the  powder  with  suitable  precautions,  the  quantity  of 
silver  can  be  at  once  calculated ;  for  it  is  a  necessary  consequence 
of  the  law  of  equivalent  combination  that  every  143*5  mgrms.  of 
chloride  of  silver  contain  108  mgrms.  of  silver.  From  this  result 
the  proportion  of  argentic  nitrate  in  the  solution  could  also  be 
deduced  with  equal  ease,  inasmuch  as  ic8  mgrms.  of  silver  require 
for  conversion  into  nitrate  62  mgrms.  of  nitrion,  and  therefore 
represent  170  mgrms.  of  argentic  nitrate;  consequently  143*5 
mgrms.  of  argentic  chloride  indicate  the  presence  of  170  mgrms. 
of  argentic  nitrate  in  the  liquid  under  examination. 

(16)  Equivalency  of  the  Elements. — From  what  has  been  already 
stated  (p.  aa)  it  is  clear  that  the  atom  of  one  element  is  by  no  means 
necessarily  equivalent  in  chemical  power  to  the  atom  of  another 
element.  The  most  recent  investigations,  in  fact,  show  that  the 
elementary  bodies  may  be  arranged  in  groups,  according  to  their 
chemical  equivalency  in  relation  to  hydrogen,  as  follows — ^viz. : — 

1.  Monads,  or  Uniequivalent  Elements,  in  which  one  atom  of 
each  in  combination  is  usually  equivalent  to  H,  or  one  atom 
of  hydrogen.  In  these  the  atomic  and  equivalent  numbers  are 
identical. 

2.  DyadSy  or  BiequivaUnt  Elements,  in  each  of  which  one 
atom,  in  combining  with  other  bodies,  is  generally  equivalent  to 
Hg,  or  two  atoms  of  hydrogen.  In  these  the  atomic  number  is 
double  the  equivalent  number. 

3.  Triads,  or  Terequivalent  Elements,  in  each  of  which  one 
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atom^  in  entering  into  combination  with  other  bodies^  is  generally 
equivalent  to  H3,  or  three  atoms  of  hydrogen, 

4.  Tetrads,  or  Quadrequivaleni  Elements,  each  of  which  in 
combining  represents  H^  or  four  atoms  of  hydrogen.  Their 
atomic  number  is  the  double  of  that  formerly  adopted  for  the 
equivalent. 

5.  Pentads,  or  Elements  each  of  which  in  combining  usually 
represents  5  atoms  of  hydrogen. 

6.  Hexads,  or  Elements  each  atom  of  which  in  combining 
represents  6  atoms  of  hydrogen. 

Occasionally  it  will  be  found  convenient  to  indicate  the  equiva- 
lent power  of  an  element  by  affixing  dashes  or  Roman  numerals 
to  the  symbols.  C2i!\  for  example,,  would  indicate  the  biequiva^ 
lent  power  of  the  proportion  of  calcium  represented  by  its  symbol ; 
P"'  would  indicate  the  terequivalent  power  of  phosphorus; 
Sn^^  the  quadreqiiivalent  power  of  tin,  and  so  on. 

In  the  following  table  the  principal  elements  are  arranged  into 
six  groups  upon  the  principle  just  indicated : — 


Monads. 

Dtads. 

Triads. 

Tetrads. 

Pentads. 

Hezads. 

Slements 

Elements 

'Blements 

Elements 

laements 

Elements 

osudly  equiva- 

usually   equiTa- 

osaally    equiva- 

usually  equlTa- 

osaally  equiTS- 

usually  eqaiTa- 

lent  to  I  atoin 

lent  to  a  atoms 

lent  to  5  atoms 

lent  to  4  atoms 

lent  to  5  atoms 

lenc  to  6  atoms 

of  hydrogen. 

of  hydrogen. 

of  hydrogen. 

of  hydrogen. 

of  hydrogen. 

of  hydrogen. 

Hydrogen 

Oxygen 

Nitrogen 

Carbon 

Niobium 

Molybdenum 

Fluorine 

Sulphur 

Phosphorus 

Silicon 

Tantalum 

Vanadium 

OhIoriDe 

Selenium 

Arsenicum 

Titanium 

Tungsten 

Bromine 

Tellurium 

Antimony 

Tin 

Osmium 

Iodine 

Barium 

Bismuth 

Zirconium 

Chromium 

Lithium 

Strontium 

Gold 

Thorinum 

Manganese 

Sodium 

Caleium 

Bhodium 

Lead 

Potassium 

Magnesium 

Boron 

Platinum 

Rubidium 

Zino 

Palladium 

Caesium 

Cadmium 

Iridium 

Thallium 

Copper 

Buthenium 

Silver 

Mercury 
Tjanthanum 
Didymium 
Grlucinum 

Iron 

Cobalt 

Nickel 

Cerium 

Uranium 

The  details  of  this  introductory  chapter  are  necessary  to  the 
student  at  the  commencement  of  his  chemical  course:  but  the 
full  consideration  of  some  of  the  subjects  here  alluded  to,  such 
as  the  determination  of  the  atomic  weights,  and  the  discussion  of 
the  equivalency  of  the  elements,  will  be  resumed  as  preliminaries 
to  the  study  of  organic  chemistry. 
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CHAPTER  II. 

WEIGHTS   AND   MEASURES SPECIFIC    GRAVITY. 

(17)  Weights  and  Measures, — ^The  foundation  of  all  accuracy 
in  experimental  science  consists  in  the  possibility  of  determining 
with  exactness  the  quantity  or  mass^  and  the  size  or  bulk  of  those 
substances  which  are  submitted  to  examination.  In  the  force  of 
gravity  we  possess  an  unvarying  standard  of  comparison.  A 
pound  weight,  for  example,  at  the  same  9pot  of  the  earth^s  sur- 
face, is  invariably  attracted  towards  the  earth  with  the  same  force, 
so  that  its  weight  is  uniformly  the  same  at  that  spot. 

The  force  of  gravity  diminishes  slowly  from  the  pole  to  the 
equator.  A  mass  of  matter  which  would  compress  a  spring  with 
a  force  equal  to  that  of  1941b.  at  the  equator,  would  act  upon  it 
with  a  force  of  about  1951b.  at  the  poles.  This  diflTerence  would 
not,  of  course,  be  perceived  in  the  ordinary  mode  of  weighing  by 
the  balance,  as  both  the  weights  and  the  body  weighed  would  be 
similarly  and  equally  affected. 

The  common  process  of  weighing  consists  in  estimating  the 
force  with  which  any  given  mass  is  attracted  towards  the  earth, 
by  comparison  with  other  known  quantities  of  matter,  arbitrarily 
selected  for  the  purpose ;  consequently,  the  weight  of  a  body  is  the 
expression  in  terms  of  the  standard  so  selected,  of  the  exact  amount 
of  force  which  is  required  to  prevent  the  body  under  examination 
from  falling  to  the  ground. 

The  standard  of  weight  used  in  this  country  is  an  arbitrary 
quantity  called  the  avoirdupois  pound,  which  is  subdivided  into 
7000  grains.  It  was  enacted  in  1855,  ^that  the  platinum  weight 
deposited  in  the  Exchequer  shall  be  denominated  the  Imperial 
standard  pound  avoirdupois,^  and  that  the  y-gVo^th  of  it  shall  be 
a  grain,  while  5760  such  grains  shall  denote  one  pound  troy.' 

The  system  of  weights  is  connected  with  the  measures  of  capa- 
city in  use  in  this  country,  through  the  medium  of  the  Imperial 
gallon ;  which  is  defined  by  an  Act  of  Parliament  of  the  year 
1824  to  be  a  measure  containing  10  lb.  avoirdupois  of  distilled 
water  weighed  in  air  at  a  temperature  of  62°  F.,  the  barometer 
istanding  at  30  inches.  The  gallon  of  distilled  water,  therefore, 
contains  70,000  grains. 

These  measures  of  capacity  are  related  to  those  of  length  by 
the  determination  that  a  gallon  contains  277*276  cubic  inches. 
A  cubic  inch  of  distilled  water  weighs,  in  air  at  62°,  with  the 
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barometer  at  30  inches^  252*456  grains ;  in  vacuo  (24)  it  weighs 
252722  grains.  The  standard  of  length  is  the  yard  measure,  and 
is  subdivided  into  36  inches.*  The  standard  yard  is  defined  by 
an  Act  of  Parliament  passed  in  1855,  whereby  it  is  enacted, 
'  that  the  straight  line  or  distance  between  the  centres  of  two 
gold  pings  in  the  bronze  bar  deposited  in  the  office  of  the 
Exchequer  shall  be  the  genuine  standard  yard  at  62^  Fahr.,  and  if 
lost  it  shall  be  replaced  by  means  of  its  copies.' 

(18)  French  or  Metrical  System  of  Weights  and  Measures, — 
The  French  system  of  weights  and  measures  is  connected  together 
in  a  manner  far  more  philosophical  than  the  foregoing ;  it  is  the 
one  generally  adopted  by  scientific  men  abroad,  and  is  now  being 
introduced  into  the  writings  of  men  of  science  in  this  country. 
Its  advantages  indeed  are  so  great  that  it  will  be  largely  used  in 
this  work.t 

The  principles  on  which  the  metrical  system  is  based  are  the 
following : — 

The  standard  of  reference  is  a  measurement  of  one  of  the 
great  circles  encompassing  the  earth  itself.  The  ten-millionth 
part  of  a  quadrant  of  the  meridian  constitutes  the  unit  of  the 
system.  This  quadrantal  arc  was  fixed  at  6213  miles  and  1450 
yards  EngUsh  measure ;  consequently  the  ^  ten-millionth  part  of 
this,  the  metrCf  is  equivalent  to  39*37079  English  inches,  nearly 
3-^  inches  more  than  our  standard  yard,  or  a  fraction  of  an  inch 


*  In  order  farther  to  connect  the  measures  of  length  with  those  of  weight. 
Captain  Kater  determined  the  length  of  a  seconds  pendulum,  the  oscillations  of 
which  are  produced  hy  the  action  of  the  force  of  gravity.  The  length  of  a 
pendulum,  which  heats  seconds  at  the  level  of  the  sea  in  vacuo,  and  in  the  lati- 
tude of  Greenwich,  he  found  to  he  39*13929  inches.  See  also  the  reports  of 
Prof.  W.  H.  Miller  on  the  standard  pound  (Phil,  Trans,  1856,  753),  and  of 
Mr.  Airy  on  the  new  standard  of  length  {Phil.  Trans,  1857,  621). 

t  The  repugnance  experienced  hy  most  persons  to  adopt  a  new  system  of 
weights  and  measures  arises  chiefly  from  the  difficulty  of  mentally  realizing  the 
values  of  the  new  denominations  in  terms  of  those  to  which  the  mind  is  accus- 
tomed. Nothing  hut  the  actual  employment  of  the  weights  and  measures  them- 
selves in  practice  can  effect  this  thoroughly ;  but  it  is  useful  to  carry  about  with 
one  a  small  rule  divided  on  one  side  into  inches,  on  the  other  into  millimetres.  No 
one  who  has  once  fully  experienced  the  adv^antage  of  systematically  applying 
the  dedmal  correlated  weights  and  measures  in  calculations,  will  voluntarily 
resume  the  onmbroas  and  artificial  method  which  we  use  in  this  country.  A 
line  of  type  in  this  work  is  4  inches  long,  or  just  over  10  centimetres  in  length. 
It  may,  therefore,  furnish  a  ready  standard  of  comparison  to  the  mind  until  the 
student  is  completely  familiar  with  the  metrical  equivalents  to  the  inches  to 
which  he  is  accustomed.  In  the  Appendix  to  this  volume  will  be  found  some 
tables  designed  to  facilitate  the  calculation  of  the  metrical  values  into  their  equi- 
valent English  representatives,  and  vice  versd. 
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longer  than  the  seconds  pendulum.*  Multiples  of  the  metre  are 
designated  by  the  Greek  prefixes  deca,  kecto,  kilo,  signifying  lo,  loo, 
and  looo  respectively,  the  decametre, for  instance,  being  lo  metres. 
On  the  other  hand,  the  subdivisions  of  the  metre  are  indicated  by 
the  corresponding  Latin  prefixes,  deci,  centi,  and  milli,  so  that  the 
tenth  of  a  metre  is  called  a  decimetre ;  the  hundredth,  a  centimetre  ; 
and  the  thousandth,  a  millimetre.  A  millimetre  amounts  very 
nearly  to  -^V  ^^  ^^  English  inch,  and  a  centimetre  to  nearly  \  of 
an  inch,  2  inches  being  a  little  over  5  centimetres. 
A  kilometre^  or  thousand  metres,  nearly  f-  of  an 
English  mile,  is  employed  in  many  parts  of  France 
as  the  ordinary  road  measure.  Fig.  3  represents 
a  decimetre  subdivided  into  centimetres,  one  of 
which  is  subdivided  into  millimetres,  compared 
with  English  inches. 

Measures  of  surface,  as  for  land  measure,  are 
connected  with  the  measures  of  length  by  taking  as 
the  unit  of  surface  the  area  of  a  square  decametre^ 
each  side  of  the  square  measuring  10  metres;  such 
an  area  constitutes  the  are,  whilst  100  such  units 
constitute  the  hectare,  or  ordinary  land  measure, 
corresponding  to  nearly  2\  English  statute  acres. 

In  measuring  the  cubic  contents  of  a  stack  of 
wood,  or  other  rough  articles,  the  unit  employed  is 
the  cubic  metre,  or  atere,  from  otc/oeoc,  solid. 

For  the  pul*poses  of  exact  measurement,  how- 
ever, the  measures  of  capacity  are  connected  with 
those  of  length  by  making  the  unit  of  capacity  in 
this  series  a  cube  of  a  decimetre,  or  3*937  English 
inches,  in  the  side ;  this,  which  is  termed  a  litre,  is 
equal  to  17637  Imperial  pints,  or  rather  more  than 
If  English  pints.  The  litre  is  again  subdivided  into 
tenths,  or  decilitres,  and  hundredths,  or  centilitres. 

Finally,  the  system  of  weights  is  connected  with 
both  the  preceding  systems,  by  taking  as  its  unit  the 


tf.05^-* 
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*  More  accurate  geodetic  measurements  have  since  shown  that  there  is  an 
error  of  more  than  a  mile  and  a  half  in  this  determination,  but  the  value  of  the 
metre  remains  unaffected  by  this  &ct,  though  it  is  not  really  the  exact  ten-millionth 
of  the  quadrantal  arc.  This,  however,  does  not  in  the  slightest  degree  affect  the 
(tystem  of  weights  and  measures  founded  on  the  metre.  It  merely  furnishes  an 
additional  reason  in  support  of  the  opinion  that  every  system  of  measure,  to  be 
permanent,  must  be  founded  not  upon  an  abstract  quantity,  but  upon  a  comparison 
with  some  material  bar  which  is  arbitrarily  defined  to  be  the  unit  of  the 
system. 
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weight  of  a  cubic  centimetre  of  distilled  water,  at  the,  tempe- 
rature of  4°  C.  (39°'a  F.) ;  it  weighs  15*432  English  grains. 
The  gramme,  as'  this  quantity  is  called,  is  further  subdivided 
into-  tenths,  or  decigrammes ;  hundredths,  or  centigramme^ ; 
and  thousandths,  or  milligrammes ;  and  its  higher  multiple,  1000 
grammes,  forms  the  kilogramme.  The  kilogramme  is  the  com- 
mercial unit  of  weight,  and  is  something  less  than  24-  lb.  avoirdupois, 
being  15432*3  English  grains.  (W.  H.  Miller,  Phil.  TVans.  1856, 
P-  ^93-)  The  milligramme  is  equal  to  nearly  ^  of  a  grain,  or 
I  grain  to  65  milligrammes.  The  litre,  as  it  consists  of  xooo  cubic 
centimetres  of  water,  at  4°  C,  contains  exactly  a  kilogramme  of 
water,  and  is  equivalent,  at  4°  C,  to  61*024  cubic  inches  English. 

(19)  The  Balance. — ^The  familiar  operation  of  weighing  is  for 
tLe  most  part  effected  by  means  of  the  balance. 

This  instrument  consists  essentially  of  an  inflexible  bar,  deli- 
cately suspended  at  a  point  exactly  midway  between  its  extremities, 
from  which  depend  the  scale-pans ;  in  one  of  these  the  weights, 
in  the  other  the  objects  to  be  weighed,  are  placed.  When  the- 
balance  is  in  equilibrioy  the  arms  of  the  beam  assume  a  direction, 
perfectly  horizontal.  The  main  points  requiring  attention  are — 
1st,  Equality  in  the  lengths  of  the  arms  of  the  beam ;  2nd,  sus- 
pension of  the  lever  just  above  its  centre  of  gravity ;  and  3rd, 
care  that  the  friction  at  the  points  of  suspension  both  of  the  beam 
and  of  the  scale-pans  be  reduced  to  a  minimum.  The  points  of 
support  in  sensitive  balances  are  usually  made  of  fine  edges  of 
hardened  steel,  which  bear  against  flat  polished  plates  of  agate. 
Provided  that  the  suspensions  be  sufficiently  fine,  it  is  easy,  by  the 
process  of  double  weighing,  to  obtain  e^i^act  weighings  by  means 
of  a  balance  the  arms  of  which  are  not  equal.  For  this  purpose, 
the  material  to  be  weighed  is  accurately  balanced  with  shot, 
sand,  or  any  other  convenient  substance  j  it  is  then  removed  firom 
the  pan,  and  weights  substituted,  until  the  sand  or  shot  remain- 
ing in  the  other  pan  is  again  accurately  counterpoised:  the 
number  of  weights  needed  wiQ  show  the  weight  of  the  substance 
under  experiment.  In  all  exact  experiments  the  balance  must 
be  screened  from  currents  of  air,  and  the  bodies  weighed  should 
not  be  touched  directly  with  the  warm  hand,  as  they  ought  to 
have  sensibly  the  same  temperature  as  that  of  the  surrounding 
atmosphere,  otherwise  currents  of  air,  ascending  or  descending^ 
within  the  balance  case,  will  be  produced,  and  they  will  impair 
the  accuracy  of  the  observation.  A  good  balance  will  indicate 
a  difference  of  weight  equal  to  about  -r^l-o^o  of  what  it  will, 
carry  in  each  pan. 
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Specific  Gravity, 

(ao)  If  equal  bulks  of  matter  of  different  kinds  be  compared 
together^  they  will  be  found  to  differ  very  greatly  in  weight : — 
At  0°  C.  Bar.  76o°"°'-  Grammes. 

I  litre  of  hydrogen  will  weigh  0*089578 

„      of  air  „  1*293 187 

,,      of  water  „  999*88 

„      of  iron  ,,  7854- 

„      of  platinum       „  2x1500' 

Grammes, 
or  II  •19  litres  of  hydrogen  will  weigh  1 

„  of  air  „  14-47 

„  of  water  „  11190' 

„  of  iron  „  877^9* 

„         of  platinum     „  2x40585* 

Platinum,  the  heaviest  body  with  which  we  are  acquainted, 
is  at  the  standard  temperature  and  pressure  upwards  of  240,000 
times  as  heavy,  bulk  for  bulk,  as  hydrogen,  which  is  the  lightest 
material  known. 

The  comparison  of  the  weights  of  equal  bulks  of  different 
bodies,  when  referred  to  a  uniform  standard,  constitutes  their 
specific  gravity,  or  relative  weight,  i.e.,  the  weight  which  is 
specific  or  peculiar  to  each  kind  of  matter.*  The  specific 
gravity  of  a  body  forms  one  of  its  most  important  and  dis- 
tinguishing physical  characters.  The  mineral  iron  pyrites,  for 
instance,  is  in  colour  almost  exactly  like  gold ;  but  it  is  at 
once  distinguished  from  the  precious  metal  by  the  difference  in 
specific  gravity,  an  equal  bulk  of  gold  being  nearly  four  times  as 
heavy.  The  numbers  used  to  represent  the  specific  gravity  of 
solids  or  liquids  are  obtained  by  comparing  a  known  weight  of 
the  body  under  experiment,  with  the  weight  of  an  equal  bulk  of 
distilled  water,  which  has  been  selected  as  the  standard  of  refer- 
ence. In  this  country  the  experiment  is  generally  made  at  a 
temperature  of  60°  P.  For  gases  and  vapours,  atmospheric  air 
at  5o°,  while  the  barometer  stands  at  30  inches,  is  employed  as 
the  standard.  Unfortunately  the  standard  temperature  and  pres- 
sure adopted  in  England  differs  from  that  employed  in  nearly 
every    other    country.     Almost    all   foreign   writers  on  science 


*  The  density  of  a  body  is  defined  as  the  mass  contained  in  a  unit  of  its 
volume ;  whilst  its  specific  gravity  is  the  weight  of  a  unit  of  its  volume. 
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adopt  the  Freneli  plan,  by  which  o^  C.  (32°  F.)  is  made  the 
standard  temperature ;  and  760  millimetres,  or  29*922  inches,  the 
height  of  the  barometer  which  is  assumed  as  the  standard  pres- 
sure. The  unit  of  density,  however,  is  the  volume  of  an  equal 
bulk  of  water,  not  at  0°  C,  but  at  4^  C,  or  ^(f'%  F.,  the  point  of 
maximum  density  of  this  liquid  (143). 

These  relations   are  more  complex   than  those  adopted   in 
England;  though  in  the  case  of  liquids  and  gases  there  is  an 
advantage  in  the  facility  of  securing  a  uniform  temperature  of 
'  32°  at  all  times,  by  the  use  of  melting  ice. 

For  the  purpose  of  calculating  the  specific  gravity  of  any 
substance,   solid   or  liquid,  it   is   simply  necessary  to  ascertain, 
first,  the  weight  of  the  body  in  question,  then  that  of  an  equal 
bulk  of  water.     When  this  is  done,  we  obtain  by  simple  propor- 
tion the  specific  gravity  of  the  body  under  examination,  that  of 
water  being  assumed  as  i.     K,  as  is  the  case  with  a  large  numbet; 
of  solids,  they  are  heavier  than  water,  the  specific  gravity  merely : 
tells  how  many  times  heavier  they  are  than  their  own  bulk  of  i 
that  liquid : — 

Weight  of  )     (  Specific  gravity  "J       i  Weight  of)     i  Specific  ■'> 

equ^  bulk  >  :  <       of  water.       \  ''  \    ^^y  i°    \''\  g^^^i^y 
of  water.  )     (         I'ooo  J       (       air.  .    )     (.required. 

(ai)  Specific  Gravity  of  Liquids  and  Gases, — The  determina- 
tion of  the  weights  of  equal  bulks  of  any  liquid  and  of  water  is 
easily  made  in  the  following  manner  : — Take  a  light  bottle  fur- 
nished with  a  stopper,  and  weigh  it  when  empty ;  fill  it  with 
water,  and  weigh  it  again ;  the  difierence  of  course  will  be  the 
weight  of  the  water  which  it  contains.  Empty  the  bottle,  rinse 
it  out  with  a  little  of  the  liquid  for  trial,  then  fill  it  with  the 
liquid,  and  weigh.  On  deducting  the  weight  of  the  bottle,  we 
obtain  the  weight  of  a  bulk  of  liquid  exactly  equal  to  that  of  the 
water.  In  practice  it  is  convenient  to  employ  a  bottle  that  holds 
exactly  10  grammes  of  distilled  water  at  4°  C,  because  when 
such  a  bottle  is  filled  with  the  liquid  under  trial,  the  weight  in  '; 
centigrammes  of  the  liquid  taken  at  oP  C.  represents  the  specific  : 
gravity  at  once,  without  calculation.  For  convenience,  a  counter- 
poise of  brass  is  adjusted  to  the  weight  of  the  empty  bottle. 
Suppose  the  counterpoised  bottle,  which  when  filled  with  w^ter 
weighs  10  grammes  in  addition  to  the  counterpoise,  to  be  filled 
with  pure  alcohol ;  it  will  now  weigh  only  7*92  gra,mmes,  ^nd  the  , 
spedfic  gravity  of  the  alcohol  will  be  0792;  for  10  :  I'opo  : : 
7*92  :  0'792.     The  same  bottle  filled  with  oil  of  vitriol  would 
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Fig.  4. 


weigh  1 8*45  grammes.     Its  specific  gravity  would  therefore  be 

represented  as  J '845. 

For  aocarate  purposes,  a  flask  of  the  annexed  form  (fig.  4)  is 
preferable  to  all  others ;  a  mark  at  a,  in  the  contracted  portion 
of  the  neck,  indicates  the  level  occupied  by  10  grammes  of 
water  at  4**  C.  The  flask  filled  with  the  liquid  under  trial,  a 
little  above  this  mark,  \&  then  placed  for  an  hour  in  melting 
ice.  At  the  end  of  that  time  the  superfluous  liquid  in  the  flask 
is  drawn  off  by  means  of  a  pipette  till  it  stands  exactly  at  the 
level  of  the  mark ;  the  stopper  is  inserted,  and  the  weight,  after 
careful  drying  of  the  outside,  is  taken.  Bottles  which  contain 
20  or  50  grammes  up  to  the  graduation  on  the  neck  may  be 
employed  instead  of  the  smaller  one  when  the  quantity  of  liquid 
is  large. 

The  determination  of  the.  specific  gravity  of 
gases  is  the  same  in  principle ;  a  flask  or  globe  is 
weighed  when  empty,  again  when  filled  with 
air,  and  a  third  time  when  the  gas  under  trial  has  been  sub- 
stituted for  atmospheric  air.  Gases,  however,  are  liable  to  con- 
siderable changes  of  bulk  from  slight  variations  of  external  circum- 
stances ;  hence,  in  taking  their  specific  gravity,  certain  precautions 
are  necessary,  which  will  be  fully  described  fiirther  on  (146). 

{22)  Specific  Gravity  of 
Solids. — ^With  solids,  a  diffe- 
rent, but  not  less  simple 
method  is  adopted,  though 
resting  on  a  principle  by  no 
means  so  obvious.  This  prin- 
ciple was  one  of  the  great  dis- 
coveries of  Archimedes :  it 
may  be  thus  explained: — 
When  a  body  is  plunged  be- 
neath the  surface  of  a  liquid, 
it  obviously  displaces  a  bulk 
of  such  liquid  equal  to  itself, 
and  consequently  it  is  pressed 
upon  or  supported  in  the 
liquid,  with  a  force  exactly 
equal  to  that  with  which  the 
particles  of  the  liquid  were  supported,  when  they  previously  occu- 
pied its  place ;  the  solid  will  therefore  appear  to  have  lost  weight 
exactly  equivalent  to  that  of  the  bulk  of  liquid  which  it  has  dis- 
placed. The  operation  required  for  ascertaining  the  specific 
gravity  consists,  therefore,  in  weighing  the  solid  in  air,  then, 
having,  as  in  fig.  5,  suspended  it  by  a  horsehair  from  the  scale- 
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pan,  placing  it  in  distilled  water,*  and  again  weighing ;  the  diffe- 
rence of  the  two  weights  will  be  that  of  its  own  bulk  of  water. 

A  piece  of  lead,  for  instance,  weighs  in  air       .  8":20  grammes. 
„  „  „  in  water  .  7*49  grammes. 


Loss:  beingtheweightofanequalbulkof  water,  071  grammes. 

The  specific  gravity  of  the  lead  is  obtained  from  these  data  by 
the  appUcation  of  proportion,  in  the  following  manner : — 

071  :   I-Qoo  ::  8*m  :  x  (=  ii*54),  sp.  gr.  of  lead. 

The  rule  for  obtaining  the  specific  gravity  of  a  solid  may  there- 
fore be  expressed  in  the  following  terms : — Divide  the  weight  of 
the  body  in  air  by  the  loss  which  it  experiences  when  weighed  in 
water;  the  quotient  is  the  required  specific  gravity.  The  experi- 
mental proof  of  the  correctness  of  the  principle,  viz.,  that  the  solid 
loses  weight  equal  to  that  of  the  water  which  it  displaces,  is  easily 
given.  Take  a  solid  metallic  cylinder  which  accurately  fits,  and 
completely  fills,  the  cavity  of  a  cylindrical  cup ;  counterpoise  the 
two  when  suspended  in  air  from  one  extremity  of  the  balance 
beam.  Then  withdraw  the  metallic  cylinder,  and  suspend  it  by  a 
bair  to  a  hook  at  the  bottom  of  the  cup,  which  must  still  remain 
attached  to  the  balance,  and  place  the  cylinder  so  suspended  in  dis- 
tilled water ;  the  counterpoise  will  now  be  much  too  heavy  :  fill  the 
cup  with  water — (add,  that  is,  the  weight  of  a  bulk  of  water  equal 
to  the  bulk  of  the  cylinder,)  and  the  equipoise  wiU  be  restored. 

Occasionally  it  happens  that  a  knowledge  of  the  specific  gravity  of  a  body  ia 
the  form  of  a  powder  is  reqaired ;  in  such  a  case  the  method  of  taking  the 
specific  gravity  requires  to  be  slightly  modified.  Suppose  that  it  be  desired  to 
find  the  specific  gravity  of  a  species  of  sand ;  we  may  proceed  as  follows : — 
Take  a  bottle  which  contains,  when  full,  a  known  weight  of  distilled  water, 
100  grammes  for  example;  weigh  into  it,  when  empty,  a  quantity,  c.^.,  15, 
grammes,  of  sand.  Supposing  that  the  sand  had  not  displaced  any  water,  the 
bottle,  when  filled  up  with  that  liquid,  would  now  weigh  iij  grms. ;  but  on 
actually  weighing  the  bottle  after  it  has  been  filled  up,  it  is  found  that  the 
water  and  sand  together  weigh  only  109*6  grms.;  the  sand  therefore  has  dis- 
placed 5*4  grms.  of  water.  We  have  thus  the  data  for  calculating  the  specific 
gravity  of  the  sand,  as  follows: — 

5*4  :  1*000  ::   15*0  :  x  (=2764),  the  specific  gravity  of  the  sand. 

If  the  substance  be  soluble  in  water,  it  must  be  weighed  in  air  as  usual ; 
then  in  spirit  of  wine,  in  oil  of  turpentine,  or  in  some  liquid  which  does  not 
dissolve  it,  and  the  specific  gravity  of  which  is  known. 


*  Tn  exact  experiments  the  temperature  of  the  water  should  be  noted,  4°  C. 
being  that  to  which  such  comparisons  are  referred,  though  the  temperature  of 
60**  F.  (i5**'5  C),  hitherto  used  in  England,  is  practically  more  convenient, 
because  more  easily  attained. 


Digitized  by  VjOOQIC 


42  SPECIFIC    GRAVITY THE    HYDROMETER. 

If  the  body  be  no  ligfit  as  to  float  in  water,  it  most  be  first  weighed  in  air,  and 
then  attached  to  a  solid,  the  weight  of  which  in  water  has  been  ascertained,  and 
isehich  is  sufficiently  heavy  to  keep  the  lighter  body,  when  fastened  to  it,  beneath  the 
surface ;  the  weight  in  water  of  the  two  united  bodies  is  then  determined,  and  the 
Tesult  thus  obtained  is  deducted  from  the  weight  of  the  heavier  solid  in  water :  if 
to  this  remainder  the  weight  of  the  light  body  in  air  be  added,  we  are  furnished 
with  the  weight  of  a  bulk  of  water  equal  to  that  of  the  lighter  solid,  and  have  the 
data  for  calculating  the  specific  gravity  by  proportion,  in  the  usual  manner. 

{2^)  The  Hydrometer. — Another  method  of  tak- 
ing the  specific  gravity  of  liquids  consists  in  the 
use  of  the  instrument  called  the  hydrometer  or  areo- 
meter.^ The  hydrometer  (fig.  6)  consists  of  a 
graduated  stem,  which  is  made  to  float  vertically  in 
the  liquid,  by  means  of  a  hollow  ball  of  glass  or 
brass  counterpoised  by  a  duly  adjusted  weight  at- 
tached to  the  lower  end  of  the  instrument.  A  por- 
tion of  the  stem  of  the  instrument  must  always  float 
above  the  surface  of  the  liquid  the  specific  gravity 

H_ ^^  of  which  is  to  be  determined.     It  is  obvious,  that 

when  placed  in  any  liquid  contained  in  a  vessel  of 
sufiicient  depth,  it  will  sink  until  it  has  displaced  a  bulk  of 
liquid  equal  to  its  own  weight :  in  a  dense  liquid  it  will  sink  to  a 
smaller  depth,  in  a  lighter  liquid  it  will  sink  to  a  greater  extent ; 
an  additional  portion  of  the  stem  being  in  the  latter  case  im- 
mersed, until  it  has  displaced  a  sufiicient  additional  quantity  of  the 
liquid  to  compensate  for  the  diminished  density  of  the  liquid  under 
trial.  The  instrument  may  either  be  supplied  with  a  scale  gra- 
duated upon  the  stem  by  trial  in  liquids  of  known  specific  gravity, 
so  as  to  give  the  result  by  mere  inspection,  or  an  arbitrary  scale 
of  equal  parts  may  be  used,  and  the  values  indicated  may  be 
ascertained  by  reference  to  tables  constructed  for  the  purpose. 
In  practice,  it  is  found  convenient  to  employ  two  instruments, 
one  of  which  is  graduated  for  liquids  lighter  than  water,  the  other 
for  those  which  are  heavier ;  the  need  of  an  inconvenient  length 
of  stem  is  thus  obviated. 


*  The  term  hydrometer  means  water  or  liquid  measurer,  from  v^utp,  water, 
and  fiirpoy,  a  measure;  areometer  is  derived  from  dpaiog,  rare,  and  fiirpoy. 
Tables  of  Baum^'s  and  Twaddell's  hydrometers  will  be  found  in  the  Appendix 
to  this  volume.  Baum^'s  scale  for  liquids  heavier  than  water  is  obtained  by 
placing  the  instrument  in  distilled  water,  in  which  it  should  sink  till  the  tube 
is  nearly  covered.  An  aqueous  solution  of  sodic  chloride,  containing  15  per 
cent,  of  the  dry  salt,  is  then  formed,  and  the  height  at  which  the  instrument 
stands  in  this  solution  is  marked  on  the  stem ;  the  interval  between  that  and  the 
level  for  distilled  water  is  divided  into  i  j  equal  parts  (points),  and  the  remainder 
of  the  stem  is  graduated  into  degrees  of  equal  value.  The  strongest  oil  of  vitriol 
of  commerce  marks  usually  about  66°  of  such  an  instilment. 
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The  hydrometer  is,  with  suitable  precautions,  capable  of 
affording  very  accurate  results.  A  particular  form  of  the  instru- 
ment, known  as  Sikes's  hydrometer,  is  employed  by  the  Excise  for 
determining  the  strength  of  spirituous  liquors.  The  ordinary  glass 
instruments,  however,  only  furnish  approximations  to  the  truth, 
which  are  quickly  obtained,  and  for  the  common  purposes  of  the 
arts  are  sufficiently  exact. 

(24)  Correction  for  Weighings  taken  in  Air, — The  apparent  weight  of 
every  snbstanoe  in  the  atmosphere  (that  \a,  the  force  with  which  it  appears  to  be 
drawn  to  the  earth),  is  always  a  little  less  than  its  actual  weight,  because  the 
air  presses  upon  and  supports  the  body  with  the  same  force  with  which  it  would 
supx)ort  a  portion  of  air  of  the  same  bulk  as  the  body  itself.  The  weight  of  this 
displaced  portion  of  air  may  be  easily  ascertained,  if  the  specific  gravity  of  the 
body  be  known ;  for  from  the  observed  weight  of  the  body,  we  can  calculate 
directly  the  weight  of  an  equal  bulk  of  water,  and  -^^  of  this  weight  will  give 
the  weight  of  a  corresponding  bulk  of  air  at  i^^'S  ^'  ^^^  760°*°^'  barometric 
pressure,  or  yj^  at  o^  C.  under  the  same  pressure.  This  weight  must  be  added 
to  that  actually  found ;  at  the  same  time  a  similar  and  opposite  correction  will  be 
required  for  the  metallic  weights  used  in  the  experiment,  because  they  will  also 
appear  to  be  lighter  than  they  really  are ;  and  an  amount  of  weight  greater  than 
the  true  one  will  be  required  to  effect  the  counterpoise.  If,  therefore,  the 
weights  have  the  same  specific  gravity  as  the  body  counterpoised,  the  two  cor- 
rections will  neutralize  each  other ;  but  if,  as  in  weighing  gases,  there  is  a  great 
difference  between  them,  the  correction  will  be  one  of  importance.  The  true 
weight  sought  will  be  thus  obtained  : — Add  to  the  weight  of  the  body  in  air  the 
weight  of  the  bulk  of  air  which  it  has  displaced,  and  deduct  from  this  the  weight 
of  the  bulk  of  air  displaced  by  the  weights  employed. 

The  correctness  of  the  foregoing  observations  admits  of  an  easy  experimental 
illustration.  If  a  light  body,  such  as  a  piece  of  cork,  be  suspended  in  air  from 
one  end  of  a  scale-beam,  and  be  counterpoised  at  the  other  end  by  a  metallic 
weight,  then  on  placing  the  apparatus  under  the  receiver  of  the  air-pump,  and 
exhausting  the  air,  the  cork  will  gradually  acquire  the  preponderance ;  but  on 
again  admitting  the  air,  the  equilibrium  will  be  restored. 


CHAPTER  III. 

ON    SOME   VARIETIES   OF  MOLECULAR   FORCE. 

I.  Elasticity, — II.  Cohesion. — III.  Adhesion. — ^IV.  Crystalliiation. 

(25)  Besides  the  attractive  power  of  gravity,  which  operates 
through  distances  so  vast  that  the  mind  is  lost  in  the  attempt  to 
estimate  and  explore  them,  other  forms  of  attraction  exist ;  but 
they  are  exerted  only  through  distances  so  minute,  as  to  be  in- 
appreciable to  our  unaided  senses :  and  yet,  upon  the  exertion  of 
these  forces,  the  form,  and  even  the  chemical  properties  of  bodies 
depend. 
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The  first  of  these  forces  is  known  as  cohesion ;  it  acts  between 
the  particles  of  matter  which  are  similar  in  kind.  The  degree  of 
intensity  with  which  this  force  is  exerted  in  each  particular  case 
determines  whether  the  body  be  solid,  liquid,  or  gaseous. 

The  second  of  these  forces  is  that  of  adhesion ;  it  is  exerted 
between  portions  of  matter  dissimilar  in  kind,  and  unites  them, 
as  in  the  case  of  the  intervention  of  cements,  into  one  consistent 
whole. 

The  third,  and  to  the  chemist  the  most  important  of  these  forces, 
is  that  known  as  chemical  attraction,  which  causes  the  union  of 
dissimilar  particles  of  matter  of  invisible  minuteness,  re-arranges 
these  particles  in  new  forms,  and  produces  a  compound  body 
endowed  with  new  properties. 

Reacting  against  all  these  molecular  attrt^ctions,  is  the  repulsive 
power  of  heat,  which  may  be  raised  high  enough  to  overcome 
them  all,  and  which  in  a  modified  form,  when  balanced  against  these 
attractive  forces,  produces  that  equipoise  in  distance  between  the 
constituent  particles  of  material  objects  in  general,  which  is  desig- 
nated as  elasticity. 

Forces  which  thus  act  at  these  minute  distances  only,  are 
termed  molecular  forces,  in  contradistinction  to  those  which,  like 
gravity,  act  upon  the  mass,  and  operate  through  great  distances* 

§  I.  Elasticity — mechanical  properties  of  oases. 

(il6)  By  elasticity  we  understand  the  resistance  that  a  body 
ofiers  to  compression  or  to  extension,  and  the  power  which  it 
possesses  of  regaining  its  form  or  bulk  when  the  pressure  or 
tension  is  withdrawn. 

The  law  which  regulates  elasticity,  in  perfectly  elastic  bodies, 
may  be  expressed  by  the  statement  that  the  resistance  is  directly 
proportioned  to  the  compressing  force.  For  example,  a  bow,  or 
a  spring  b3nt  to  a  certain  extent  with  a  force  of  lo  lb.,  will  be 
bent  to  double  that  extent  with  a  force  of  20  lb. 

All  solids  have  limits  to  their  elasticity,  and  there  are  very  few  which  are 
perfectly  elastic,  even  within  those  limits ;  that  is  to  say,  there  are  few  solids 
which  recover  their  form  perfectly  after  having  been  stretched  or  compressed ;  if 
compressed  beyond  a  certain  point,  they  either  '  set/  and  alter  their  shape,  as  is 
the  case  with  lead ;  or  they  break,  as  is  the  case  with  glass.  The  elasticity  of 
glass  and  steel  is,  within  the  boands  of  their  cohesion,  almost  perfect :  that  of 
caoutchouc,  on  the  contrary,  is  imperfect ;  for,  by  frequent  stretching,  it  becomes 
permanently  elongated. 

When  a  rod  is  stretched  within  the  limits  of  its  elasticity  the  elongation  is  . 
proportioned  to  the  force  applied:  a  weight  of  2  kilos,  will  produce  an  elongation 
double  of  that  produced  by  i  kilo.     For  equal  weights,- the  elongation  is  propor- 
tioned to  the  length  of  the  rod :  a  wire  I  metre  in  length  will  be  stretched  twice 
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as  far  by  a  weight  of  i  kilogramme  as  a  piece  of  the  same  wire  only  half  a 
metre  long. 

Liquids  possess  a  small,  but  very  perfect  elasticity,  which  varies  in  amount 
in  different  liquids ;  the  densest  liquids,  in  general,  being  those  which  least  admit 
of  compression.  The  following  table  exhibit«  some  experimental  results  obtained 
on  this  subject  by  Oolladon  and  Sturm  {Ann,  de  Chimie,  II.  xxxvi.  113,  22j). 

Compressibility  of  Liquids, 


Liquid  used. 

Temp.oC. 

Mean  oonapression 

in  millionths 
for  each  additional 

Banseof 
pressure  in 

Variations 

in  com- 
pressibility. 

Mercury      

Sulphuric  Acid    ... 

Water 

Acetic  Ether 

Oil  of  Turpentine .. 

Hydrochloric  Ether 

Alcohol        

Ether 

0° 

*f 

»9 

503 
32-0 

760 

73*o 
84-0 

93*5 
1450 

I  to  30 

I    „    16 
I    „    24 
I    „    16 
I    „    26 
1    „    12 
I    »    24 
I    „    24 

regular 
» 

79  to  71 

regular 

859  to  82-2 

962  „  89 

150  "  141 

One  million  parts  of  mercury,  for  example,  were  found,  by  each  additional 
pressure  of  1*033  kilogrammes  per  square  centimetre,  or  of  15  pounds  upon  the 
square  inch,  to  diminish  in  bulk  5*03  parts.  One  million  parU  of  water  suffered 
a  compression  ten  times  as  great,  being  reduced  more  than  5 1  parts  ;  the  pressure 
of  the  atmosphere  being  estimated  on  an  average  at  1*033  ^^^^'  V^^  square  centi- 
metre, or  15  pounds  upon  every  square  inch  of  the  earth's  surface. 

Regnault  has  more  recently  determined  the  compressibility  both  of  water  and 
of  mercury  with  very  great  care.  He  considers  the  results  of  Oolladon  and 
Sturm  to  be  a  little  too  high ;  and  estimates  the  diminution  in  the  volume  of 
mercury  for  each  atmosphere  at  3*5  millionths  of  its  bulk  ;  whilst  he  found  that 
of  water  to  be  equal  to  47  millionths  of  its  bulk. 

The  compi;e8sibility  of  water  is  greater  at  low  than  at  high  temperatures  ; 
but  according  to  the  experiments  of  Grass!  {Ann.  de  Chimie,  III.  xxxi.  477)  the 
compressibility  of  ether,  alcohol,  and  chloroform  is  increased  by  elevation  of 
temperature ;  and  in  the  case  of  these  liquids,  and  notably  in  that  of  wood  spirit, 
the  compressibility  increased  with  the  pressure  within  the  range  of  his  trials, 
which,  however,  did  not  exceed  9  atmospheres. 

(27)  Boyle's  or  Marriotte's  Law  of  Elasticity  in  Gases. — It 
is,  however,  in  gases  that  the  most  extensive  and  perfect  display 
of  elasticity  is  to  be  seen ;  their  great  elasticity  constitutes  indeed 
their  most  important  physical  peculiarity.  It  may  be  stated 
without  sensible  error,  that  within  the  limits  of  ordinary  experi- 
ment, '  the  volume  of  an  aeriform  body  is  inversely  as  the  pressure 
to  which  it  is  exposed  -/  consequently  by  doubling  the  pressure 
we  halve  the  volume,  by  trebling  it  we  reduce  it  to  one- third ; 
'but  the  elasticity  is  increased  directly  as  the  pressure;^  by 
doubling  the  pressure  we  double  the  elasticity.  These  facts  are 
strikingly  exhibited  in  the  following  experiment  devised  by  Boyle> 
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and  more  accurately  performed  by  Marriotte ;  and 
the  law  has  hence  been  termed  Boyle^s  or  Marriotte's 
law: — 

Take  a  bent  tube  (fig.  7)  of  uniform  bore,  one  limb 
of  which  is  about  la  inches  or  30  centimetres  long, 
and  furnished  with  a  stop-cock ;  the  other  limb  being 
6  feet,  or  about  2  metres,  in  length,  and  open  at  the 
top.  Pour  a  little  mercury  into  the  bend  of  the  tube, 
and  close  the  stop-cock.  The  air  in  the  short  limb 
is  now  of  the  same  elasticity  as  that  of  the  atmosphere 
at  the  spot ;  and  the  air  at  the  surface  of  the  earth, 
as  will  presently  be  more  fully  explained,  is  under 
the  pressure  due  to  the  weight  of  its  own  superin- 
cumbent mass ;  the  amount  of  this  pressure  is  ascer- 
tained by  observing  the  height  of  the  mercurial  column 
in  the  barometer  at  the  time.  Next  pour  mercury 
into  the  open  limb  of  the  bent  tube ;  the  air  in  the 
shorter  limb  will  slowly  diminish  in  bulk :  when  the 
mercury  in  the  longer  limb  stands  above  the  level  of 
that  in  the  shorter,  at  a  height  exactly  equal  to  the 
height  of  the  barometer  at  the  time,  say  29*92  inches 
(760""),  the  compressed  air  will  occupy  a  length 
of  the  shorter  tube  exactly  equal  to  one-half  of  that 
which  it  did  at  the  beginning  of  the  experiment ;  the 
air  is  subject  to  a  pressure  exactly  double.  On  adding 
more  mercury,  till  the  length  of  the  column  in  the 
long  tube,  above  the  level  of  that  in  the  shorter,  is 
equal  to  twice  the  height  of  the  barometric  column, 
the  pressure  will  be  increased  threefold,  and  the  air 
will  now  occupy  only  one-third  of  its  original  bulk.* 

(28)  Mutual  Repulsion  of  the  Par  Holes  of  Gases, 
— Gases  and  vapours,  or  elastic  fluids,  as  they  are 
frequently  termed,  differ  from  liquids  in  the  entire 
absence  of  cohesion  among  their  particles.  A  vessel 
may  be  filled  either  partially  or  completely  with  a 
liquid,  and  this  liquid  will  have  a  definite  level  sur- 
face or  limit.  With  gases  it  is  otherwise ;  they  always 
perfectly  fill  the  vessel  that  contains  them,  however 
irregular  its  form.  Instead  of  cohesion  there  is  a  mu- 
tual repulsion  among  their  particles.    These  particles 


*  The  researches  of  Despretz,  and  the  more  recent  and  elaborate  experi- 
ments of  Begnault  have,  however,  shown  that  this  law  is  not  rigidly  accurate, 
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have  a  continual  tendency  to  recede  farther  from  each  other,  and 
they  therefore  exert  a  pressure  in  an  outward  direction  upon  the 
sides  of  the  vessel  which  contains  them.  This  outward  pressure  is 
greater  or  less  according  as  the  elasticity  of  the  gas  is  increased 
or  diminished.  Indeed,  the  bulk  of  a  gas  depends  entirely  upon 
the  pressure  which  is  exerted  upon  it.  These  facts  admit  of  ex- 
perimental proof  in  the  following  way : — 

Procure  a  stout  cylindrical  glass  tube  open  at  one  extremity, 
and  capable  of  being  closed  at  the  other  by  a  stop-cock ;  fit  it  with 
a  solid  plunger  that  slides  air-tight  up  and  down  within  it ;  open 
the  stop-cock,  place  the  plunger  half-way  down,  and  fill  the  vessel 
"with  some  coloured  gas,  such  as  chlorine,  for  example,  as  shown 
in  fig.  8 ;  now  close  the  stop-cock  and  draw  the  piston  upwards, 
the  gas  will  be  seen  to  dilate,  and  the  green  vapour  wiQ  stiU  en- 
tirely fill  the  tube ;  but  a  considerable  resistance  to  the  upward 
motion  of  the  piston  is  experienced,  the  dilated  gas  has  its  elasticity 
reduced  below  that  of  the  external  air,  and  on  releasing  the  handle, 
the  piston  is  forced  back  to  the  middle  of  the  tube ;  the  elas- 
ticity of  the  gas  within,  and  that  of  the  air  without,  are  now 
equal.  Now  attempt  to  thrust  the  piston  to  the  bottom  of  the 
tube ;  great  resistance  will  be  experienced,  but  the  gas  will  yield 


bat  it  is  wbat  is  termed  a  limited  law,  as  it  fails  in  extreme  cases.  For  atmospheric 
air,  for  hydrogen,  oxygen,  and  nitrogen,  and  generally  for  gases  which  have 
either  never  been  liquefied,  or  only  liqaefied  under  enormous  pressures,  the  law- 
is  very  nearly  correct,  even  undier  a  pressure  of  several  atmospheres :  but  for 
gases  which  may  be  liquefied  more  readily  it  is  not  so  ;  the  nearer  they  are  made 
to  approach  to  the  point  of  liquefaction  the  greater  is  the  difference  between  the 
volume  actually  observed,  and  the  result  calculated.  The  contraction  is  nearly 
always  found  to  be  more  considerable  by  experiment,  than  it  should  be  by  the 
law  usually  assumed  (197). 

Some  of  the  results  obtained  by  Regnault  are  embodied  in  the  following 
table ;  they  show  considerable  deviations  from  the  law  in  four  important  gases 
under  high  pressures. 


^Elasticity  of  Gases  at  High  Pressure, 

Fressnre  in 
Atmoflpheres. 

Air. 

Nitrogen. 

Cftrbonio 
Anhydride. 

I 
10 
20 

I'OOOOOO 

9*9i6-220 
T9-7i9*88o 

I  000000 

9'943'590 
I9-788-580 

I'OOO'OOO 
9'226'200 

i6'705'4oo 

I'OOO'OOO 

ioo56'o7o 

20268'270 

The  elasticity  of  hydrogen  therefore  increases  even  more  rapidly  than  the 
pressure ;  with  the  other  gases  the  elasticity  does  not  quite  keep  pace  with  it. 
It  would  seem  from  these  experiments  as  if  there  were  more  j^robability  of 
liquefying  oxygem  than  nitrogen,  and  both  these  than  hydrogen. 
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Tig.  8.  to  the  pressure  and  will  be  condensed  into  a  smalls  space; 
while  its  elasticity  will  be  proportionately  increased ;  but 
the  instant  that  the  pressure  is  discontinued^  the  piston 
will  rise  up  again,  and  occupy  its  first  position  midway 
between  the  two  ends  of  the  cylinder. 

(29)  Air-Pump, — Advantage  is  taken  of  this  elasticity 
and  expansibility  of  gases  in  the  construction  of  the  air- 
pump,  an  instrument  designed  for  the  removal  of  air  from 
closed  vessels.  The  principle  of  its  construction  may  be 
explained  in  the  following  manner : — 

Suppose  that  a  metallic  cylinder,  accurately  bored,  be 

fitted  with  a  piston  similar  to  that  shown  in  fig.  8,  but 

provided  in  addition  with  a  small  opening,  covered  by  a 

flap    or    valve    of  oiled  silk,  which    opens  upwards   or 

outwards   (fig.  9) :  on  forcing  the  piston  downwards  the 

compressed   air  will  escape  through  the  valve,  but   on 

attempting  to  withdraw  the  piston  no  air  will  be  able  to 

re-enter  the  cylinder,  and  a  resistance  will  be  experienced,  owing 

to  the  pressure  on  the  upper  surface  of  the  piston  occasioned  by 

the  elasticity  of  the  external  air.    If  the  cylinder  be  provided  with  a 

second  valve  at  the  bottom,  opening  in  the  same  direction 

J^i^    as  that  in  the  piston,  this  valve  will,  on  thrusting  down 

the  piston,  be  closed  by  the  elasticity  of  the  included  air, 

1  while  the  upper  valve  will  be  opened ;  on  withdrawing  the 

piston  the  efiect  is  reversed,  the  lower  valve  rises,  and  the 
air  enters,  while  the  valve  in  the  piston  is  firmly  closed. 
Such  an  arrangement  constitutes  the  exhausting  syringe 
or  air-pump  in  its  simplest  form.  In  the  usual  and  more 
convenient  form  of  the  air-pump  (fig.  10),  a  brass  tube 
passes  from  the  bottom  of  the  syringe  and  terminates  in 
^  the  centre  of  a  disk  of  brass  or  of  glass,  ground  accurately 
"  flat :  the  vessel  from  which  the  air  is  to  be  exhausted  also 
has  its  edge  ground  truly,  and  it  is  inverted  upon  the 
plate.  On  elevating  the  piston,  the  elasticity  of  the 
|wji  air  within  the  vessel  or  receiver  raises  the  lower  valve, 
^^jf  and  the  dilated  air  enters  the  vacuum  produced  in  the 
lower  part  of  the  cylinder  by  withdrawing  the  piston ; 
the  air  thus  admitted,  again  raises  the  valve  of  the  piston, 
when  the  latter  is  so  far  depressed  as  to  render  the  elas- 
ticity of  the  air  beneath  it  greater  than  that  of  the  atmosphere : 
the  same  action  goes  on  with  every  successive  motion  of  the 
piston,  until  the  elasticity  of  the  air  within  becomes  so  much 
diminished    as    to    be    insufficient    to   raise   the   lower   valve. 
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Fig. 


Fio.  II. 


For  convenience,  two  ol 
these  exhausting  syringes 
are  often  combined  in  the 
air-pump,  and  are  made  to 
work  alternately  by  a  rack 
and  pinion. 

(30)  Air- Pump  with  Single 
Barrel.  —  A  more  complete  va- 
cuam  may  be  obtained  with  a 
pump  of  simpler  construction,  but 
the  labour  of  using  it  is  conside- 
rably greater.  The  difference  be- 
tween thin  form  of  the  instrument 
and  the  one  just  described  will  be 
readily  understood  with  the  assist- 
ance of  fig.  II.  This  pump  con- 
sists of  a  single  barrel,  within  which 

a  solid  plunger,A,move8  air-tight  The  plunger  is  connected  with  a 
smooth  solid  rod,  b,  which  also  works  air-tight  through  a  stuffint^- 
box,  8,  at  the  top  of  the  barrel.  In  this  stufiing-bux  is  a  conical 
metallic  plug,  or  valve,  v,  opening  upwards  and  projecting  a  little 
way  below  the  under  surface  of  the  stuffing-box,  which  is  ground 
flat.  The  communication,  p,  between  the  plate  of  the  pump  and 
the  barrel,  is  made  at  a  sufficient  distance  from  the  bottom  to 
allow  the  plunger  to  pass  completely  beyond  it.  In  order  to  use 
the  instrument,  the  plunger  is  carried  down  to  the  bottom  of  the 
barrel,  the  receiver  is  then  attached  to  the  plate,  and  the  piston 
raised.  In  rising,  the  air  contained  in  the  barrel  is  expelled 
through  the  valve  in  the  stuffing-box,  and  bubbles  up  through  the 
oil  placed  there  to  keep  the  joints  air-tight.  When  the  piston 
now  descends,  a  complete  vacuum  is  formed  above  it,  until  it 
passes  below  the  aperture  which  leads  to  the  receiver ;  the  air  then 
rushes  in  above  the  piston ;  this  portion  is  in  turn  expelled  by 
raising  the  piston  again ;  and  the  exhaustion  may  in  this  way  be  carried  on  till  it 
becomes  almost  complete,  because  the  valve  is  now  raised  not  simply  by  the 
elasticity  of  the  air  confined  between  it  and  the  piston,  but  it  is  pushed  up  by  the 
upper  surface  of  the  piston  itself,  and  the  last  bubble  of  air  is  displaced  by  a  drop 
of  oil  which  flows  past  the  valve  and  thus  effects  its  expulsion. 

(31)  Elastic  Force  of  Air, — The  increase  in  bulk  of  the  en- 
closed air,  and  consequent  decrease  in  its  elasticity,  may  be  illus- 
trated by  inserting  a  tube,  blown  into  a  bulb  at  one  end,  full  of 
air,  and  with  its  open  mouth  downwards  in  a  vessel  containing 
water,  which  is  placed  under  the  receiver  of  the  pump.  With  each 
movement  of  the  piston,  the  air  in  the  bulb  expands,  while  a  portion 
of  it  in  the  act  of  expanding  escapes,  and  bubbles  up  through  the 
water.  An  amusing  variation  of  this  experiment  may  be  made  by 
placing  a  number  of  shrivelled  apples  in  the  receiver,  and  then 
working  the  pump.  The  apples  contain  air  in  their  pores,  which 
is  prevented  from  escaping  by  the  rind ;  on  working  the  pump  the 
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Fig.  12. 


diminislied  pressure  causes  this  imprisoned  air  to  expand ;  in  con- 
sequence, the  apples  swell  up,  and  regain  their  fresh  and  plaroj> 
appearance.  The  illusion  vanishes  the  moment  the  atmosphearic 
air  is  readmitted,  because  the  pressure  of  the  external  air  reduces 
that  in  the  apples  to  its  former  bulk.  Tlie 
elastic  force  thus  exhibited  is  very  considerable^ 

Tas  may  be  shown  by  the  following  experiment. 
Take  a  thin  vessel,  such  as  a  light  flask,  and  seal 
it  up  full  of  air;  now  if  the  air  be  exhausted 
from  a  receiver  placed  over  it,  the  flask  will  be 
burst  into  fragments.  The  powerful  pressure 
which  air  exerts  against  the  internal  surface  of 
the  vessels  in  which  it  is  contained,  may  also 
JI  be   exhibited  by  allowing  a  weight  of  several 

tg  pounds  to  rest  upon  a  bladder  placed  under  the 

receiver  of  the  air-pump ;  on  exhausting  the  air 
from  the  receiver,  the  air  in  the  bladder  expands, 
and  lifts  the  weight. 

(32)  Condensing  Syringe, — If  the  valves  in 
the  syringe  be  made  to  open  in  the  direction 
opposite  to  those  of  the  air-pump,  the  instru- 
ment constitutes  the  condensing  syringe.  By 
attaching  it  to  a  reservoir  capable  of  resisting 
the  pressure,  as  shown  in  fig.  12,  air  may  be 
I  compressed  without  difficulty,  and  stored  up  as 
a  mechanical  power ;  the  elasticity  of  air  so  com- 
pressed is  capable  of  being  brought  suddenly 
into  exercise,  and  thus  a  force  of  great  intensity 
may  be  applied.  Instances  of  this  kind  are 
furnished  in  the  compressed  air-fountain, 
and  in  the  common  forcing  pump,  one  variety  of  which  consti- 
tutes that  invaluable  machine,  the  fire-engine.  A  still  more 
striking  illustration  is  seen  in  the  air-gun,  where  the  power  of 
compressed  air  is  made  to  execute  the  office  of  ordinary  gun- 
powder, a  substance  which  may  be  regarded  as  a  magazine  of 
condensed  air  which  can  be  brought  into  action  at  will. 

(33)  TV^W^t  of  the  Air. — By  means  of  the  air-pump  it  is 
easy  to  show  by  direct  experiment,  that  air,  in  common  with 
every  form  of  matter,  has  weight,  and  even  to  measure  its  weight. 
For  this  purpose  a  well-shaped  globular  flask,  f,  fig.  13,  furnished 
with  a  small  stop-cock,  is  screwed  to  the  plate  of  the  pump,  and 
the  air  is  exhausted.  In  this  state  it  is  transferred  to  a  good 
balance  and  accurately  counterpoised ;  it  is  then  attached  to  a 
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graduated  jar,  g,  filled  with  air,  also  pro- 
vided with  a  stop-cock,  and  standing  over 
water;  the  moment  that,  by  opening  the 
stop-cocks,  a  communication  is  made  be- 
tween the  jar  and  the  flask,  the  air  rushes 
into  the  exhausted  vessel.  The  amount 
that  thus  enters  is  read  oflF  by  noticing 
the  level  of  the  water  before  the  stop- 
cocks are  opened,  and  then  estimating  its 
rise  afterwards  by  the  marks  on  the  side 
of  the  jar.  On  transferring  the  flask  back 
to  the  balance,  it  will  be  found  to  have 
increased  in  weight  several  grains. 

Minute  attention  to  a  variety  of  cir- 
cumstances is  required  to  ensure  a  correct 
result  in  this  experiment.  It  is  by  expe- 
riments conducted  on  this  principle  that 
the  average  weight  of  the  air  has  been  ; 
well  ascertained  (146). 

According  to  Prout,  100  cubic  inches 
of  air    at    a    temperature    of    60^    F., 

when  the  column  of  mercury  in  the  barometer  stands  at  30 
inches,  weigh  31*01 17  grains.  Regnault  found  that  1  litre 
of  air  at  0°  C.,  weighed  (barometer  760°*"^*,  also  at  0°  C.) 
1*293187  gi'ammes.  This,  if  reduced  to  the  English  standards,' 
would  make  the  weight  of  100  cubic  inches  of  air  amount  to 
30*935  grains,*  or  13  cubic  feet  of  air  would  weigh  about  1  lb. 

We  may  form  some  notion  of  the  actual  weight  of  the  air,  by 
calculating  the  quantity,  contained  in  a  given  space.  Take,  for 
example,  a  room  10  metres  square,  and  5  metres  in  height, 
offering  a  cubic  content  of  500  cubic  metres :  since  a  litre  of  air 


*  According  to  Regnault,  the  specific  gravity  of  mercury  at  0°  C.  is  1.3*596, 
water  at  4*^  C.  being  taken  as  1 ;  consequently  the  relative  weights  of  equal 
measures  of  air,  water,  and  mercury  will  be — 

Air  at  o®  C.  Water  at  4**  C.  Mercury  at  0°  C. 

I  :  773'3  :  iosi3'5 

tinder  a  barometric  pressure  of  760°^*,  or  29-922  English  inches  at  0®C. 
Calculating  these  values  all  at  the  temperature  of  60°  F.,  and  at  the  barometric 
pressure  of  30  inches,  the  mercurial  column  being  also  at  60°  ¥,,  and  allowing 
for  the  relative  expansion  of  water  and  mercury  by  heat,  the  proportions  will  be 
the  following — 

Air,  Water,  Mercury, 

I  :  8l6-8  :  IiOj8 

E  2 
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weighs  i'293i87  grammes^  a  cubic  metre,  op  iooo  litres,  will 
weigh  I  '293 1 87  kilogrammes,  and  500  cub.  metres  of  air  will  weigh 
646  kilos.  Such  a  room  in  English  measures  would  be  about  32I- 
feet  square,  and  16^  feet  high,  with  a  cubic  content  of  18 147  cub. 
feet,  and  the  air  that  it  contains  would  weigh  about  1396  lb.,  or 
nearly  12^  cwt. 

It  is  obvious  that  if,  in  the  experiment  with 
the  flask,  just  described,  the  graduated  jar  had 
contained  any  other  gas  instead  of  atmospheric 
air,  it  woidd  be  possible  to  ascertain  the  weight 
of  a  given  quantity  of  such  gas ;  and  by  com- 
paring this  weight  with  that  of  an  equal  bulk 
of  air,  to  ascertain  its  density  approximatively. 
(34)  Household  Pump, — The  pressure  of  the 
air  is  the  power  which  raises  water  in  the  bore 
of  an  ordinary  pump.  The  construction  of  this 
very  useful  machine  will  be  at  once  understood 
from  the  description  of  the  air-pump  which  has 
been  already  given ;  the  arrangement  of  the 
valves  being  similar.  Suppose  that  at  first 
there  is  no  water  in  the  body  of  the  pump. 
On  depressing  the  piston-rod  (fig.  14),  air 
escapes  through  the  upper  valve,  a,  and  on 
raising  it  again,  a  fresh  portion  enters  from  the 
pipe  attached  below  the  second  valve,  b.  The 
weight  of  the  atmosphere  upon  the  surface  of 
the  water  in  the  well  forces  up  a  portion  of 
this  liquid  till  it  reaches  a  height  at  which  the 
weight  of  the  column  raised  compensates  for 
the  diminished  elasticity  of  the  air  in  the 
barrel;  on  again  depressing  and  raising  the 
piston  several  times  successively,  the  whole  of 
the  air  at  length  has  its  place  supplied  by  the 
water  thus  raised  from  the  well  below,  the  pressure  of  the  atmo- 
sphere being  removed  from  the  surface  of  that  part  of  the  water 
contained  in  the  pipe  beneath  the  valves.  It  is  manifest,  how- 
ever, that  there  must  be  a  limit  in  the  height  to  which  water  can 
be  raised  in  this  way.  As  soon  as  the  column  of  water  in  the 
pump  above  the  level  of  that  in  the  well  is  long  enough  to  balance 
the  weight  of  a  similar  column  of  air  extending  to  the  upper  limits 
of  the  atmosphere,  the  water  will  rise  no  higher.  Such  a  column 
of  water  is  about  33  feet,  or  nearly  io-6  metres  in  height.  If  a 
tube  40  feet  (or  nearly  1%  metres)  long  be  closed  at  its  upper  end. 
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filled  with  water,  and  then  placed  mouth  downwards  in  a  vessel 
of  water,  the  water  in  the  tube  will  fall  till  it  stands  about  lo 
metres  above  the  level  of  that  in  the  cistern.  Such  a  tube, 
fornaing,  in  fact,  a  water  barometer ,  was  placed  by  the  late  Pro- 
fessor DanieU  in  the  hall  of  the  Royal  Society.  It  is  very 
sensitive  to  changes  in  the  pressure  of  the  atmosphere,  the 
column  during  a  gale  of  wind  rising  and  fiedling  visibly  in  the 
tube. 

(35)  Pressure  Gauge  and  Barometer, — If  the  tube  were  filled 
with  a  liquid  heavier  than  water,  a  proportionately  shorter  column 
of  it  would  be  sustained  by  the  pressure  of  the  air,  the  length  of 
the  column  being  inversjely  proportioned  to  the  specific  gravity  of 
the  two  liquids.  Now  as  mercury  is  rather  more  than  13  times 
as  heavy  as  water,  this  fluid  metal  wiU  rise  to  a  height  only  about 
TT  as  great  as  that  of  water,  or  to  a  height  of  about  30  inches  (76a 
millimetres)  instead  of  io'6  metres.  This  result  is  easily 
verified ;  for  if  a  glass  tube  about  one  metre  in  length,  and  closed 
at  one  extremity,  be  completely  filled  with  mercury,  the  aperture 
closed  with  the  finger,  and  it  be  placed  mouth  downwards  in  a 
basin  of  mercury, — on  removing  the  finger,  the  column  of  fluid 
metal  will  partially  descend,  and  leave  a  void  space  of  240  or 
250  millimetres  (about  10  inches)  in  length  in  the  upper  part  of 
the  tube.  But  the  most  complete  demonstration  that  the  mercury 
is  sustained  solely  by  the  pressure  of  the  air  upon  that  in  the 
basin,  is  famished  by  placing  the  whole  apparatus  under  the 
receiver  connected  with  the  air-pump :  as  the  air  is  exhausted, 
and  consequently  the  pressure  is  diminished,  the  column  sinks; 
but  it  recovers  its  former  level  on  readmitting  the  air  firom  without. 
A  tube,  or  air-gauge,  acting  on  this  principle,  is  usually  attached 
to  every  air-piunp,  as  a  convenient  means  of  judging  of  the 
perfection  of  the  vacuum.  If  it  were  possible  wholly  to  exhaust 
the  air  from  the  receiver,  the  mercury  would  rise  in  such  a  gauge 
(which  is  simply  a  tube  open  at  top  into  the  receiver,  and  dipping 
below  into  a  basin  of  mercury)  until  it  stood  at  the  same  level 
as  in  the  barometer  at  the  time  of  the  experiment :  but  this  result 
is  never  attained  in  practice ;  the  elasticity  of  the  portion  of  air 
remaining  in  the  receiver  always  depresses  the  metal  nearly  a 
millimetre  in  the  gauge  below  this  point.  By  means  of  the 
gauge,  the  density  of  the  air  still  remaining  in  the  receiver  is 
readily  ascertained,  for  the  density  is  always  exactly  proportioned 
to  the  pressure.  Suppose,  then,  the  gauge  showed  a  residual 
pressure  of  2  millimetres,  the  remaining  air  would  have  only  ^0 
of  the  density  that  it  possessed  at.  the  commencement,  if  the 
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Fig.  15. 


Fig. 


atmospheric  pressure  shown  by  the  barometer 
at  the  time  were  equal  to  a  column  of  760 
millimetres  in  height. 

Begnault  employs  a  gauge,  at  the  side  of 
which  an  ordinary  mercurial  barometer  plunging 
into  the  same  cistern  is  placed  (fig.  15),  so  that 
thediflference  in  height  between  the  two  columns 
of  mercury  may  be  read  off  with  great  accuracy 
by  means  of  a  graduated  scale  and  verniers,  v^t?.* 

A'  simple  pressure  gauge  or  manometer 
(from  navoq,  rare)  for  estimating  the  rarity  or 
condensation  of  air  in  a  confined  space,  is  made 
by  bending  a  tube  into  the  form  shown  in  fig. 
16,  and  pouring  water  into  the  bend;  the  ap- 
paratus is  attached  at  a  to  the  air  vessel,  the 
other  limb,  6,  being  open  to  the  atmosphere  ; 
by  the  difference  of  level,  the  elasticity  of  the 
gas  under  experiment  can  be  accurately  esti- 
mated by  a  scale  placed  between  the  tubes. 
Where  the  pressures  are  considerable,  mercury 
is  used  instead  of  water.  A  pressure  gauge  of 
this  simple  description  is  in  constant  requisi- 
tion in  coal-gas  works  for  estimating  the  pres- 
sure in  the  gasometer,  in  the  street  mains,  or 
at  any  part  of  the  services. 

A  simple  inverted  tube  when  filled  with 
mercury,  with  due  precautions  to  exclude  every 
particle  of  air,  and  furnished  with  accurate  means 
of  measuring  the  height  of  the  column  above  the 
level  of  the  mercury  in  the  cistern,  constitutes 
one  of  the  most  indispensable  philosophical  in- 
struments— the  barometer  {frovoL  /3ajOoc,  a  weight, 
and  jULtrpoPf  a  measure).  The  diameter  of  the 
tube  is  of  little  consequence  ;  but  a  tube  of  from 
8  to  13  millimetres  (^  or  J  an  inch)  wide, 
or  wider,  is  preferable  to  one  of  smaller  bore. 
A  slight  fixed  correction  for  capillarity,  vary- 
ing with  the  diameter  of  the  tube,  is  required 
for  each  instrument.  In  the  best  instruments 
of  this  description  the  whole  scale  is  moveable 
by  a  rack  and  pinion,  p  (fig.  17),  and  can  be 


*  The  difference  in  height  may  be  still  more  accurately  read  off,  without  the 
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adjusted  so  that  its  lower  extremity^  which  for  Fio.  17. 

conyenience  of  obseryation  is  made  to  termi- 
nate in  a  fine  steel  point  e,  can  be  brought  to 
coincide  exactly  with  the  surface  of  the  mercury 
in  the  cistern:  unless  this  contrivance  were 
adopted^  it  would  not  be  possible  to  measure 
accurately  the  height  of  the  column  of  metal, 
because  the  lerel  of  the  mercury  in  the  cistern 
is  continually  undergoing  slight  variations :  as 
the  metal  rises  in  the  tube  it  falls  in  the  dstem, 
and  vice  versd :  part  of  the  dstem  is  constructed 
of  glass,  to  allow  the  point  of  the  scale  to  be 
seen.  The  height  of  the  mercurial  column 
above  the  level  of  the  mercury  in  the  cistern, 
when  the  instrument  has  been  placed  in  a  truly 
vertical  position,  is  read  off  at  the  top  by  a 
vernier  v,  which  estimates  differences  of  a 
tenth  of  a  millimetre.  The  barometer  has 
been  constructed  in  a  great  variety  of  forms, 
but  the  simple  inverted  tube  is  the  best  for 
ordinary  purposes.* 

(36)  The  Syphon,  which  is  another  instru- 
ment in  frequent  use  in  the  laboratory,  de- 
pends for  its  operation  partly  upon  the  principle 
of  atmospheric  pressure.  The  syphon  is  a 
bent  tube,  by  means  of  which  liquids  may 
be  lifted  above  the  level  at  which  they 
stand,  provided  that  they  are  ultimately  transferred  to  a  lower 
level.  Suppose  that  it  be  desired  to  draw  off  a  liquid  without 
disturbing  a  powder  which  has  settled  down  to  the  bottom 
of  a  vessel ;  a  bent  tube  or  syphon  (s,  fig.  18),  one  limb  of  which 
is  longer  than  the  other,  is  filled  with  water,  and  closed  by 
placing  the  finger  at  the  end  of  the  longer  limb;    the  instru- 


employment  of  verniera,  by  using  an  inRtniment  called  a  eathetometer  (firom 
KoBiTos,  a  perpendicalar),  which  consists  of  a  telescope  of  short  focns,  fornished 
with  a  spirit-level,  by  which  its  horizontality  maj  be  secured.  Upon  a  gra- 
duated scale,  which  is  placed  truly  vertical,  the  teleflcope  slides  up  and  down,  and 
is  raised  or  lowered  until  its  cross-wires  coincide  with  the  level  of  the  mercury. 
With  an  instrument  upon  this  principle  properly  constructed,  differences  in  per- 
pendicular height  in  the  mercurial  columns  may  be  determined  with  minute  pre- 
cision.    It  is  the  method  uniformly  adopted  by  Regnault. 

*  A  table,  giving  the  values  of  the  barometric  pressure  in  millimetres, 
expressed  in  the  corresponding  number  of  English  inches,  will  be  found  at  the 
end  of  this  volume. 
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Fig.  1 8.  ment  is  then  inverted,  and    the 

short  limb  is  plunged  rapidly  into 
the  liquid  to  be  decanted.  On  re- 
moving the  finger  from  the  longer 
limb,  the  liquid  flows,  and  will  con- 
tinue to  do  so  as  long  as  the  shorter 
limb  remains  below  the  surface  of 
the  liquid  in  the  vessel.  If  the 
vessel  V,  however,  be  raised  until 
the  longer  limb  of  the  syphon  is 
immersed  in  the  liquid  that  has 
run  over,  and  the  liquid  stands 
at  the  same  level  in  both  vessels, 
no  further  flow  will  take  place ;  if  v  be  again  depressed,  the 
flow  through  the  syphon  will  again  be  renewed.  When,  as 
was  effected  by  the  expedient  of  raising  the  lower  vessel  till 
the  liquid  stood  at  the  same  level  in  both,  the  acting  limbs  of 
the  syphon  are  of  equal  length,  the  column  of  liquid  in  each  has 
the  same  perpendicular  height,  and  the  downward  pressure  of  each 
column  will  be  the  same :  neither  column  will  preponderate  over 
the  other :  but  if  the  vertical  column  of  liquid  be  longer  on  one  side 
than  on  the  other,  this  longer  column  will  necessarily  press  down- 
wards with  more  force  on  that  side  than  the  column  in  the  shorter 
limb  presses  in  the  opposite  direction ;  the  atmospheric  pressure, 
however,  is  equal  on  both  sides ;  the  heavier  column  therefore  runs 
out  of  the  tube,  drawing  with  it  the  liquid  in  the  shorter  limb,  and 
the  place  of  this  liquid  is  supplied  by  a  fresh  portion  from  the 
vessel,  owing  to  the  pressure  of  the  atmosphere  which  drives  it  up 
into  the  space  that  would  otherwise  become  empty. 

(37)  Downward  Pressure  of  the  Atmosphere, — From  what  has 
been  already  stated,  it  must  be  obvious  that  we  are  living  at  the 
bottom  of  a  vast  aerial  ocean,  and  subject  to  the  pressure  of  the 
superincumbent  mass, — a  pressure  which  amounts  to  about  15 
pounds  upon  every  square  inch  of  surface,  and  as  has  been  estimated, 
to  about  14  or  15  tons  upon  the  surface  of  the  body  of  a  man  of 
average  stature.* 

The  existence  of  this  downward  pressure  of  the  air  is  a  matter 
of  the  highest  importance  to  us.    It  admits  of  proof  by  experiment 


*  Every  squai'e  centimetre  supports  an  atmospheric  pressure  amounting  to 
a  little  more  than  1  kilogramme,  or  more  exactly  1*033  kilog.,  when  the 
barometer  stands  at  760™^%  and  the  surface  of  a  man's  body  would  sustain 
an  average  pressure  of  about  17500  kilogrammes. 
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in  a  variety  of  ways.  The  receiver  of  the  air-pump  may  at  first 
he  lifted  from  the  hrass  plate  without  difficulty^  but  after  a  few 
strokes  of  the  pump  in  the  ordinary  process  of  exhausting^  it  be- 
comes fixed  by  the  pressure  of  the  superincumbent  air,  uncom- 
pensated by  that  within  the  vessel.  It  is  for  this  reason  that  an 
arched  form  is  given  to  the  external  surface  of  vessels  designed  to 
bear  exhaustion.  If  the  hand  be  placed  over  the  mouth  of  a 
receiver  having  at  the  top  an  opening  of  2  or  3  inches  (6  or  8 
centimetres)  in  diameter,  a  very  partial  removal  of  the  air  will 
make  this  pressul'e  painfully  sensible ;  and  if  a  piece  of  bladder  be 
moistened  and  securely  tied  over  the  opening  and  then  left  to  dry, 
its  surface  will,  when  a  portion  of  the  enclosed  air  is  removed, 
become  very  tense  and  concave,  and  if  the  exhaustion  be  carried 
far  enough,  it  will  suddenly  burst  with  a  loud  report. 

But  the  question  will  naturally  arise,  how  is  it,  that  if  our 
bodies  are  subjected  to  the  enormous  pressure  above  indicated,  we 
are  not  only  able  to  support  it  without  being  crushed  or  rooted  to 
the  earth,  but  are  even  insensible  of  its  existence.  The  reason  is, 
that  the  pressure  is  equal  in  all  directions.  The  air  upon  the 
earth^s  surface  being  compressed  by  that  above  it,  acquires  an 
elasticity  sufficient  exactly  to  counterpoise  that  pressure,  and  it 
presses  laterally  and  upwards,  with  a  force  exactly  equal  to  that 
with  which  it  is  compressed.  A  very  simple  experiment  will  suffice 
to  demonstrate  the  upward  pressure.  Take  a  glass  jar  with  a 
smooth  edge  (a  common  wine-glass  will  do),  fill  it  with  water,  close 
the  mouth  with  a  card  or  with  a  bit  of  paper,  retain  the  card  in 
its  place  with  the  hand,  and  turn  the  jar  mouth  downwards ;  the 
hand  may  be  removed,  the  card  will  remain  supported,  and  the 
water  will  not  escape.  Indeed,  we  might  thus  support  a  colunm 
of  water  10  metres  long  (but  not  longer),  as  that  would  just  balance 
the  pressure  of  a  column  of  air  of  equal  diameter.  It  is  this 
upward  pressure,  exerted  by  the  portion  of  the  air  that  is  dissolved 
in  our  blood,  and  that  pervades  every  tissue  of  our  frame,  which 
renders  us  unconscious  of  the  atmospheric  pressure.  If  the  pres- 
sure upon  the  surfiace  of  the  body  be  decreased,  as  by  ascending 
a  lofty  mountain,  great  inconvenience  is  often  experienced ;  bleed- 
ing at  the  nose,  and  other  impleasant  sypaptoms  sometimes  arising, 
from  the  expansion  of  the  air  within  the  body  when  the  external 
pressure  is  removed.  Blood  flows  in  the  operation  of  cupping, 
because  the  atmospheric  pressure  is  partially  removed  over  the 
wounds  infficted  by  the  lancets. 

(38)  Pneumatic  Trough. — ^Among  the  many  usefril  contrivances 
depending  on  the  pressure  of  the  air,  is  a  simple  but  valuable 
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apparatus  of  Priestley's^  called  thepneumatic  trough,  which  enables 
us  to  confine  air  and  gases  in  vessels^  and  to  decant  them  froni 
one  to  another  with  as  much  ease  as  liquids  may  be  managed 
and  poured. 


Fig.  19. 


Fig.  20. 


The  pDeamatio  trough 
consists  of  a  vessel  con- 
taining water,  fig.  19, 
across  which,  at  the 
depth  of  from  j  to  8 
oentimetres  from  the 
top,  a  ledge  or  shelf  is 
placed ;  the  jars  des- 
tined to  receive  the  gas 
are  filled  with  water, 
and  placed  with  their 
mouths  downwards  upon 
the  shelf,  which  is  kept 
about  an  inch  (2  or  3  cen- 
timetres) under  water : 
into  thesejarsthegas  is  al- 
lowed to  bubble  up,  and  it 
may  be  transferred  from 
one  jar  to  another  by  an 
_-,  inverted  pouring.  When 

a  jar  has  been  filled,  or 
partially  .filled  with  gas, 
it  may  be  readily  removed  from 
place  to  place  by  sliding  under  its 
open  mouth,  while  still  immersed 
in  water,  a  plate  or  shallow  tray, 
containing  water,  on  which  it  may 
be  lifted  out  of  the  pneumatic 
trough  as  at  B. 

(39)  The  Gas-holder.— Whm 
large  quantities  of  gas  are  to  be 
stored  up,  a  different  apparatus, 
the  gas-holder f  is  employed,  and  in 
this  instrument  also,  advantage  is 
taken  of  the  downward  pressure  of 
the  atmosphere.  The  gas-holder 
is  represented  in  fig.  20.  It  con- 
sists of  a  cylinder,  b,  surmounted 
by  a  tray.  A,  for  holding  water ; 
this  tray  communicates  with  the 
cylinder  by  means  of  two  pipes 
provided  with  stop- cocks;  one  of 
these  pipes,  /,  proceeds  nearly  to  the  bottom  of  the  cylinder,  B,  and  is  open 
at  both  extremities ;  the  other  pipe,  e,  only  just  enters  the  top  of  the  lower 
cavity :  -  at  the  lower  part  of  the  cylinder  is  a  short,  wide  pipe,  c,  passing 
obliquely  upwards,  and  furnished  with  a  plug,  by  which  it  can  be  closed 
at  pleasure.  A  third  stop-cock  is  introduced  at  the  upper  part  of  the  cylinder  at 
ff,  to  which  a  flexible  tube  may  be  attached  for  the  convenience  of  transferring 
the  gas.     Now  suppose  the  gas-holder  to  be  full  of  atmospheric  air,  and  to  .be 
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wanted  for  use ;  the  pipe  e  at  the  bottom  is  doeed,  water  is  poured  into  the  tray, 
and  both  stop-cocks  in  the  vertical  pipes  are  opened :  the  ws^r  descends  through 
the  longer  pipe,  f,  whilst  the  air  escapes  in  bubbles  through  the  shorter  one  e ; 
when  B  is  completely  full,  the  stop-cocks  are  closed,  and  the  plug  at  the  bottom 
removed ;  no  water  escapes,  owing  to  the  pressure  of  the  atmosphere  upon  the 
surface  of  the  liquid  in  the  wide  tube  c^  the  water  being  retained  just  as  in  the 
ordinary  bird-fountain.  The  neck  of  the  retort  R,  or  other  vessel  for  producing 
the  gas,  is  introduced  completely  within  the  cylinder,  and  the  water  is  displaced 
by  the  gas  which  rises  and  accumulates  in  the  upper  part,  whilst  the  water  runs 
off  into  a  vessel  plaoed  below.  The  progress  of  the  experiment  may  be  watched 
by  means  of  the  glass  tube,  d,  which  is  open  both  at  top  and  bottom  into  the 
cylinder,  B ;  the  level  of  the  water  within  the  instrument  is  thus  always  ex- 
hibited. In  order  to  use  the  gas  stored  up,  the  plug  is  replaced  at  c,  and  the 
stop-cock  in  the  long  pipe  opened  to  allow  the  column  of  water  to  exert  its  pres- 
sure on  the  gas,  which  escapes  on  cautiously  turning  the  stop-cock  e,  and  may 
either  be  received  in  a  jar  placed  in  the  tray  over  the  short  tube,  e,  or  it  may  be 
conveyed  away  through  a  flexible  tube  attached  to  the  stop-cock  g, 

(40)  Water  dissolves  all  gases ;  Yjq.  21. 
some  in  small  quantities^  and  others 
with  very  great  avidity ;  the  latter 
of  course  cannot  be  collected  over 
water.  Indeed^  in  all  cases  where 
great  accuracy  is  requisite^  <  some 
other  liquid  must  be  substituted  in 
the  trough  and  jars  for  water. 
Mercury  is  the  fluid  which  offers 
fewest  inconveniences,  and  it  is 
usually  employed  for  this  purpose  in  a  trough,  the  form  of  which 
is  seen  in  fig.  21. 

(41)  Correction  of  Gases  for  Pressure. — The  foregoing  mode 
of  collecting  gases  over  mercury  leads  us  to  consider  a  correction 
of  great  importance  in  cases  where  an  accurate  measurement  of 
the  bulk  of  a  gas  is  requisite.  In  all  cases  a  portion  of  air  or  gas 
which  communicates  with  the  atmosphere  either  through  the  walls 
of  a  flexible  bag  or  bladder,  or  that  is  confined  over  water  or 
mercury,  is  subject  to'  the  pressure  of  the  atmosphere,  transmitted 
to  it  either  through  the  flexible  material,  or  through  the  interposed 
portion  of  liquid.  If,  in  the  pneumatic  trough,  the  liquid  within 
and  without  the  jar  stand  at  the  same  level,  the  pressure  upon  the 
included  gas  will  be  exactly  that  due  to  the  atmosphere  at  the 
.time ;  if,  however,  the  liquid  within  stand  higher  than  that  in  the 
bath,  the  gas  will  be  subjected  to  a  pressure  less  than  that  of  the 
atmosphere  at  the  time,  by  the  amount  necessary  to  support  the 
column  of  liquid  above  the  outer  level  of  that  in  the  bath. 

Observation  has  shown  that  the  pressure  of  the  atmosphere  at 
the  same  spot  is  liable,  from  different  causes,  to  continual  variation. 
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The  average  pressure  at  the  sea-level  is  equivalent  to  that  of  a 
column  of  mercury  760°""  (or  5t9'92  inches)  in  height;  but  in  this 
climate  it  is  sometimes  so  much  diminished  as  to  support  a  column 
of  only  about  7  io°^* ;  at  other  times  the  pressure  wiD  be  equivalent 
to  nearly  780°*°*"  of  mercury.  How  the  same  quantity  of  gas  will, 
under  these  different  circumstances^  sometimes  occupy  a  bulk  con- 
siderably greater,  at  others  considerably  less,  than  the  average. 

It  is  necessary,  therefore,  in  all  experiments  upon  the  weight 
or  bulk  of  gases,  to  observe  the  height  of  the  barometric  column, 
as  this  gives  the  pressure  to  which  the  gas  is  at  the  same  time 
subjected.  This,  however,  is  true  only  when  the  liquid  in  the 
bath,  and  that  in  the  jar,  are  on  the  same  level.  In  practice  it  is 
rarely  possible  to  make  them  rigidly  so.  The  liquid  generally 
stands  highest  in  the  jar.  Supposing  the  gas  to  have  been  col- 
lected over  mercury,  in  order  to  allow  for  the  dilatation  occa- 
sioned by  this  inequality  of  level,  the  difference  of  the  two  levels 
must  be  accurately  measured,  and  the  measurement  so  obtained 
must  be  subtracted  from  the  height  of  the  mercurial  column  in 
the  barometer  at  the  time.  A  similar  correction  is  required  if 
the  gas  be  standing  over  water,  but  it  is  smaller  in  amount,  a 
column  of  water  of  13*56  centimetres  in  height  being  equivalent 
to  I  centimetre  of  mercury.  When  the  necessary  measurements 
have  been  made,  a  simple  calculation  shows  the  bulk  that  any 
gas  would  have  occupied,*  assuming  it  to  have  been  measured 
under  a  barometric  pressure  of  760  millimetres."^ 

Suppose  that  having  measured  50  cubic  centimetres  of  oxygen 
standing  over  mercury,  the  level  of  the  metal  in  the  jar  being 
^^mm.  higher  than  that  in  the  bath,  the  barometer  at  the  time 
standing  at  740°^-,  it  is  desired  to  ascertain  what  bulk  the  gas 
would  occupy  under  a  pressure  of  760°™*  By  Boyle^s  law  (27) 
the  bulk  of  a  gas  is  inversely  as  the  pressure  to  which  it  is  sub- 
jected.    Therefore — 

*  In  this  country  the  standard  or  normal  pressure  to  which  gases  are  cor- 
rected, has  been  generally  that  of  a  column  of  mercury  30  inches  in  height; 
the  French  standard  being  that  of  a  column  of  mercury  760  millimetres  (or 
29*922  English  inches)  in  height :  consequently  100  cubic  inches,  measured 
under  the  English  standard  pressure  of  30  inches,  would,  under  the  French 
standard,  fill  a  space  of  100*261  cubic  inches. 

Strictly  speaking,  however,  the  observations  should  be  reduced  to  the 
pressure  of  a  columif  of  mercury  29*922  inches  in  height  at  32^  F.  Such  a 
column,  owing  to  the  expansion  of  mercury  by  heat,  would  be  increased  ^^ 
of  its  length,  at  the  mean  temperature  of  60**  F.,  and  consequently  would  then 
measure  30*006  inches  i  and  under  this  pressure  too  cubic  inches  of  any  gas, 
measured  at  a  barometric  pressure  of  30  inches,  would  be  reduced  to  99*98  cubic 
inches,  a  difference  so  trifling  that  it  may  almost  always  be  neglected. 
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,    Standard  presaure.       Observed  pressure.      Observed  vol.         Corrected  vol. 
6,™.      ,         (715-- or  I     ^^  ^     1'^  =  T^ 

'  (  740— !Z5  )  ^  (cub.  centim.) 

Or,  putting  the  whole  into  a  general  form : — 
K  F'be  the  corrected  yolume  of  the  gas,  P  the  observed  volume, 
H  the  standard  height  of  the  barometer,  H'  the  observed  height  at 
the  time  of  the  experiment,  h  the  difference  of  level  in   the 
mercurial  bath ;  then 

H 

In  estimating  the  weight  &om  the  bulk  of  a  gas,  it  is  necessary 
to  make  a  further  correction  for  the  temperature  ( 144),  as  well  as  for 
the  state  of  moisture  or  dryness  which  it  may  possess  at  the  time. 

(42)  Densiiy  of  the  Atmosphere  at  Different  Heights. — A 
remarkable  consequence  of  the  law  of  elasticity  in  gases  is  exhi- 
bited in  the  increasing  rarefaction  of  the  atmosphere  in  ascending 
from  the  surface  of  the  earth.  The  air  is  subject  to  a  pressure 
which  decreases  gradually  with  the  progressive  elevation  above  the 
sea-level.  This  will  be  evident  if  we  consider  the  atmosphere  to 
be  composed  of  a  series  of  layers  or  strata :  the  lowest  layer  sup- 
ports the  pressure  of  the  entire  super-incumbent  mass;  the  one 
next  above  this  supports  the  pressure  of  all  but  the  lowest ;  the 
third  that  of  all  but  the  two  lower  ones,  and  so  in  succession.  In 
consequence  of  Boyle^s  law — viz.,  that  the  bulk  of  elastic  fluids 
is  inversely  as  the  pressure,  it  is  found  that  if  the  air  be  examined 
at  a  series  of  heights,  increasing  according  to  the  terms  of  an 
arithmetical  progression,  the  density  of  the  air  decreases  accord- 
ing to  the  terms  of  a  geometrical  progression.  In  the  following 
table  the  heights  above  the  surface  are  taken  in  arithmetical 
progression,  increasing  regularly  by  distances  of  3*4  miles ;  the 
bulk  of  equal  weights  of  air  at  these  successive  heights  increases 
in  geometrical  progression,  the  volume  being  doubled  for  each 
step  in  the  ascent;  while  the  density ^  and  the  corresponding 
height  of  the  barometer,  decrease  in  the  same  geometric  ratio, 
being  at  each  successive  elevation  exactly  half  what  they  were  at 
the  preceding  one : — 

Density  of  the  Air  at  increasing  Altitudes, 
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Fig.  22. 
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The  annexed  diagram  (fig.  22), 
slightly  altered  from  one  in  Tomlin- 
son^s  Treatise  on  Pneumatics^  is  sup- 
posed to  represent  a  vertical  section 
of  the  atmosphere;  the  left-hand 
column  shows  the  height  in  miles 
above  or  below  the  sea-level ;  the 
right-hand  column  the  corresponding 
heights  of  the  barometer  in  inches; 
Aindicates  the  altitude  of  the  highest 
peaks  of  the  Himalaya;  b  the  al- 
titude of  7087  metres,  or  23,018 
feet,  the  height  attained  in  a  bal- 
loon by  Gay-Lussac  (17  Sept., 
1804) ;  c  Dolcoath  mine,  Cornwall, 
260  fathoms,  or  439  metres ;  d  the 
deepest  sea  sounding  yet  obtained, 
7706  fathoms,  or  8f  miles,  (Capt. 
Denham)  H.M.  ship  Herald,  Oct.  20, 
1852,  lat.  36°  49'  S.,  Ion.  37°  6'  W.* 

It  is  obvious  that  a  knowledge 
of  the  law  of  the  decrease  of  density 
in  the  atmosphere  furnishes  the 
means  of  ascertaining  the  height  of 
mountains  by  the  employment  of 
the  barometer. 

Young  has  calculated  that  if  the  air 
continued  to  diminish  indefinitely  in  density, 
according  to  Boyle's  law,  i  cubic  inch 
(16-38  cub.  centim.)  of  air  of  the  mean 
density  of  that  at  the  surface  of  the  earth 
would,  at  a  distance  of  4000  miles  from  the 
earth's  surface  (or  at  a  distance  equal  to 
the  earth's  radius),  fill  a  sphere  the  diameter 
of  which  is  equal  to  that  of  the  orbit  of 
Saturn ;  and,  on  the  other  hand,  if  a  mine 
could  be  dug  46  miles  deep  into  the  earth, 
the  air  at  the  bottom  would  be  as  dense  as 
quicksilver. 


•  This  very  deep  sounding,  however,  according  to  subsequent  careful  ob- 
servations by  American  navigators,  appears  to  be  greatly  in  excess  of  the 
truth :  the  line  was  probably  dragged  by  strong  currents  so  as  to  have  deceived 
the  observer.  The  deepest  soundings  which  appear  to  be  worthy  of  confidence 
were  obtained  to  the  southward  of  the  great  banks  of  Newfoundland,  and  do 
not  exceed  4}  miles,  or  about  7620  metres  (25,000  feet). 
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The  obttervaUona  of  astronomers  upon  the  amotint  of  refraction  experienced 
by  the  light  of  the  heavenly  bodies  in  traversing  the  atmosphere,  however,  led 
WoUaston  to  consider  it  to  be  probable  that  there  is  a  limit  to  the  upper  surface 
of  our  atmosphere,  as  definite  as  that  of  the  waters  of  the  ocean,  the  repulsive 
force  of  the  particles  heing  at  length  exactly  balanced  by  their  gravitation  towards 
the  earth. 

§  II.  Cohesion. 

(43)  In  the  case  of  gases  the  predominance  of  elasticity  is  the 
leading  characteristic ;  in  the  case  of  solids  the  opposite  power  of 
cohesion  is  that  which  first  demands  attention.  Cohesion  is  the 
force  which  binds  together  the  same  kind  of  particles  into  one  mass. 
It  is  this  force  which  retains  a  bar  of  iron,  a  block  of  wood,  or  a 
lump  of  ice,  in  a  single  piece. 

It  is  obvious  that  the  cohesion  of  different  bodies  varies  greatly.  Cohesion, 
however,  appears  to  be  uniform  between  particles  of  the  same  kind  placed 
under  circumstances  similar  as  to  temperature  and  structure.  Owing  to  the 
difficulty  of  securing  uniformity  in  texture  and  freedom  from  flaws,  even  in  the 
most  compact  substances,  such  as  the  metals,  it  is  difficult  to  estimate  the  co- 
efficient of  cohesion  in  any  material  with  precision ;  although  the  general  fact 
that  iron  is  much  tougher  than  copper,  and  oopper  than  lead,  is  at  once  recognized. 
Two  methods  have  been  generally  used  to  determine  the  cohesive  power  of  solids ; 
the  first  consists  in  estimating  the  weight  required  to  stretch  rods  of  a  given 
diameter  of  the  substance  under  examination,  until  they  give  way ;  the  second,  in 
finding  the  amount  of  force  required  to  crush  a  cube  of  the  substauce  of  given 
dimensions. 

The  strength  of  materials,  all-important  as  it  is  to  the  engineer 
and  to  the  architect,  has  little  to  do  with  chemistry,  although  varia- 
tions in  cohesion  and  aggregation  of  the  same  substance  exercise 
a  marked  influence  on  the  rapidity  of  many  chemical  actions. 
Gunpowder,  for  example,  is  reduced  to  grains  in  order  that  each 
portion  may  ignite  quickly,  and  contribute  its  expansive  force  to 
act  upon  the  bullet ;  but  the  very  same  material,  before  it  has  been 
granulated,  and  whilst  in  the  form  of  hard  compact  masses,  as  it 
comes  from  the  press,  burns  comparatively  slowly,  like  a  fuse,  or 
a  portfire. 

(44)  Reunion  of  Divided  Solids  by  Cohesion. — Particles  of  a 
similar  nature  will,  under  the  influence  of  cohesion,  reunite,  after 
complete  separation,  if  brought  sufficiently  near  to  each  other. 
This  is  shown  on  pressing  together  two  clean,  smooth,  and  freshly- 
cut  surfaces  of  lead ;  they  will  cohere,  and  a  force  of  some  pounds 
will  be  required  to  separate  them.  In  the  same  way,  too,  perfectly 
polished  plates  of  glass  cohere,  sometimes  so  completely  that  they 
may  be  cut  and  worked  as  a  single  piece.  This  has  not  unfre- 
quently  happened  in  plate-glass  manufactories. 

According  to  the  proportion  that  cohesion  bears  to  other  forces 
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which,  like  heat  and  elasticity,  tend  to  separate  the  particles  of 
matter  from  each  other,  the  body  assumes  the  solid,  the  liquid,  or 
the  aeriform  state.  Considerable  differences  in  physical  properties 
are  produced  both  in  solids  and  in  liquids  by  yariations  in  the 
degree  of  cohesion  existing  among  their  particles. 

(45)  Cohesion  of  Solids. — In  solids,  these  variations  give  rise 
to  differences  in  hardness,  elasticity,  brittleness,  malleability,  and 
ductility. 

The  hardness  of  a  body  is  measured  by  its  power  of  scratching 
other  substances,  and  it  consists  in  the  degree  of  resistance  which 
the  particles  offer  to  the  slightest  change  of  relative  position.  To 
the  mineralogist,  the  variations  in  the  degree  of  hardness  presented 
by  different  crystallized  bodies,  often  furnish  a  valuable  physical 
sign  by  which  one  mineral  may  be  discriminated  from  others  which 
resemble  it.  For  the  purpose  of  facilitating  such  comparisons, 
Mohs  selected  ten  well-known  minerals,  which  are  enumerated  in 
the  following  table,  each  succeeding  one  being  harder  than  the 
one  which  precedes  it :  thus  arranged,  they  constitute  what  he  terms 
a  Scale  of  Hardness,  which  has  been  generally  adopted.  In  the 
examples  selected,  each  mineral  is  scratched  by  the  one  that  follows 
it,  and  the  hardness  of  any  mineral  may  be  determined  by  refe- 
rence to  the  types  thus  chosen.  Suppose,  for  example,  a  body 
neither  to  scratch  nor  to  be  scratched  by  fluor  spar — its  hardness 
is  said  to  be  4 :  if  it  should  scratch  fluor  spar,  but  not  apatite,  its 
hardness  is  between  4  and  5;  the  degrees  of  hardness  being 
numbered  from  i  to  10.  The  figures  on  the  right  indicate  the 
number  of  minerals  known  of  the  same,  or  approximatively  the 
same  degree  of  hardness,  as  the  substance  opposite  to  which  they 
stand : — 

Scale  of  Hardness  of  Minerals. 


1  Talc 23 

2  Coropact  gypsTxm,  or  rock  salt  .  90 

3  Calc  spar  (any  deavable  variety)  71 

4  Fluor  spar     . 53 

5  Apatite  (crystallized)  .    .     .    •  43 


6  Felspar  (any  cleavable  variety) .  26 

7  Limpid  quartz 26 

8  Topaz 5 

9  Sapphire,  or  corundum    ...  i 
10  Diamond i 


The  cause  of  the  varieties  of  hardness  observed  in  different 
bodies  is  not  well  understood.  Even  in  the  same  substance,  trifling 
variations  in  the  external  circumstances  to  which  the  body  is  sub- 
jected often  produce  extraordinary  differences  in  the  degree  of  hard- 
ness which  it  exhibits,  A  piece  of  steel  cooled  slowly  from  a  red 
heat  is  comparatively  soft ;  it  may  be  cut  with  a  file ;  and  under 
strong  pressure,  it  will  even  take  impressions  from  a  die ;  whilst 
the  same  piece  of  steely  if  heated  to   redness^   and   suddenly 
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cooled,  becomes  as  brittle  as  glass,  and  nearly  as  hard  as  the 
diamond. 

Brittleness  is  exhibited  by  bodies  the  particles  of  which  resist 
displacement  with  regard  to  each  other,  except  within  extremely 
narrow  limits.  It  is  generally  observ^ed  in  hard  and  elastic  sub- 
stances. 

Malleability  and  ductility,  or  the  property  of  extending  under 
the  hammer,  and  of  fitness  for  drawing  into  wire,  are  the 
opposite  of  brittleness,  the  molecules  of  the  solid  admitting  of  very 
considerable  relative  displacement  without  losing  their  cohesion. 
These  modifications  of  cohesion  are  exhibited  only  by  the  metals, 
and  by  a  few  only  of  them. 

(46)  Cohesion  of  Liquids, — In  liquids,  notwithstanding  the 
facility  with  which  their  particles  slide  one  over  the  other,  and  the 
unlimited  freedom  of  motion  of  each  molecule  within  the  mass  of 
liquid,  a  very  appreciable  amount  of  cohesion  still  exists,  and  is 
displayed  in  the  rounded  form  assumed  by  every  detached  drop. 
Thi^  ^ajne  form  of  cohesion  is  also  beautifully  shown  in  the  case 
.  of  two.  liquids  which  do  not  dissolve  each  other,  but  which  have 
precisely  the  same  specific  gravity,  as  is  the  case  with  oil  and  spirit 
of  wine  of  a  certain  degree  of  dilution :  if  a  little  oil  be  i)oured 
into  such  diluted  spirit,  it  remains  suspended  within  it  in  the  form 
of.  a  perfectly  spherical  mass.  In  the  drops  of  dew  which  fringe 
every  leaf  in  a  fine  summer  morning,  we  have  an  admirable  natural 
illustration  of  this  fact.  A  striking  exemiJification  of  cohesion  in 
the  particles  of  liquids  is  also  aflbrded  by  blowing  a  large  soap- 
bubble  upon  the  end  of  a  glass  tube :  upon  presenting  the  open 
end  of  the  tube  to  a  lighted  taper,  whilst  the  bubble  is  still  attached 
at  the  other  end,  the  contraction  of  the  film  expels  the  air  with 
suflScient  force  to  extinguish  the  taper. 

The    researches    of 
Donny  {Ann-  de  Chim,  Fig.  33. 

III.  xvi.  167)  have 
added  many  curious 
facts  to  our  knowledge 
of  the  cohesion  of  li- 
quids. '  The  following 
form  of  one  of  his  ex- 
periments may  be  cited 
as  an  illustration : — A 
tube.  A,  fig.  23,  about 
I  metre  or  40  inches 
long,  and   2^;™™'  or  i 

inch  in  diameter,  is  bent  at  its  middle  to  an  angle  of  about  60°  ;  it  is  sealed  at 
one  end,  and  filled  with  distilled  water,  which,  when  the  tube  is  closed,  is  tx) 
occupy  about  two-thirds  of  its  capacity;  tha  water  is  thoroughly  boiled  for  an 

1  F 
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hour,  and  the  tube  is  then  hermetically  closed  whilst  boiling.  In  thia  oonditioxi 
the  tube  contains  only  water  and  the  yapoar  of  water.  After  it  has  been  care- 
fully reversed,  as  at  jl,  it  may  be  brought  into  the  position  represented  at  B,  and 
the  water  will  nevertheless  be  supported  above  the  level  of  the  liquid  in  the 
other  limb  by  adhesion  to  the  surface  of  the  gla^s,  and  by  the  cohesion  among 
its  own  particles.  If  now  the  tube  be  inclined  in  such  a  manner  that  a  minute 
bubble  of  aqueous  vapour  is  made  to  pass  up  into  the  fall  limb,  the  column  of 
water,  having  its  continuity  broken  at  one  point,  immediately  falls,  and  the 
level  of  the  liquid  in  both  limbs  becomes  the  same. 

Even  amongst  liquids^  considerable  diflTerences  are  observed  in 
the  degree  in  "whicli  the  cohesive  force  is  exhibited.  Limpid  liquids 
are  those  which,  like  ether  or  spirit  of  wine,  display  great  mobility 
of  their  particles ;  bubbles  produced  in  such  liquids  by  agitation, 
rise  quickly  to  the  surface,  break  and  disappear.  In  oil,  syrup, 
and  gum- water,  the  particles  move  sluggishly;  such  liquids  are 
termed  viscoua.  The  viscosity  of  liquids  presents  a  certain  analogy 
with  the  malleability  of  solids.  In  a  few  instances,  whilst  the 
solid  is  melting  under  the  influence  of  heat,  a  viscous  state  is 
observed  intermediate  between  the  hardness  of  solids  and  the  per- 
fect mobility  of  liquids.  Melted  sugar,  or  barley-sugar,  is  a  case 
in  point.  The  occurrence  of  viscosity,  as  an  intermediate  state,  is 
rare,  except  in  the  case  of  a  mixture  of  two  substances,  one  of 
which  melts  at  a  temperature  a  little  higher  than  the  other.  Olass, 
which  is  a  mixture  of  several  silicates  of  different  degrees  of  fusi- 
bility, offers  a  striking  example  of  this  kind ;  indeed  to  this  con- 
dition it  owes  the  plastic  properties  by  which  it  is  rendered  capable 
of  adaptation  to  the  multifarious  purposes  to  which  it  is  now 
applied.  Other  bodies,  such  as  the  different  varieties  of  wax  and 
fat,  soften,  without  being  actually  viscous,  before  they  finally  melt. 
A  true  chemical  compound  passes  at  once  from  the  solid  to  the 
liquid  form,  as  when  ice,  for  example,  by  fusion,  becomes  water. 
A  few  of  the  simple  bodies,  however,  present  some  remarkable 
cases  of  the  occurrence  of  viscosity  preceding  fusion ;  such,  for 
instance,  as  phosphorus,  and  those  metals  which,  like  iron  and 
potassium,  admit  of  being  '  welded,'  a  process  in  which  two  pieces 
of  the  metal  are  united  into  one  mass  by  hammering  or  pressing 
them  together  whilst  they  are  in  the  soft  condition  which  is  ob- 
served before  fusion. 

(47)  Influence  of  Heat  on  Cohesion, — ^AU  analogy  leads  to  the 
conclusion  that  cohesion  would  be  entirely  destroyed  in  etery  ele- 
mentary body  by  a  sufficient  elevation  of  its  temperature  ;  though 
there  are  some  bodies  which  have  not  as  yet  been  liquefied,  and 
many  which  have  not  been  converted  into  vapour.  The  three 
conditions  in  which  the  same  chemical  compound  may  exist,  exem- 
plified by  ice,  water,  and  steam,  according  to  the  degree  of  heat  to 
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which  it  is  exposed^  are  shown  by  a  vast  number  of  other  bodies. 
Gold  itself  has  been  first  melted  and  then  yolatilized  by  the  intense 
heat  of  the  sun^s  rays,  concentrated  by  a  burniag  lens.  On  the 
other  hand,  by  a  sufficient  reduction  of  temperature,  united  with 
a  certain  degree  of  pressure,  a  number  of  gases  have  been  reduced, 
first  to  the  liquid,  and  several  even  to  the  solid  condition.  The  force 
of  cohesion,  like  that  of  heat,  is  therefore  universal.  If  the  repul- 
sion exerted  by  heat  could  be  carried  sufficiently  far,  there  is 
reason  to  believe,  that  every  known  substance,  not  actually  decom- 
posable by  heat,  might  be  made  to  appear  as  a  gas ;  and,  by  a 
reduction  of  temperature  sufficient  to  allow  cohesion  to  exert  its 
sway,  every  known  gaseous  substance  would  probably  exist  in  the 
solid  state. 

In  gases,  cohesion  appears  to  be  entirely  overcome,  and  it  does 
not  exert  itself  sensibly,  except  in  cases  where  the  gas  is  approach- 
ing the  point  at  which,  by  pressure,  or  cold,  it  assumes  the  liquid 
form  {Note,  §  27  and  197). 

§  III.  Adhesion — diffusion  of  liquids  and  gases. 

(48)  Adhesion. — ^Analogous  to  cohesion,  or  the  power  which 
holds  similar  particles  together,  is  that  of  adhesion,  which  is  exerted 
between  the  particles  of  dissimilar  kinds  of  matter.  It  not  un- 
fi'equently  rises  high  enough  to  destroy  cohesion,  as  when  sugar  or 
salt  becomes  dissolved  in  water.  A  rod  of  glass  or  of  wood  dipped 
into  water  or  oil  comes  out  wetted  under  the  influence  of  this  force. 
It  is  exerted  between  diflerent  bodies  with  very  difierent  degrees  of 
intensity,  as  may  be  illustrated  by  the  following  experiment : — 

Take  two  glass  dishes,  sift  over  the  bottom  of  one  a  layer  of  lycopodium  or 
of  finely-powdered  resin,  and  ever  the  other  a  layer  of  powdered  glass :  if  a  little 
water  be  sprinkled  upon  each,  the  drops  of  water  in  the  dish  of  resin  will  be 
covered  by  a  thin  film  of  the  powder,  and  when  the  dish  is  inclined  will  roll  about 
like  shot,  the  cohesion  of  the  particles  of  the  liquid  predominating  over  their  ad- 
hesion to  those  of  the  solid :  whilst  on  the  powdered  glass,  from  the  superior  ad- 
hesion of  glass  to  water,  the  drops  sink  in  and  are  absorbed. 

If  the  solid  becomes  wetted,  a  certain  preponderance  of  the  force 
of  adhesion  over  the  cohesion  of  the  particles  is  obviously  neces- 
sary; for  if  the  cohesive  exceeds  the  adhesive  power,  as  when  glass 
or  iron  is  plunged  into  mercury,  the  solid  is  not  wetted.  Extra- 
neous circumstances,  however,  greatly  modify  the  exertion  of  this 
force.  If  a  film  of  air,  of  oil,  or  of  any  foreign  matter,  be  diflFiised  , 
over  the  surface  of  the  solid,  it  is  no  longer  the  surface  of  the  solid' 
and  the  liquid  which  are  concerned,  but  the  liquid  and  the  surface 
of  air  or  of  oil  with  which  the  solid  is  covered,     A  clean  glass  is 
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immediately  wetted  with  watcr^  but  if  the  slightest  film  of  grease 
exist  upon  its  surface,  the  water  runs  off  almost  entirely. 

Adhesion  gives  rise  to  a  variety  of  important  phenomena  ;  it 
is  mainly  concerned  in  the  production  of  capillary  action,  of  solu- 
tion, and  of  the  difiusiou  of  liquids ;  it  is  also  exerted  in  osmosis^ 
and  less  directly  in  the  process  of  the  intermixture  and  diflFiision 
of  gases.  In  this  chapter  some  remarks  will  therefore  be  made 
upon  each  of  these  subjects  in  succession.  Adhesion  is  the  more 
especially  worthy  of  attentive  study  by  the  chemist,  because  in  its 
manifestations  it  is  more  nearly  allied  than  any  other  force  to 
chemical  attraction. 

Adhesion  is  exerted  between  bodies  of  all  kinds,  and  when  it 
occurs  between  solids,  it  is  the  principal  cause  of  that  resistance 
to  motion  which  is  tevmccl  friciion.  As  a  general  rule,  friction  is 
greater  between  similar  kinds  of  matter,  less  between  those  which 
differ  in  nature.  An  iron  axle  moving  in  an  iron  socket  expe- 
riences under  similar  circumstances  a  greater  amount  of  friction 
than  if  revolving  in  a  brass  socket ;  and  the  interposition  of  a 
substance  like  plumbago  or  grease,  the  particles  of  which  have 
but  very  little  cohesion,  is  a  familiar  mode  of  reducing  the 
amount  of  friction  in  machinery. 

Few  substances  admit  of  a  greater  variety  of  useful  applications  fi*om  their 
faculty  of  adhesion  than  caoutchouc  ;  its  perfect  adhesion  to  glass  adapts  it  ad- 
mirably for  stoppers,  and  enables  the  chemist  to  employ  it  for  air-tight  and 
liexible  joints.  This  property  of  adhesion  to  the  bodies  which  it  touches,  further 
fits  it  for  bands  for  driving  machinery,  and  for  numberless  other  purposes. 

(49)  Cements.— The  entire  value  of  cements  depends  upon  the 
operation  of  the  force  of  adhesion ;  and  in  the  variety  of  cements 
rendered  necessary  by  the  variety  of  materials  to  be  united,  we 
have  additional  proof  that  adhesion  is  exerted  between  different 
kinds  of  matter  with  very  varying  degrees  of  force.  Glue  or 
gum  may  be  used  for  joining  pieces  of  pasteboard  or  wood,  while 
it  totally  fails  as  a  cement  for  glass  or  china,  either  of  which 
needs  some  resinous  material  to  unite  its.  fragments ;  whilst  for 
the  union  of  marble,  stone,  or  brickAvork  with  each  other,  the  use 
of  mortar  or  some  calcareous  cement  is  required.  The  thinner 
the  layer  of  cement,  the  more  perfectly  does  it  i)crform  its  task, 
as  it  more  rapidly  and  completely  adapts  itself  to  changes  of  tem- 
IKjrature,  which,  by  causing  it  to  expand  unequally,  would  destroy 
the  cohesion  of  its  own  particles  if  a  thick  mass  were  employed. 

Cements  of  various  kinds  are  in  continual  requisition  in  the  laboratory. 
Well-boiled  paste  applied  on  thin  paper  forms  an  excellent  covering  for  corks  and 
other  joints  which  are  liable  to  be  porous  ;  it  must  be  allowed  to  become  nearly 
dry  before  it  is  used.  Plaster  of  Paris  made  into  a  paste,  not  too  stiff,  may  often 
be  used ;  when  dry  it  may  be  washed  over  with  oil  to  make  it  air-tight. .   Strips 
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of  well-soaked  bladder  may  sometimes  be  employed  advantageously  ;  they  form  a 
firm  joint  when  dry :  but  Ibr  most  purposes  where  a  temporary  joint  only  is  re- 
quired, nothing  is  so  convenient  as  a  strip  of  sheet  caoutchouc  softened  at  the  fire, 
and  bound  round  the  parts  to  be  connected  ;  when  softened  thus,  it  usually  ad- 
heres perfectly  without  even  requiring  to  be  tied.  When  the  joint  is  intended  to 
l)e  permanent,  as,  for  example,  when  a  brass  cap  is  to  be  attached  to  the  neck  of 
an  air-jar,- a  resinous  cement,  consisting  of  5  parts  of  resin,  i  of  yellow  w\nx,  and 
I  of  finely-powdered  Venetian  red,  forms  a  convenient  mixture;  the  resin  and 
wax  are  melted  together  and  incorporated  with  the  Venetian  red  by  stirring. 
Before  applying  it,  both  the  glass  and  the  metallic  cap  which  are  to  be  connected 
together  must  be  warmed  just  sufficiently  to  melt  the  cement.  When  the  joints 
are  required  to  resist  a  considerable  pressure  without  leaking,  a  mixture  of  equal 
parts  of  red  and  white  lead  ground  into  a  paste  with  linseed  oil,  worked  up  with 
fibres  of  tow,  and  packed  tightly  into  the  joint,  sets  firmly,  and  is  not  liable  to 
crack. 

It  not  unfrequently  happens  that  the  force  of  adhesion  between  a  cement  and  the 
bodies  wliich  it  unites,  8urpa.<ses  the  cohesion  of  the  particles  which  compose  the 
bodies  themselves :  from  this  cause  we  often  see  a  film  of  wood  split  off,  ad- 
hering to  the  surface  of  the  glue,  when  a  fracture  occurs  near  one  of  these  joinings. 
The  feat  of  splitting  a  bank-note  into  two  laminse,  which  excited  so  much  astonish- 
ment, was  accomplished  by  cementing  it  firmly  between  two  flat  sui'faces,  and 
afterwards  separating  them  5  the  cohesion  of  the  paper  being  feebler  than  the 
adhesion  to  the  cement,  the  paper  was  split  through  the  middle.  This  method 
of  splitting  paper  had,  however,  been  long  known  to  the  buhl-cutter  and  in- 
layer. 

{50)  Capillary  Action. — The  existence  of  adhesion  between 
solids  and  liquids  is  so  well  known  as  to  need  no  further  illustra- 
tion ;  but  it  produces  many  very  important  results,  some  of  wliich 
must  be  noticed. 

It  is  to  the  adjustment  of  the  forces  of  adhesion  and  cohesion 
between  solids  and  liquids  under  the  simultaneous   influence  of 
gravity,  that  the  important  phenomenon  called  capillary  attraction 
is  due.      If  a  perfectly  clean  glass  tube,  with  a  fine  bore,  and  open 
at  both  ends,  be  plunged  into  water,  or  into  any  liquid  capable  of 
wetting  it,  the  liquid  will  be  found  to  rise  in  the  tube  conside- 
rably above  the  level  of  its  surface  in  the  vessel ;  and  the  finer  the 
tube  the  higher  does  the  liquid  rise.     The  surface  of  the  liquid 
will  also  be  seen  where  it  approaches  the  outside  of  the  tube,  or 
the  side  of  the  ves- 
sel containing  it,  to 
stand      above      the 
general  level  (fig.  24 
a).      The  phenome- 
non may  also  be  ex- 
amined   by    placing 
vertically  in  a  shal- 
low vessel  containing 
a  little  coloured  liquid,  two  plates  of  glass  with  parallel  faces, 
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which  are  in  contact  by  two  of  their  vertical  edges,  and  slightly 
separated  at  the  opposite  edges.  The  liquid  will  rise  between 
the  glass  plates,  the  height  of  the  column  being  inversely  as  its 
distance  from  the  angle  of  contact  between  the  plates.  The 
upper  boundary  of  the  liquid  will  consequently  describe  a  hyper- 
bolic curve  (fig.  24  b).  The  cause  of  the  rise  of  the  liquid  is  the 
adhesion  between  its  particles  and  those  of  the  glass ;  the  limits 
to  that  rise  are  the  action  of  gravity,  and  the  force  of  cohesion 
amongst  the  liquid  particles.  As  the  action  of  gravity  is  equal 
under  ordinary  circumstances  upon  all  the  particles  of  the  liquid, 
it  reduces  the  liquid  surface  to  a  uniform  level.  When  a  tube  is 
introduced,  the  uniformity  of  this  action  is  interfered  with,  as  the 
following  considerations  will  show : — the  particles  in  immediate 
contact  with  the  side  of  the  tube  are  partially  supported  by  adhe- 
sion to  its  surface;  they  therefore  gravitate  downwards  with  a 
diminished  force,  and  a  longer  column  becomes  necessary  in  order 
to  compensate  for  this  diminution  of  downward  pressure.  Now 
let  us  conceive  the  particles  of  the  elevated  column  of  liquid  to 
be  arranged  as  a  series  of  contiguous  concentric  cylinders :  the 
particles  of  the  outermost  cylinder  are  sustained  laterally  by  ad- 
hesion to  the  tube,  those  of  the  next  cylinder  are  himg  on  to 
these,  if  the  expression  may  be  allowed,  and  supported  solely  by 
cohesion  with  their  fellows ;  those  of  the  third  cylinder  are  hung 
on  to  the  particles  of  the  second,  and  so  on,  till  we  reach  the 
central  rod  of  particles.  The  surface  of  the  liquid  is  in  conse- 
quence necessarily  curved ; — ^the  outer  cylinder,  or  the  portion  of 
liquid  in  contact  with  the  tube  standing  at  the  highest  point. 
Now  since  adhesion  is  confined  to  the  superficial  layer,  and, 
between  the  same  substances,  is,  aeteris  paribmy  constant  in 
quantity  for  an  equal  extent  of  surface,  the  wider  the  tube  the 
shorter  will  be  the  column  sustained,  as  the  contents  of  the  column 
raised  by  cohesion  increase  more  rapidly  than  the  surface  of  the 
cylinder.  The  height  of  the  column  is  found  to  be  inversely  as 
the  diameter  of  the  tube. 

(51)  Variations  in  Capillarity,r-The  elevation  of  the  column  of  liquid  in 
tubes  of  equal  diameter  varies  with  the  nature  of  the .  liquid,  the  variation 
depending  partly  on  the  difference  of  cohesion  between  the  particles  of  the  liquid, 
partly  upon  the  difference  of  adhesion  between  the  liquid  and  the  glass.  In 
consequence  of  the  decrease  of  both  these  forces  by  heat,  the  height  of  the 
column  diminishes  as  the  temperature  rises. 

The  following  table  from  the  experiments  of  Frankenheim  shows  the  height 
at  which  the  different  liquids  enumerated  stand,  at  o^  C.  in  a  tube  t  millimetre 
in  diameter,  (about  ^  of  an  inch,)  with  the  coefficient  of  correction  for  tempe- 
rature, which  multiplied  by  t,  the  number  of  degrees  centigrade  above  0°  C, 
gives  the  amount  to  be  deducted  in  millimetres  firom  the  number  in  column  3, 
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in  order  to  find  the  height  of  the  capillary  colomn  at  the  temperature  re- 
quired : — 

Capillary  Elevation  of  Liquids  in  Glass,  at  cP  C. 


Height  ill 

Height  of 

Bpeciflo 

millimetres 

the  column 

CoeiBcient 

Liquid  QMd. 

"T^.** 

of  the 

in 

oepillAiy 
oolamii. 

thoaaendthe 
of  an  inch. 

Temperature. 

Water      

I'OOOO 

1533^ 
8-510 

604 

—    o-02875< 

Acetic  Acid     

1-0533 

355 

-  ,  o«>97j  , 

Sulphuric  Acid 

1*8400 

8*400 

331 

—  [  ooi53<+ 

—  ( 0*000094^ 

Oil  of  Lemons 

0-8380 

7'33 

^ 

—    o-oi74< 

OilofTurpendne    ... 

0-8902 

6'j6 

—    0*0167^ 

Alcohol  (dilute)      ... 

0-9274 

6-41 

242 

—    0*0120^ 

Alcohol    

0-8208 

605 

338 

(o-oii6<-|- 

( 0-00005 If* 

Ether       

0-7370 

S'40 

313 

—    0*0254^ 

Carhonic  Bisulphide  . 

1-3900 

S'Jto 

201 

—    0*0101  f 

(52)  Capillary  Depression  of  Mercury. — ^In  liquids^  such  as 
mercury^  where  the  force  of  cohesion  preponderates  oyer  their 
tendency  to  adhere  to  the  sides  of  the  tube^  the  capillary  action 
is  reversed ;  the  surface  becomes  convex  instead  of  concaye,  and 
the  height  of  the  column  yrithin  the  tube  is  depressed  below  the 
general  level.  In  a  mass  of  liquid,  each  particle  is  maintained  in 
its  place  by  the  mutual  attraction  of  all  the  surrounding  ones ; 
but  if  a  column  be  isolated  from  the  mass  of  liquid  by  the  inter- 
position of  the  walls  of  the  tube,  the  sides  of  which  exert  little  or 
no  equivalent  adhesive  force,  the  cohesion  of  the  mass  below  draws 
down  the  upper  particles,  and  produces  a  depression  of  the  column. 
This  depression  of  mercury  in  glass  renders  a  certain  correction 
necessary  in  reading  off  the  height  of  the  mercurial  column  in  the 
barometer,  which  always  stands  a  little  lower  than  the  elevation 
due  to  the  atmospheric  pressure.  The  narrower  the  bore  of  the 
tube  the  greater  is  the  depression.  Experiment  has  shown  that 
this  capillary  depression  is  nearly  one-half  less  in  tubes  that  have 
had  the  mercury  boiled  within  them,  than  in  unboiled  tubes,  as 
the  process  of  boiling  expels  the  film  of  air,  which  adheres  to  the 
glass  in  unboiled  tubes.  By  employing  a  tube  of  16  or  ao  milli- 
metres in  the  bore,  this  correction  becomes  so  trifling  that  it  may 
be  neglected.  In  a  tube  of  6"^  (i  inch)  in  diameter  in  which  the 
mercury  has  been  boiled,  the  depression  is  I'lyi"^,  while  with 
a  similar  tube  of  13"™-  in  diameter  it  is  only  0'a23"™*  The 
capillary  depression  of  mercury  is  slightly  increased  by  devation 
of  temperature. 
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In  reading  oflF  the  level  of  mercury  in  a  barometer,  or  in    a 
graduated  jar  used  for  .the  measurement  of  gases,  the  height  of  the 
YiG,  25.  metal  should  be   taken  from  the 

convexity  of  the  curve ;  but  in 
estimating  the  volume  of  a  liquid 
which  wets  the  surface  of  the  glass 
the  deteimination  should  always 
be  made  from  the  bottom  of  the 
cui'vc.  The  lines  a  a,  bb,  fig.  25, 
indicate  the  points  inthetwocases.*^ 
(53)  Importance  of  Capillary  Actions. — Capillary  action  plays 
an  important  part  in  the  operations  of  nature,  and  in  a  variety 
of  ways  has  been  rendered  subservient  to  the  wants  of  man.  A 
familiar  illustration  of  its  employment  is  seen  in  the  wicks  of 
lamps  and  candles,  which,  being  composed  of  a  bundle  of  fibrous 
materials,  furnish  hair-like  channels  by  which  the  oil  or  melted 
combustible  is  elevated  to  the  flame,  and  supplied  as  fast  as  it  is 
consumed.  Capillary  action  influences  the  circulation  of  the 
liquids  in  the  porous  tissues  of  organized  beings,  and  it  is  the 
principal  mode  in  which  water,  with  the  various  substances  which 
it  holds  in  solution,  is  supplied  to  the  roots  of  growing  plants. 
By  its  means,  during  the  droughts  of  summer,  fresh  supplies  of 
moisture  are  raised  towards  the  surface,  for  the  maintenance  of 
vegetable  life ;  and  in  the  same  way,  when  during  winter  the  surface 
is  hard  bound  by  a  long  dry  frost,  water  is  constantly  finding  its 
way  from  beneath,  is  solidified  upon  the  surface,  and  remains  stored 
up  until  a  thaw  ensues  j  when  this  occurs,  the  accumulated  mois- 
ture mellows  the  soil  and  produces  the  well-known  soft  and  plashy 
state  of  the  ground  which  follows  long-continued  frosts,  and  which 
extends  deeper,  the  longer  the  duration  of  the  freeing  tempera- 
ture, although  neither  snow  nor  rain  may  have  fallen.  Few  persons 
are  aware  of  the  immense  force  which  may  be  developed  by  capil- 
lary action;  if  a  plug  of  dried  wood  be  fitted  into  a  strong  glass 
tube,  and  the  end  of  the  plug  be  immersed  in  water,  the  wood 
becomes  swelled  by  the  imbibition  of  liquid  owing  to  capillary, 
action,  and  the  tube  is  split.  In  some  parts  of  Germany  this  force 
is  turned  to  account  in  splitting  millstones  from  the  rock :  holes 
are  bored  into  its  substance  in  the  direction  in  which  it  is  to  be 
split,  and  into  these  holes  wedges  of  dry  wood  are  driven  tightly ; 


*  In  accurate  observations  on  the  volume  of  gases  confined  over  mercury, 
it  becomes  necessary  to  estimate  the  amount  of  error  which  is  thus  intro- 
duced. 
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when  exposed  to  moisliire  they  swells  and  large. blocks  of  stone 
are  thns  detached  with  little  labour  or  expense. 

A  curious  illustration  of  the  action  of  the  combined  forces  of  cohesion  and 
adhesion,  in  overcoming  the  force  of  gravity,  is  afforded  by  the  following  experi- 
ment : — Procure  a  small  cylinder  of  fine  copper-wire  gauze,  about  8  centimetres  or 
3  inches  high,  and  5  centimetres  wide,  closed  also  above  and  below  with  the  same 
material,  and  furnished  with  a  stout  wire  to  serve  as  a  handle :  plunge  it  under 
water;  considerable  difficulty  will  be  experienced  in  expelling  the  air,  owing  to 
the  formation  of  a  film  of  moisture  over  its  surface,  which,  by  the  cohesion  of 
the  liquid  particles  composing  it  and  by  its  adhesion  to  the  wire  gauze,  prevents 
the  escape  of  the  air ;  when  about  half  filled  with  water,  lift  the  cylinder  out  of 
the  liquid-^the  liquid  will  be  securely  retained:  water  ma^'  even  be  allowed 
to  fall  in  a  gentle  stream  upon  the  top  of  the  gauze,  when  it  will  pass  through 
and  run  out  below,  without,  however,  affecting  the  quantity  of  liquid  within ; 
but  by  giving  the  handle  a  slight  jerk,  the  film  of  liquid  which  supported  the 
pressure  of  the  atmosphere  will  be  broken,  and  the  water  will  then  immediately 


(54)  Influence  of  Surface  on  Adhesion. — Since  adhesion  takes 
place  solely  between  the  surface  of  bodies,  it  is  evident  that  any 
circumstance  which  increases  the  extent  of  that  surface  must 
materially  facilitate  the  exertion  of  this  force.  Minute  subdivision, 
by  thus  increasing  the  extent  of  surface,  greatly  exalts  the  effect 
of  adhesion : — ^for  example,  a  cube  of  i  centimetre  in  the  side 
exposes  a  surface  of  6  square  centimetres ;  i.e.,  there  is  a  square 
centimetre  upon  each  of  its  6  faces  ;  if  this  cube  be  subdivided 
into  a  number  of  smaller  cubes,  each  of  which  is  only  xv^  of  a 
centimetre  in  the  side,  it  would  furnish  1,000,000  of  these  minute 
cubes.  Now  as  each  little  cube  has  6  sides,  the  surface  which 
it  will  expose  is  two-u-  of  a  square  centimetre,  or  loooo  of  them 
will  expose  6  square  centimetres ;  that  is,  as  much  surface  as  a 
solid  cube  of  a  centimetre  in  the  side :  the  J  ,000,000  cubes  will 
consequently  expose  100  times  as  great  a  surface,  or  6co  square 
centimetres.  The  force  of  adhesion,  therefore,  by  such  a  sub- 
division, should  be  increased  somewhat  in  this  proportion. 

The  influence  of  this  kind  of  subdivision  in  exalting  the  effect 
of  adhesion  is  strikingly  exhibited  in  the  case  of  charcoal.  The 
structure  of  the  wood  from  which  the  charcoal  is  procured  is 
cellular :  when  heated  in  vessels  from  which  air  is  excluded,  the 
volatile  constituents  of  the  wood  are  expelled;  and  the  charcoal, 
which  does  uot  fuse,  remains  behind  in  a  very  porous  condition, 
retaining  the  form. of  the  wood  which  furnished  it.  Mitschcrlich 
has  calculated  that  the  cells  of  which  a  cubic  inch  of  boy  wood 
is  formed  expose  a  surface  of  not  less  than  73  square  feet. 

Adhesion  occurs  between  charcoal  and  other  bodies  with 
degrees  of  force  that  vary  very  much.  For  many  colouring  matters 
of  vegetable  aud  animal  origin  this  adliesion  is  extremely  energetic ; 
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SO  that  if  these  bodies  be  dissolved  in  any  liqnid  and  agitated  with, 
charcoal,  nearly  the  whole  of  the  colouring  matter  will  be  retained 
by  the  charcoal,  and  on  separating  the  latter  by  filtration,  the 
liquid  will  run  through  colourless.  Ordinary  vinegar  and  port- 
wine  may  thus  be  obtained  in  a  colourless  condition.  Advantage 
is  taken  of  this  fact  in  the  refining  of  sugar,  in  which  process  the 
syrups  are  deprived  of  colour  by  filtration  through  a  column  of 
charcoal  30  or  40  feet  (i!Z  metres  or  more)  in  thickness.  The 
species  of  charcoal  which  is  most  extensively  employed  for 
this  purpose  is  that  obtained  by  burning  bones  in  closed  vessels ; 
and  it  is  hence  termed  bone  blacky  or  ivory  blacky  or  frequently 
animal  charcoal.  The  charcoal  is  in  this  case  in  a  state  of  extreme 
subdivision ;  it  does  not  constitute  above  a  tenth  or  a  twelfth  of 
the  weight  of  the  mass ;  the  remainder  consists  of  earthy  matters, 
chiefly  calcic  phosphate  and  carbonate.  When  bone  black  has 
been  used  for  filtering  liquids,  and  has  ceased  to  take  up  any 
more  colouring  matter,  it  is  thrown  aside  and  allowed  to  ferment : 
if  then  it  be  well  washed,  and  re-burned,  it  may  be  used  again 
with  nearly  equal  efiect.  Other  animal  matters,  especially  dried 
blood,  fiimish,  when  calcined  and  well  washed,  a  charcoal  which 
is  still  more  efficacious.  The  addition  of  potassic  carbonate  to 
the  mass  before  calcination,  still  further  increases  the  decolorizing 
power. 

Many  other  matters  besides  those  possessed  of  colouring  pro- 
perties have  likewise  this  peculiarity  of  adhering  strongly  to  char- 
coal. Graham  has  shown  that  metallic  oxides  in  solution  in 
potash  or  ammonia,  arsenious  add  in  water,  and  bodies  generally 
of  feeble  solubility,  possess  this  property ;  a  variety  of  vegetable 
matters,  and  especially  the  bitter  principles,  are  thus  affected. 
If  porter  be  agitated  with  charcoal  and  filtered,  it  will  not  only 
be  deprived  of  colour,  but  also  of  much  of  its  bitterness.  It  was 
formerly  the  practice,  after  the  active  principles  of  medicinal 
plants  had  been  separated  from  the  woody  fibre  and  most  of  the 
extraneous  matters  with  which  they  are  associated,  to  free  them 
from  the  colouring  matters  with  which  they  were  contaminated, 
by  digestion  with  animal  charcoal ;  so  large  a  proportion  of  the 
active  principles  themselves,  however,  was  found  to  be  retained 
by  the  charcoal,  that  the  plan  was  abandoned.  In  consequence 
of  this  property,  animal  charcoal  has  been  administered  with  good 
effect  in  some  instances  of  poisoning  with  vegetable  matters :  in 
such  cases  it  can  never  be  unsafe,  and  may  often  be  of  great 
value.  I  have  found  that  very  dilute  aqueous  solutions  of  salts 
of  lead  are  decomposed  by  filtration  through  a  column  of  animal 
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charcoal :  plumbic  nitrate,  acetate,  and  chloride  each  part  with  their 
metallic  base,  which  is  retained  by  the  charcoal,  probably  as  a 
basic  salt;  whilst  free  nitric,  acetic,  or  hydrochloric  acid  is 
found  in  the  filtered  liquid. 

Many  finely-divided  substances  besides  charcoal,  such  as 
hydrated  ferric  oxide,  hydrated  alumina,  hydrated  antimonioua 
sulphide,  hydrated  bone  phosphate  (tricalcic  diphosphate,  CagPgOg), 
as  well  as  plumbic  iodide  and  sulphide  when  freshly  precipitated, 
also  exert  powerful  decolorizing  actions.  The  decolorizing  power 
varies  for  each  substance  with  the  nature  of  the  colouring  prin- 
ciple :  thus  tincture  of  litmus  yields  its  colouring  matter  more 
readily  to  calcic  phosphate,  and  to  hydrated  ferric  oxide,  than  it 
does  to  animal  charcoal  freed  from  bone  phosphate  by  the  action 
of  adds.  On  the  other  hand,  the  colouring  matter  of  red  wine 
and  of  molasses  is  more  readily  absorbed  by  animal  charcoal  than 
it  is  by  hydrated  calcic  phosphate,  or  ferric  oxide.  (Filhol,  Ann.  de 
Chimiey  III.  xxxv.  208.) 

(55)  Solution. — Adhesion  is  frequently  manifested  between 
solids  and  liquids  with  sufficient  force  to  overcome  the  power  of 
cohesion,  and  the  substance  is  then  said  to  become  dissolved,  or  to 
undergo  solution.  In  this  manner  sugar  or  salt  is  dissolved  by 
water,  camphor  or  rosin  by  spirit  of  wine,  lead  or  silver  by  mer- 
cury. Anything  that  weiiens  the  force  of  cohesion  in  the  solid 
favours  solution.  For  instance,  if  the  substance  be  powdered,  it 
becomes  dissolved  more  quickly,  both  from  the  larger  extent  of 
surface  which  it  exposes,  and  from  the  partial  destruction  of 
cohesion.  In  the  same  way,  heat,  by  increasing  the  distance 
between  the  particles  of  the  solid,  lessens  its  cohesion,  and  pro- 
bably thus  contributes  so  powerfully  to  assist  in  producing  solution. 
K  a  solid  body  be  introduced  in  successive  portions  into  a  quantity 
of  a  liquid  capable  of  dissolving  it,  the  first  portions  disappear 
rapidly,  and  as  each  suqceeding  quantity  is  added,  it  is  dissolved 
more  slowly,  until  at  length  a  point  is  reached  at  which  it  is  no 
longer  dissolved.  When  this  occurs,  the  force  of  cohesion  balances 
that  of  adhesion,  and  the  liquid  is  said  to  be  saturated.  It  is. 
important  to  remark,  that  in  cases  of  simple  solution,  the  pro- 
perties both  of  the  solid  and  of  the  liquid  are  retained.  Syrup, 
for  instance,  retains  the  sweetness  of  the  sugar  and  the  liquid 
form  of  water.  So,  when  camphor  is  dissolved  in  spirit  of  wine, 
the  resulting  tincture  partakes  of  the  properties  of  both,  having 
the  smell  and  taste  both  of  camphor  and  of  spirit.  Solution  is, 
in  this  respect,  distinguished  broadly  from  those  cases  in  which  a 
solid  disappears  under  the  influence  of  a  liquid  owing  to  the 
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exertion  of  a  clicmical  force  between  the  particles  of  the  two  bodies  ; 
as  when  copper  is  dissolved  by  nitric  acid,  or  iron  by  sulphuric 
acid.  Solution  usually  occurs  more  readily  when  the  solvent 
and  the  body  dissolved  present  some  general  resemblance  in  pro- 
perties :  for  example,  mercury  dissolves  many  of  the  metals, 
alcohol  dissolves  resins,  oils  dissolve  fatty  bodies  and  each  other. 
Mere  solution  is  attended  by  depression  of  temperature,  but  where 
the  formation  of  a  hydrate  (or  definite  chemical  compound  with 
water)  occurs,  elevation  of  temperature  is  produced,  a  circum- 
stance which,  as  Graham  remarks,  indicates  an  essential  diflFerencc 
between  solution  and  chemical  combination.  In  cases  of  che- 
mical action,  on  the  other  hand,  that  action  is  most  energetic 
between  bodies  the  properties  of  which  are  most  widely  different  ; 
the  metals,  for  example,  are  dissolved  by  acids,  oils  by  the 
alkalies,  and  silica,  if  melted  with  potash  or  soda,  becomes  soluble 
in  water.  The  extent  to  which  diiSerent  solids  are  dissolved  by 
the  same  liquid  varies  almost  indefinitely.  In  water,  baric 
sulphate  is  almost  absolutely  insoluble ;  calcic  sulphate  or  gypsum 
is  soluble  in  the  proportion  of  about  i  part  in  700  of  w^atcr; 
potassic  sulphate  in  about  i  part  in  16 ;  while  magnesic  sulphate 
may  be  dissolved  to  the  extent  of  2  parts  of  the  crystals  in  3  of 
water.  It  should  be  observed  that  water,  after  it  has  been 
saturated  with  one  salt,  will  still  continue  freely  to  dissolve  others. 

Many  substances  in  which  the  cohesion  amongst  their  particles 
is  weak  are  extensively  soluble  in  water,  though  they  have  but 
little  adhesion  to  it.  Such  substances  will  often-  be  displaced  by 
adding  a  solution  of  another  body  which  adheres  more  strongly  to 
water.  Prussian  blue,  for  example,  is  dissolved  by  distilled  water 
which  has  been  acidulated  with  oxalic  aeid;  but  it  is  precipitated 
by  adding  a  solution  of  common  salt,  or  of  sodic  sulphate,  and 
the  blue  compound  subsides  on  standing,  leaving  a  clear  colourless 
liquid  above  it. 

Although  in  the  majority  of  instances  the  solubility  of  a  sub- 
stance is  increased  by  heat,  it  is  not  uniformly  so.  Lime  and 
several  of  its  salts  ofier  remarkable  exceptions.  Water  just  above 
the  freezing  point  dissolves  nearly  twice  as  much  lime  as  it  does 
when  boiling;  so  that  if  water,  saturated  with  lime  in  the  cold, be 
heated,  it  becomes  millcy,  and  recovers  its  transparency  as  it  cools. 
Calcic  sulphate  is  also  slightly  more  soluble  in  w^ater  at  about 
100^  F.  (38°  C.)  than  it  is  in  boiling  water.  A  compound  of  lime 
and  sugar,  very  soluble  in  cold  water,  is  separated  from  the  solution 
almost  completely,  if  heated  to  boiling.  But  the  most  remarkable 
ease  of  the  kind  occurs  in  sodic  sulphate :  this  salt  (the  Glauber^s 
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salt  of  commerce)  when  crystallized  requires  about  lo  times  its 
weight  of  ice-cold  water  for  solution,  and  its  solubility  increases 
rapidly  as  the  temperature  rises,  until  it  reaches  33^  C.  (91^*4  F.) : 
from  this  point  until  the  solution  boils,  the  solubility  decreases ;  so 
that  when  a  portion  of  the  liquid  saturated  at  33°  is  heated  more 
strongly  without  allowing  the  water  to  evaporate,  hard  gritty 
crystals  are  deposited,  and  the  liquid  when  it  boils  retains  only 
about  four-fifths  of  the  quantity  which  was  dissolved  at  33°.  Sodic 
seleniate  exhibits  the  same  peculiarity;  so  also  does  ferrous  sul- 
phate, although  in  a  less  degree.  These  anomalous  results  may 
be  partly  explained  by  the  consideration,  that  heat  diminishes  the 
force  of  adhesion  as  well  as  that  of  cohesion  :  generally  speaking, 
cohesion  is  the  more  rapidly  diminished  of  the  two,  although  not 
uniformly  so ;  and  in  the  cases  of  which  we  are  now  speaking,  it 
would  appear  that  the  adhesion  to  water  decreases  in  a  greater 
ratio  than  the  cohesion  of  the  saline  particles.  An  important  ob- 
servation in  relation  to  this  subject  has  been  made  upon  the  com- 
position of  the  salts  jiist  mentioned,  which  have  been  found  to 
imdergo  a  change  at  a  temperature  below  that  of  boiling  water : 
at  the  temperature  of  the  air,  these  salts  contain  a  certain  quan- 
tity of  water,  known  as  water  of  crystallization :  but  this  water  is 
cither  wholly  or  partially  expelled  from  the  crystals  at  a  boiling 
heat.  The  hard  crystals  of  sodic  sulphate  which  are  deposited 
during  the  heating  of  the  saturated  solution  contain  no  water. 
The  supersaturation  of  saline  solutions  has  been  made  the  subject 
of  an  elaborate  series  of  researches  by  Lowel,  as  well  as  by  Gernez 
and  Jeannel.  In  the  course  of  these  inquiries,  it  appeared  that  in 
many  instances  a  salt  which  ordinarily  crystallizes  with  a  large  pro- 
portion of  water  may  be  obtained  in  two  or  more  different  crystal- 
line forms,  in  each  of  which  it  is  generally  united  with  a  different 
quantity  of  water  of  crystallization.  Sodic  sulphate,  for  example, 
may  be  obtained  in  three  different  forms — ^viz.,  i,  the  anhydrous 
salt  (Na^SOJ  ;  2,  a  hydrate  with  7  HgO;  and  3,  a  hydrate  with 
10  HgO.  Each  of  these  varieties  has  its  specific  solubility,  which 
differs  from  the  solubility  of  the  other  varieties  of  the  same  salt. 
It  is,  therefore,  possible  to  have  two  or  more  solutions  of  the 
same  salt  at  the  same  temperature,  each  of  which  shall  be  satu- 
rated, and  yet  each  of  which  shall  contain,  in  equal  weights, 
different  quantities  of  the  salt,  when  reduced  to  its  anhydrous 
condition — the  variation  depending  upon  differences  in  the  mole- 
cular constitution  of  the  salt.  Sodic  carbonate  (NagCOg),  besides 
its  ordinary  form  with  10  H3O,  crystallizes  in  two  different  forms, 
each  of  Avliich,  singular  to  say,  contains  7  H3O;  but  the  solu- 
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bility  of  these  two  varieties  is  different  j  and  a  similar  observation 
has  been  made  in  the  case  of  magnesic,  zincic,  ferrous,  and 
cupric  sulphates,  and  a  few  other  salts.  Salts  which  do  not  yield 
hjdrated  crystals  never  furnish  supersaturated  solutions.*^ 

Diffusion  of  Liquids, 

(56)  Adhesion  between  Liquids. — In  the  majority  of  instances 
adhesion  between  dissimilar  liquids  is  very  perfect ;  and,  from  the 
complete  mobility  of  the  particles,  the  two  liquids  become  perfectly- 
incorporated.  A  drop  of  alcohol  or  of  oil  of  vitriol  may  be  per- 
fectly mixed  with  a  quart  or  any  other  quantity  of  water ;  or  a 
drop  of  water  with  a  quart  of  alcohol  or  of  oil  of  vitriol.  There 
are  instances,  however,  in  which  this  perfect  solution  does  not 
take  place :  the  cohesion  of  the  particles  of  the  two  liquids  may, 
at  a  certain  point,  balance  their  adhesion  for  each  other,  and 
they  will  become  mutually  saturated.  For  this  reason,  when 
ether  is  mixed  with  water  by  agitation,  the  greater  part  will  sepa- 
rate on  allowing  the  mixture  to  repose :  the  ether  will  have  dis- 
solved an  eighth  or  a  tenth  of  its  bulk  of  water,  and  the  water 
will  have  taken  up  about  an  equal  proportion  of  ether.  In  a 
similar  way  the  essential  oils  are  soluble  only  to  a  very  small 
extent  in  water ;  oil  of  peppermint,  for  instance,  if  agitated  with 
water,  and  then  left  to  rest,  will,  for  the  most  part,  separate, 
although  a  sufficient  quantity  will  have  been  dissolved  to  commu- 
nicate the  flavour  and  odour  of  the  essence  to  the  water.  In 
other  instances,  the  separation  of  the  two  liquids,  as  when  oU  and 
water  are  mingled,  appears  to  be  complete. 

When  chloroform  is  dropped  into  distilled  water  it  sinks  gradoally,  and  the 
drops  preserve  their  rounded  outline :  but  if  a  drop  or  two  of  an  alkaline  solu- 
tion be  added,  the  surface  of  the  chloroform  becomes  flattened ;  and  it  resumes 
its  rounded  character  on  again  adding  a  few  drops  of  an  acid.  This  experiment 
shows  what  slight  circumstances  may  modify  the  cohesive  powers  of  a  liquid, 
and  its  degree  of  adhesion  to  others ;  the  adhesion  of  water  to  chloroform  being 


*  Gemez  enumerates  about  24  other  salts  in  addition  to  those  mentioned 
above,  as  being  able  to  furnish  supersaturated  solutions.  Among  these  he 
includes,  potash  and  ammonia  alum,  and  several  double  sulphates,  sodic  and 
ammonic  phosphates ;  ammonic,  strontic,  and  uranic  nitrates ;  sodic,  zincic,  and 
plumbic  acetates ;  potassic  arseniate,  ammonic  oxalate,  as  well  as  sodic  borate, 
hyposulphite  and  citrate ;  together  with  citric  and  tartaric  acids. 

Such  supersaturated  solutions  crystallize  at  once  on  the  addition  of  a  crystal 
of  the  salt  itself,  and  often  by  contact  with  a  glass  or  metallic  rod,  possibly 
owing  to  the  action  of  the  film  of  air  which  adheres  to  their  surface.  By  a 
sufficient  reduction  of  temperature,  all  these  supersaturated  solutions  crystallize, 
some  requiring  a  much  lower  temperature  than  others. 
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increased  by  the  addition  of  an  alkali,  and  being  again  diminished  by  neutralizing 
the  alkali. 

(57)  (Cohesion  Figures. — A  curious  illustration  of  the  struggle  between  the 
forces  of  cohesion  and  adhesion  is  exhibited  in  the  phenomena  of  cohesion  figures, 
to  which  attention  has  been  drawn  by  Tomlinson.  {Phil.  Mag.  Oct.  1861,  p. 
249,  and  March,  1862,  p.  186.)  These  phenomena  may  be  best  examined  by 
allowing  a  drop  of  some  liquid  sparingly  soluble  in  water,  such  as  kreasote,  or 
one  of  .the  essential  oils,  to  be  deposited  gentiy  upon  the  surface  of  clean  water 
in  a  wide  glass  vessel  perfectly  free  from  grease  :*  the  adhesion  of  the  drop  to  the 
snr&ce  of  the  water  will  cause  it  to  spread  out  into  a  film,  but  the  cohesion  of  the 
particles  composing  the  drop  immediately  produces  a  reaction ;  if  oil  of  lavender 
be  used,  the  film  opens  in  a  number  of  places,  producing  a  worm-eaten  pattern, 
resembling  that  shown  in  fig.  26.  The  arms  of  this  figure  tend  to  gather 
themselves  up  into  separate  smaller  drops,  the  adhesion  of  the  water  spreads 
them  out  again,  then  the  cohesion  of  the  oil  reacts  against  this,  and  soon  pre- 
vails ;  the  consequence  being  the  speedy  formation  of  the  original  drop  into  a 
number  of  discs,  with  sharp,  well-defined  outlines  and  convex  surfaces.  This 
action  is  often  so  rapid  that  it  requires  a  quick  eye  to  follow  all  the  changes. 

Now  it  appears  that  every  liquid  has  its  own  peculiar  figure,  by  which  it, 
pdeed,  may  often  be  easily  distinguished  from  other  liquids.     These  figures  are 


Fig.  27. 


Fig.  26. 


Fig.  28. 


usually  more  or  less  permanent,  according  as  the  liquid  under  trial  is  less  or 
more  soluble  in  water.  The  more  soluble  the  liquid,  the  more  quickly  does  the 
figure  disappear.  The  figure  of  kreasote  will  last  for  five  minutes  \  that  of  ether, 
or  of  alcohol,  but  for  the  fraction  of  a  second.  These  figures  are  often  extremely 
beautiful;  they  are   usually  altered  when  two  liquids  are  mingled  with  each 


*  The  best  way  to  secure  this  is  to  rinse  out  a  glass,  to  ordinary  appearance 
clean,  with  a  few  drops  of  oil  of  vitriol,  or  with  a  strong  solution  of  caustic 
potash,  which  must  be  allowed  to  flow  over  the  entire  surface,  then  to  wash  the 
;lass  out  with  abundance  of  clean  water,  not  touching  the  inside  either  with  the 
ingers  or  a  cloth. 
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other ;  and,  in  many  cases,  a  practised  eye  can,  by  the  form  of  the  figure  pro- 
duced, detect  with  certainty  the  nature  of  the  substance  which  has  been  added  to 
the  original  liquid.  Indeed,  it  appears  to  be  very  probable  that  this  fact  may 
be  extensively  useful,  as  affording  a  rapid  means  of  judging  approximatively  of 
the  purity  of  such  bodies  as  the  essential  oils,  many  of  which  are  often  largely 
adulterated  with  the  fixed  oils,  or  still  more  often  with  oil  of  turpentine.     Fig.  27 


Fig.  29. 


Fig.  30. 


shows  the  appearance  exhibited  by  kreasote ;  fig.  28,  of  pure  ether ;  fig.  29,  of 
alcohol.  Indeed,  the  films  of  fixed  oils  also  have  characters  perfectly  distin- 
guishable. Sperm,  fig.  30,  and  colza,  fig.  31,  each  have  their  own  cohesion 
figures ;  and  Tomlinson  considers  that  it  would  be  easy  for  any  one  to  detect  a 
mixture  of  the  two  by  the  appearance  of  the  film  produced  by  a  drop  of  such  a 
mixture,  the  result  being  such  as  is  shown  in  fig.  32. 


Fig.  qi. 


Fig.  32. 


^i®- 33-  (58)  Diffusion  of  Liquids, — If  two  liquids  sus- 

ceptible of  permanent  admixture  with  each  other, 
but  of  different  densities,  be  placed  in  the  same 
vessel,  they  will  gradually  become  intermixed  : — 
if,  for  instance,  a  tall  jar  be  filled  with  the  blue  in- 
fusion of  litmus  for  about  two-thirds  of  its  capa- 
city, and  by  means  of  a  long  fiinnel,  as  shown  in 
fi^-  33>  ^  quantity  of  oil  of  vitriol  be  cautiously 
poured  in,  so  as  to  occupy  the  lower  portion  of 
the  jar,  it  will  be  found,  after  the  lapse  of  two  or 
three  days,  that  the  acid  has  become  diffused 
through  the  liquid,  which  will  consequently  have 
assumed  a  red  colour  throughout.  If  watched  at 
intervals,  the  progress  of  the  mixture  may  be 
traced  by  the  gradual  change  of  colour  from  below  upwards. 
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Graham  in  liis  researches  upon  this  subject  employed  a  very 
simple  apparatus  (fig.  34),  for  measuring  the  rate  at  which  the 
diflPusion  takes  place.     His  experiments  were  Fig,  34. 

performed  principally  upon  solutions  of  saline 
bodies,  which  were  allowed  to  difiuse  into 
water.  A  number  of  small  phials  of  equal 
capacity  (about  ii4°*®'  or  4  oz.  each),  were 
prepared,  with  the  necks  ground  to  a  uniform 
aperture  of  31*5™^  or  1*24  inches  in  dia- 
meter ;  iixto  these  phials  the  solutions  for  ex- 
periment were  poured,  to  within  13™™-  or 
half  an  inch  of  the  top ;  the  phials  were  then 
filled  up  with  pure  water.  Thus  charged,  each 
phial  was  closed  by  a  glass  plate,  and  placed  in  a  cylindrical  vessel 
containing  about  %o  oz.  {o'^6'j  litre)  of  distilled  water,  the  mouth 
of  the  solution  phial  being  at  least  a^T"^'  below  the  surface  of 
the  water  in  the  exterior  vessel.  The  glass  plate  was  then  cau- 
tiously removed.  The  apparatus  was  afterwards  set  aside  in  an 
undisturbed  place,  and  maintained  at  a  steady  temperature  for 
several  days.  After  a  suflScient  lapse  of  time,  the  mouth  of  the 
solution  phial  was  again  closed  with  a  plate  of  glass,  and  the 
vessel  withdrawn  fi'om  the  larger  jar.  The  water  in  the  outer 
jar  was  evaporated,  and  the  salt  that  had  passed  into  it  was  easily 
determined  by  weight.  {Phil.  Trans.  1850,  pp.  i  and  805.)  This 
plan  of  procedure  is  distinguished  by  the  term  phiaUdiffusion. 

In  his  more  recent  experiments  Graham  adopted  the  method  of  jar-diffu' 
sion : — In  these  a  cylindrical  jar  of  about  15  centimetres  in  height  and  10  centi- 
metres in  width  was  employed ;  0*7  litre  of  distilled  water  was  placed  in  the  jar, 
and  then  by  means  of  a  pipette  terminating  in  a  very  fine  capillary  tube,  o'l  litre 
of  the  solution  for  diffusion  was  added  slowly,  so  as  to  form  a  stratum  at  the 
bottom  of  the  jar.  The  jar  was  then  set  aside  for  some  days  in  an  apartment 
maintained  at  a  constant  temperature.  At  the  end  of  the  time  the  rate  of  dif- 
fusion was  ascertained  by  drawing  off  successive  layers  of  the  liquid  in  the  jar  by 
means  of  a  fine  syphon.  The  open  end  of  the  short  limb  of  the  syphon  was  kept 
in  contact  with  the  surface  of  the  fluid,  and  successive  measures  of  50  cub.  centim. 
(or  -j^  of  the  whole  contents  of  the  jar)  were  drawn  off  into  separate  vessels  and  , 
evaporated  or  analysed.  In  this  way  the  amount  of  diffusion  into  each  successive 
layer  of  liquid  was  ascertained. 

(59)  Laws  of  Diffusion  of  Liquids, — From  experiments  con- 
ducted upon  this  principle  several  important  conclusions  have 
been  deduced : — 

i.  It  is  found  that  by  employing  solutions  of  the  same  sub- 
stance, but  of  diflFerent  degrees  of  strength,  the  quantities  of  the 
substance  difiused  in  equal  times  are,  cteteris  paribits,  proportioned 
to  the  quantity  in  the  solution.     For  example,  four  difiFerent  solu- 
1  G 
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tions  of  common  salt,  in  water,  were  prepared,  containing  respec- 
tively, I,  2,  3,  and  4  parts  of  salt  to  100  parts  of  water.  In 
eight  days^  time  the  quantities  diffused  were,  in  the  first  solution^ 
2*78  grains ;  in  the  second,  5*54  grains,  or  just  double  the  amount ; 
in  the  third,  8*37  grains,  or  three  times  the  quantity ;  and  in  the 
fourth,  II" II  grains,  or  almost  exactly  four  times  the  amount 
di£Fased  from  the  first  solution. 

ii.  No  direct  relation  is  observable  between  the  specific  gravity 
of  a  solution  and  its  diflFusibility,  but  the  quantities  of  the  sub- 
stance diffused  from  solutions  containing  equal  weights  of  different 
bodies  vary  with  the  nature  of  the  substance,  as  wiU  be  seen  by- 
reference  to  the  following  table.  The  solutions  in  each  case  con- 
tained 20  parts  of  the  solid,  dissolved  in  100  parts  of  water,  and 
were  exposed  for  eight  days  at  a  temperature  of  16°  C. 

Diffimbiliiy  of  Solids  in  Solution. 


Substances  used. 

Sp.  gr.ofsolation 

Weight  injrains 

Sodic  Chloride 

1-1265 

58-68 

Magnesio  Sulphate 

1-185 

37-42 

Sodic  Nitrate 

I-I20 

51-56 
69-32 

Sulphuric  Acid        

i-io8 

Sugar  Candy 

1*070 

2674 

Barley  Sugar 

Starch  Sugar ... 

Treacle  (of  Cane  Sugar) 

V066 

26'2l 

ro6i 

26-94 

1*069 

32-55 

Gum  Arabic    ,. 

I '060 

13*24 

Albumin 

I '053 

3*o8 

The  extreme  slowness  with  which  albumin  becomes  diflFiised  is 
remarkable ;  and  is  no  doubt  connected  with  its  functions  in  the 
animal  system,  where  it  is  present  so  abundantly  in  the  serum  of 
the  blood  and  in  other  important  liquids. 

On  comparing  together  the  times  in  which  different  sub- 
stances are  diffused  in  equal  quantities,  some  remarkable  nume- 
rical relations  were  discovered,  and  a  close  parallelism  was 
observed  to  hold  between  the  phenomena  of  liquid  diffusion  and 
those  which  accompany  the  division  of  gases  (67). 

It  has  been  found  that  saline  substances  may  be  arranged 
in  groups,  the  members  of  each  group  being  equi-difiusive,  and 
the  rates  of  diffusion  in  each  group  being  connected  with  the 
rate  of  diffusion  of  the  other  groups  by  a  simple  numerical 
relation.  Equi-diffiisive  groups  coincide  in  many  cases  with  iso- 
morphous  groups,  but  are  often  more  comprehensive.     The  rela- 


Digitized  by  VjOOQIC 


EQUI-DIF7USIVE   GBOUFS   OF   SALTS. 


83 


tions  of  the  most  important  of  these  equi*diffiisiye  groups  may 
be  pointed  out,  as  follows  : — 

The  first  group  contains  hydrochloric,  hydriodic,  and  hydro- 
bromic  acids;  perhaps  also  nitric  acid.  These  acids  are  the 
most  difiusible  substances  known.  The  second  group  contains 
potassic  hydrate,  and  probably  ammonia.  The  third  group, 
nitrates  of  potassium  and  ammonium,  chloride,  bromide,  iodide, 
and  chlorate  of  potassium,  and  chloride  of  ammonium.  The 
fourth,  sodic  nitrate,  chloride,  bromide,  and  iodide.  The  fifth, 
potassic  sulphate,  carbonate,  and  ferrocyanide,  as  well  as  ammo- 
nium sulphate;  probably  also  the  normal  and  acid  chromate, 
acid  carbonate,  acetate  and  ferricyanide  of  potassium.  The 
sixth  group  contains  sodic  sulphate  and  carbonate;  and  the 
seventh,  magnesic  and  zincic  sulphates.  The  nitrates  of  barium, 
strontium,  and  calciuifi  also  form  an  equi-diffusive  group. 

On  comparing  together  the  squares  of  the  times  in  which 
equal  quantities  of  these  different  salts  are  diffused,  these  numbers, 
exhibit  a  very  interesting  proportion  to  each  other,  which  is 
illustrated  by  the  following  table.  In  the  first  column  of  figures 
the  relative  diffusibility  of  the  different  groups  is  given  as  com- 
pared with  the  hydrochloric  acid  group;  the  second  shows  the 
times  required  for  the  diffusion  of  equal  weights  of  the  individuals 
composing  each  group ;  and  in  the  third  is  shown  the  ratio  of 
the  squares  of  those  times  of  equal  division. 

Ratio  of  Liquid  Diffusion. 


Ofoups. 

Bate  of 
Diffutioii. 

Timas  of  equal 

Batioof 
Squares  of  tinea 
of  =  DiflVuion. 

1.  Hydrochloric  Add  ... 

2.  Potassic  Hydrate     ...     , 

3.  Potassic  Nitrate      ... 

4.  Sodic  Nitrate   

5.  Potassic  Sulphate    ... 

6.  Sodic  Sulphate 

7.  Magnesic  Sulphate  ... 

I-OOO 

o-8oo 

0-565 
0-462 
0400   . 
0-326 
0'20O 

I-OOO 
1-250 
1-770 

2154 
2-500 
3-067 

5*000 

I 

1-62 

3*24 

6-35 

9 

25 

It  has  been  observed  that  in  the  case  of  gases  (67),  the 
squares  of  the  times  required  for  the  diflftision  of  equal  volumes 
are  to  one  another  in  the  inverse  ratio  of  their  densities.  And 
hence  it  has  been  inferred  by  analogy  that  the  molecules  of  these 
salts  as  they  exist  in  solution,  possess  densities  which  are  to 
each  other  as  the  squares  of  their  times  of  equal  diffusion :  that> 
for  example,  the  solution  densities  of  hydrochloric  acid,  potassic 
hydrate,  and  potassic  nitrate,  are  as  i  :  1*62  :  3*24. 
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All  experiments  on  the  diffusion  of  liquids  proceed  with 
greater  regularity  in  dilute  solutions:  as  the  liquid  approaches 
the  point  of  saturation  the  uniformity  of  action  is  interfered 
with,  by  the  tendency  to  cohesion  of  the  particles  of  the  solid. 

iii.  The  quantity  of  any  substance  diffused  from  a  solution  of 
uniform  strength  increases  as  the  temperature  rises  :  for  example, 
the  rate  of  diffusion  of  hydrochloric  acid  increases  as  follows  : — 


F. 

C. 

Diffusio] 

a  at  60° 

^b'^'S'     . 

= 

I 

}> 

80° 

2f       .       . 

= 

1-3545 

yy 

100° 

38°       .       . 

= 

17732 

a 

120° 

49°     .     . 

= 

ri8i2 

Graham  supposed  from  his  early  experiments  that  the  ratio  of 
diffusion  between  different  bodies,  if  compared  at  the  same  tem- 
perature, remains  constant,  whatever  the  temperature  at  which 
.the  comparison  is  made ;  but  subsequent  experiments  have  led 
him  to  the  conclusion,  that  the  more  highly  diffiisive  the  substance, 
the  less  does  it  gain  in  diffusiveness  by  rise  of  temperature. 

iv.  It  is  found  that  if  two  substances  which  do  not  combine 
chemically,  and  which  possess  different  degrees  of  diffusiveness, 
be  mixed  in  solution,  and  be  placed  in  a  diffusion  cell,  they  may 
be  partially  separated  by  the  process  of  diffusion,  the  more  diffu- 
sible one  passing  out  the  more  rapidly ;  the  salt  which  is  least 
soluble  having,  however,  its  diffusiveness  somewhat  reduced  in 
proportion  to  the  other.  Upon  this  fact  Graham  observes,  *  The 
mode  in  which  the  soil  of  the  earth  is  moistened  by  rain  is 
peculiarly  favourable  to  separations  by  diffusion.  The  soluble 
salts  of  the  soil  may  be  supposed  to  be  carried  down  together, 
to  a  certain  depth,  by  the  first  portion  of  rain  which  falls,  while 
they  afterwards  find  an  atmosphere  of  nearly  pure  water  in  the 
moisture  which  falls  last,  and  occupies  the  surface  stratum  of  the 
soil;  diffusion  of  the  salts  upwards,  with  its  separations  and 
decompositions,  must  necessarily  ensue.  The  salts  of  potash  and 
ammonia,  which  are  most  required  for  vegetation,  possess  the 
highest  diffusibility,  and  will  rise  first.  The  pre-eminent  diffu- 
sibility  of  the  alkaline  hydrates  may  also  be  called  into  action  in 
the  soil  by  hydrate  of  lime,  particularly  as  quicklime  is  applied 
as  a  top-dressing  to  grass  lands.' 

In  some  cases  even  chemical  decomposition  may  be  effected 
by  the  process  of  liquid  diffusion.  Thus,  if  a  solution  of  ordinary 
alum  (which  is  a  compound  of  potassic  and  aluminic  sulphates  in 
fixed  proportions)  be  placed  so  as  to  become  diffused  into  water. 
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tlie  potassic  sulphate  will  pass  out  more  rapidly  in  proportion  to 
the  quantity  present  than  the  aluminic  sulphate. 

V.  Provided  that  the  liquids  be  dilute,  it  appears  that  one 
substance  will  become  diflfiised  iuto  water  already  containing 
another  body  in  solution,  just  as  into  pure  water ;  but  the  rate  is 
materially  reduced  if  a  portion  of  the  diffusing  substance  be 
already  present  in  the  liquid  atmosphere. 

In  comparing  with  these  the  phenomena  of  gaseous  diffusion 
(67),  it  will  be  seen  how  closely  all  these  points  coincide  in  the 
two  cases. 

(60)  Osmose, — Intimately  connected  with  the  process  of  liquid 
diffdsion  are  the  changes  which  occur  when  the  two  liquids  are 
separated  by  the  intervention  of  a  porous  diaphragm.  The  phe- 
nomena here  are,  however,  more  complicated,  from  the  part 
exercised  upon  the  result  by  the  adhesion  of  the  two  liquids 
to  the  material  of  the  diaphragm.  The  process  of  mixture  will  go 
on  in  this  case  notwithstanding  the  direct  opposition  of  gravitation. 

The  following  experiment  exhibits  this  fact  in  a  striking  YiQr,  35. 
manner  : — Provide  a  funnel,  or  a  small  jar  (fig.  ^^),  open  at  top 
and  bottom,  and  furnished  with  a  long,  narrow  stem ;  over  the 
open  mouth  of  the  jar  tie  a  piece  of  moistened  bladder ;  fill  the 
jar  and  a  portion  of  the  stem  with  spirit  of  wine  (or  with  a 
solution  of  sugar  in  water),  then  place  the  jar,  with  its  broad  end 
downwards,  in  a  shallow  vessel  containing  water,  noting  the 
height  at  which  the  spirit  or  the  solution  stands  in  the  stem. 
In  the  course  of  a  few  hours  the  column  of  liquid  will  be  found 
to  have  increased  in  height,  and  if  sufficient  time  be  allowed,  it 
will  have  risen  to  the  top  of  the  tube,  and  will  at  length  over- 
flow. This  phenomenon  has  been  explained  in  the  following 
manner : — 

Owing  to  its  greater  adhesion  to  water  than  to  i^  ] 
spirit,  the  bladder  is  easily  moistened  by  the  water 
in  contact  with  its  lower  surface,  whilst  the 
spirit  above  wets  the  bladder  with  difficulty;  the 
water  rises  into  the  bladder  by  capillary  attraction,  and  fills 
its  pores ;  it  thus  reaches  the  upper  surface,  where  it  comes  into 
contact  with  the  spirit ;  a  true  liquid  diffusion  of  the  water 
through  the  spirit  then  commences  (owing  to  the  adhesion  be- 
tween the  two  liquids)  ;  a  fresh  portion  of  water  rises  from  below 
into  the  pores  of  the  bladder  to  supply  the  place  of  that  which 
has  been  removed,  and  thus  the  liquid  within  the  funnel  is  con- 
stantly increasing  in  bulk,  until  at  length,  even  in  opposition  to 
gravity,  the  liquid  overflows ;  this  flowing  in  of  the  liquid  was 
termed  by  Dutrochet,  who  first  particularly  examined  it,  endos- 
mosis  (from  svSov,  inwards,  and  wa/nog,  impulse).     At  the  same 


Digitized  by  VjOOQIC 


86  ENDOSM08IS  AND   EXOSMOSI8, 

time  that  this  action  proceeds  from  without  inwards,  a  very 
small  quantity  of  spirit  is  pasring  out  by  a  similar  process  into 
the  water  below,  and  this  flowing  out  of  the  vessel  is  designated 
exosmosis.  Upon  this  view  the  conditions  essential  to  the  phe- 
nomenon are  the  more  complete  adhesion  of  the  bladder  to  one 
liquid  than  to  the  other,  and  the  existence  of  a  certain  degree  of 
adhesion  between  the  two  liquids.  Whenever  these  conditions 
are  realized,  no  matter  what  the  liquids  may  be,  the  liquid  which 
most  freely  wets  the  membrane  passes  out  more  rapidly  than  the 
other  passes  in.  If  a  film  of  collodion,  which  is  more  easily 
wetted  by  alcohol  than  by  water,  be  substituted  for  the  bladder 
in  the  foregoing  experiment,  the  direction  of  the  osmose  will  be 
reversed,  and  the  alcohol  will  pass  into  the  water  more  rapidly 
than  the  water  into  the  alcohol. 

The  foregoing  explanation,  although  it  is  probably  true  for 
the  particular  experiment  with  alcohol  and  water,  is  however  in- 
adequate to  explain  the  phenomenon  generally,  which  is  one  of 
continual  occurrence,  and  is  of  importance,  especially  when 
viewed  in  its  physiological  bearings :  the  investigations  of 
Graham  {Phil.  Trans.  1854,  p.  177)  have  also  proved  it  to 
possess  considerable  interest  in  a  purely  chemical  sense. 

(61)  Conditions  of  Osn^ose. — The  osmometer  used  in 
these  experiments  is  represented  in  fig.  ^6.  It  consists  of  a 
bell-jar,  a,  of  a  capacity  of  j  or  6  ounces  (from  i  jo  to  200 
cub.  centimetres),  over  the  open  mouth  of  which  a  plate  of 
perforated  zinc  is  placed,  and  over  this  is  securely  tied  a  piece 
of  fresh  ox-bladder  with  the  muscular  coat  removed,  or  else 
an  artificial  membrane  formed  by  calico  soaked  in  white  of 
egg  and  dipped  into  boiling  water  to  coagulate  it ;  to  the 
upper  aperture  of  the  bell- jar,  a  tube,  one- tenth  of  the 
diameter  of  the  lower  opening  of  the  jar,  is  fitted.  This  tube 
is  open  at  both  ends,  and  is  graduated  into  millimetres.  A 
rise  or  fall  of  liquid  in  the  narrow  tube  amounting  to  100 
millimetres  therefore  represents  the  entrance  or  removal  of  a 
stratum  of  liquid  of  i  millimetre  in  thickness  over  the  whole 
surface  of  the  membrane.  In  using  the  instrument,  the 
membrane  is  well  macerated  in  pure  water,  and  the  saline 
solution  introduced  into  the  jar,  a,  until  it  stands  at  a  fixed  mark  in  the  narrow 
tube.  The  apparatus  is  then  placed  on  a  tripod  stand  in  a  tall  cylindrical  jar, 
B,  and  distilled  water  poured  in  until  it  stands  exactly  at  the  level  of  the  liquid 
in  the  tube.  During  the  whole  experiment  this  level  is  carefully  maintained,  by 
the  addition  or  removal  of  water  in  the  outer  jar,  as  circumstances  require. 

The  principal  points  which  were  ascertained  by  experiments 
conducted  in  this  way  were  the  following: — 

i.  Neutral  organic  substances,  sach  as  urea,  gum  arabic,  sugar 
of  milk,  gelatin,  and  salicin,  exercise  little  or  no  osmotic  action, 
ii.  Strictly  neutral  salts,  such  as  magnesic  sulphate,  sodic 
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chloride^  and  baric  chloride^  exercise  no  peculiar  osmotic  power^ 
"but  appear  to  follow  nearly  the  same  rate  of  diffiision  as  that 
^hich  is  obseryed  when  no  porous  partition  is  used. 

iii.  Alkaline  solutions^  and  especially  the  solutions  of  the 
potassic  and  sodic  carbonates^  on  the  contrary^  produce  endosmosis 
to  a  most  remarkable  extent.  This  effect  is  observed  even  in  so- 
lutions which  contain  not  more  than  i  part  of  the  salt  to  looo  of 
water.  Indeed^  it  was  found  generally  that  these  osmotic  pheno- 
mena were  most  strongly  developed  in  dilute  solutions^  such^  for 
instance^  as  did  not  contain  more  than  2  per  cent,  of  the  salt.  In 
these  experiments  a  large  bulk  of  water  entered  the  osmometer^ 
whilst  only  a  very  small  portion  of  the  alkaline  salt  escaped  into 
the  water  of  the  outer  jar.  For  example^  in  5  hours^  when  a 
solution  of  potassic  carbonate  containii^g  1  part  of  the  salt  in 
1000  of  water  was  placed  in  the  osmometer,  the  liquid  in  the 
stem  of  the  instrument  rose  through  192  divisions ;  and  for  each 
milligramme  of  potassic  carbonate  that  became  diffused  into  the 
outer  cylinder,  upwards  of  550  mgrms.  of  water  entered  the 
osmometer;  but  when  a  solution  which  contained  i  per  cent,  of 
potassic  carbonate  was  used^  not  much  more  than  63  mgrms.  of 
water  entered  the  instrument  for  each  milligramme  of  carbonate 
that  became  diffiised  into  the  outer  cylinder.  When  the  liquid 
rises  in  the  osmometer,  Graham  distinguishes  it  as  positive  osmose. 

iv.  On  the  other  hand,  dilute  acids,  and  solutions  of  acid  salts 
generally,  produce  a  current  in  the  opposite  direction ;  consequently 
the  column  falls  in  the  stem  of  the  osmometer.  This  effect  is 
•distinguished  as  negative  osmose. 

Salts  which  admit  of  division  into  a  basic  salt  and  free  acid 
exhibit  osmotic  properties  in  a  high  degree.  This  is  well  seen  in 
the  case  of  aluminic  acetate,  plumbic  nitrate,  zincic  chloride,  and 
the  chromic  and  ferric  salts.  The  acid  travels  outwarAs  by  diffu- 
43ion,  and  the  inner  surface  of  the  membrane  is  left  in  a  basic 
<X)ndition,  whilst  the  outer  surface  is  acid — conditions  highly 
i^ELvourable  to  rapid  positive  osmose. 

V.  In  every  instance  in  which  osmotic  action  is  observed  (ex- 
<cept  in  the  cases  of  alcohol  and  cane  sugar),  a  chemical  action  on 
the  material  of  the  septum,  whether  it  consists  of  bladder  or  of 
earthenware,  invariably  occurs ;  and  it  is  remarkable,  that  if  porous 
materials,  not  susceptible  of  decomposition  by  the  liquids,  be  made 
use  of  as  a  partition,  the  osmotic  phenomena  become  insignificant: — 
for  instance,  a  plug  of  gypsum,  of  washed  unbaked  clay,  of  tanned 
leather,  or  of  compressed  charcoal,  although  suflBciently  porous, 
gives  rise  to  little  or  no  osmotic  action.    To  induce  osmose  under 
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the  most  favourable  circumstances,  the  chemical  action  on  the 
septum  must  be  different  on  the  two  sides,  not  only  in  degree, 
but  also  in  kind;  such  as  is  produced  by  the  presence  of  acid 
upon  one  surface,  and  of  alkali  on  the  other,  and  the  septum 
itself  must  belong  to  the  class  of  colloids  (62).  These  circum- 
stances are  especially  interesting  jfrom  their  chemical  bearings,  as 
is  also  the  next  point,  which  is  no  doubt  connected  with  the 
influence  of  the  colloid  employed  as  the  septum. 

vi.  Two  salts,  when  mixed,  often  have  an  osmotic  action  very- 
different  from  that  which  they  exercise  separately.  For  example^ 
perfectly  neutral  potassic  sulphate  has  a  feeble  positive  osmose, 
represented  by  a  rise  of  20^^'  in  5  hours.  The  addition  of  i 
part  of  potassic  carbonate  to  10,000  of  the  solution  raised 
it  to  nearly  loo"^™*  in  5  hours,  whilst  an  equally  minute  trace  of 
hydrochloric  acid  stopped  the  osmose  almost  entirely.  Similar 
results  were  obtained  with  sodic  sulphate.  Sodic  chloride,  on 
the  other  hand,  exhibits  a  remarkable  power  of  reducing  osmotic 
action  in  other  salts.  The  osmose  of  a  solution  of  sodic  carbonate, 
containing  two-q  of  ^^^  carbonate,  was  reduced  from  179™™-  to 
32"*"*,  by  the  addition  of  i  per  cent,  of  sodic  chloride.  From 
other  experiments,  it  appears  farther  that  two  different  saline 
solutions,  one  placed  in  the  osmometer,  the  other  in  the  outer  jar, 
each  SQlution  holding  equal  weights  of  the  different  salts  dissolved 
in  the  same  bulk  of  water,  may  also  give  rise  to  osmotic  action, 
when  separated  by  a  suitable  porous  partition. 

Liebig  has  shown  that  the  mechanical  force  of  the  osmotic 
curreut  may  be  measured  by  the  following  simple  means : — Let  the 
open  extremity  of  the  shorter  limb  of  a  glas«  tube  bent  into  the  form 
of  a  syphon  be  closed  by  a  piece  of  bladder,  pour  a  little  mercury 
into  the  bend  of  the  tube,  and  fill  the  shorter  limb  with  the  saline 
liquid  under  experiment ;  immerse  the  bend  of  the  tube  and  the 
membrane  in  water,  leaving  the  extremity  of  the  longer  limb  open : 
as  the  water  enters  the  tube,  the  mercury  will  be  raised  in  the  longer 
limb,  and,  when  the  column  reaches  a  certain  height,  the  two  liquids 
will  intermix  without  change  of  volume.  The  length  of  the  column 
which  has  been  raised  above  the  level  of  the  surface  of  the  mer- 
cury in  the  shorter  limb  must  be  measured,  and  when  compared  with 
the  length  of  the  column  obtained  with  other  liquids  under  similar 
circumstances,  it  affords  a  comparative  measure  of  the  osmotic  force 
for  each.  Osmotic  action  thus  offers  an  interesting  case  of  the 
direct  conversion  of  chemical  attraction  (on  the  septum)  into  motive 
power,  the  extent  of  which  admits  of  ready  numerical  expression. 

Osmotic  phenomena  are  constantly  going  on  both  in  plants  and 
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in  animals ;  for  in  their  tissues,  liquids  of  very  different  natures, 
sometimes  acid,  still  more  often  alkaline,  are  circulating  through 
vessels  necessarily  constructed  of  flexible  and  porous  materials ;  and 
in  the  economy  both  of  the  vegetable  and  of  the  animal  creation 
such  actions  are  of  the  highest  importance  to  the  due  performance 
of  the  vital  functions.  In  fact,  we  as  yet  know  not  how  intimately 
the  entire  processes  of  absorption,  nutrition,  and  secretion  are 
connected  with  the  operations  of  liquid  diffusion  and  of  endosmosis. 

(62)  Dialysis — Crystalloids  and  Colloids. — In  a  subsequent 
memoir  {Phil.  Trans.  1861,  p.  183),  Graham  has  pursued  the  subject 
of  liquid  diffusion,  and  applied  the  process  to  the  purposes  of  che- 
mical analysis.  The  most  remarkable  conclusion  at  which  he 
arrives  in  this  memoir  is  that  all  bodies  are  chemically  referable 
to  one  or  other  of  two  great  classes,  which  he  distinguishes  as 
crystalloids  and  colloids.  Bodies  susceptible  of  crystallization,  or 
crystalloids,  form  a  solution  generally  free  from  viscosity,  and 
they  are  always  sapid ;  they  are  especially  endowed  with  the  ten- 
dency to  diffusion  through  a  porous  septum :  whilst  the  colloids, 
or  jelly-like  substances  (from  JC0XX17,  glue),  such  as  gum,  starch, 
dextrin,  tannin,  gelatin,  albumin,  and  caramel,  are  characterized 
by  a  remarkable  sluggishness  and  indisposition  to  diffusion  or  to 
crystallization ;  when  pure,  they  are  also  tasteless  or  nearly  so. 

Magnesic  sulphate,  for  instance,  one  of  the  least  diffusible 
crystaUine  bodies,  has  a  difiusibility  7  times  as  great  as  that  of 
albumin,  and  14  times  as  great  as  that  of  caramel,  if  compared 
by  determining  the  relative  weights  which  are  diffused  in  equal 
times  under  similar  circumstances. 

If  we  compare  together  the  times  required  for  the  diffusion  of 
equal  weights  of  different  substances,  calling  the  time  of  hydro- 
chloric acid,  the  most  diffusible  of  known  bodies,  unity,  the  following 
table  may  be  formed  of 

Approximative  Times  of  Equal  Diffusion. 

Hydrochloric  acid i 

Sodic  chloride a'33 

Cane-sugar 7 

^  Magnesic  sulphate 7 

Albumin 49 

Caramel 98 

In  making  these  experiments,  some  insoluble  colloid,  such  as 
a  sheet  of  the  paper  modified  by  sulphuric  acid,  which  is  well 
known  under  the  name  of  ^  parchment  paper,^  is  employed  as  a 
septum  through  which  the  diffusion  may  take  place.     A  ready 
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dialysis  (from  Sea,  asunder,  Xvcrcc^  separation),  or  separation  of 
crystalloid  and  colloid  bodies,  may  be  effected  in  the  following 
manner : — Prepare  a  shallow  tray  by  stretching  a  sheet  of  parch- 
ment paper  over  one  side  of  a  hoop  of  gutta  percha ;  place  the 
mixture  for  experiment  in  the  tray,  and  then  float  it  in  a  shallow 
dish  of  pure  water,  the  bulk  of  the  water  being  from  4  to  lo  times 
that  of  the  mixture.  In  the  course  of  24  or  48  hours,  the  sepa^ 
ration  will  have  taken  place  more  or  less  completely.  In  this  w^y 
a  solution  of  arsenious  acid,  for  instance,  after  admixture  with 
various  articles  of  food,  readily  diffuses  out.  If  the  diffusate  be 
evaporated  down  to  a  small  bulk,  the  arsenious  acid  may  be  ob- 
tained nearly  free  from  organic  matter,  and  sufficiently  pure  to 
yield  a  yellow  precipitate  with  sulphuretted  hydrogen. 

The  process  of  dialysis  has  already  received  important  appli- 
cations both  in  pharmacy  and  in  the  laboratory.  In  the  exami- 
nation of  organic  mixtures  for  poisons,  it  affords  a  simple  method 
of  separating  almost  all  crystalline  bodies,  such  as  the  mineral 
poisons  and  the  vegetable  alkaloids,  from  the  mass  of  organic  fluids 
without  introducing  any  extraneous  substance,  thus  leaving  the 
mixture  perfectly  fit  for  other  modes  of  examination. 

Many  colloidal  bodies  of  organic  origin,  such  as  gum,  albumin, 
or  caramel,  may  in  a  similar  way  be  freed  from  saline  impurities, 
which  it  is  very  difficult,  if  not  impossible,  to  remove  by  other 
means.  Diffiision,  indeed,  takes  place  very  perfectly  from  solid 
hydrated  colloids ;  this  may  be  shown  in  a  striking  manner  by  the 
following  experiment : — 

Let  10  parts  of  common  salt  and  2  of  gelose,  or  Japanese  gelatin,  be 
dissolved  in  hot  water,  'which  must  be  added  till  it  forms  100  parts  of  solution. 
If  this  be  poured  into  a  glass  jar,  it  will  set,  on  cooling,  into  a  firm  jelly ;  now 
pour  upon  this  700  parts  of  a  similar  solution  of  gelose,  but  containing  no  sodic 
chloride ;  this  also  will  set  into  solid  jelly.  In  an  experiment  made  in  this  way, 
the  whole  was  left  undisturbed  for  eight  days,  and  the  result  was  compared  with 
a  similar  experiment,  in  which  diffusion  of  the  salt  was  allowed  to  take  place  into 
an  upper  stratum  of  water  instead  of  one  of  gelose.  The  rate  of  diffusion  was 
found  to  be  nearly  the  same  in  the  two  cases,  but  rather  the  more  rapid  in  the 
case  of  the  solid  jelly.  This  process  may  be  watched  very  readily  by  substituting  a 
coloured  salt,  such  as  cupric  sulphate,  or  potassic  dichromate,  for  the  sodic  chloride. 

Graham  has  suggested  the  following  explanation  of  the  process 
of  dialysis : — The  water  in  the  colloidal  septum  is  not  directly 
available  as  a  medium  for  diffiision,  being  in  a  state  of  true  chemical 
combination,  feeble  though  it  be.  Soluble  crystalloids,  however, 
can  separate  water,  molecule  after  molecule,  from  the  hydrated 
colloid  constituting  the  septum;  the  crystalloid  in  this  manner 
obtains  the  liquid  medium  required  for  its  diffusion,  and  thus 
makes  its  way  through  the  gelatinous  septum. 
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Graham  indeed  supposes  that  the  coats  of  the  stomach  dialyse 
the  food  during  digestion,  absorbing  the  crystalloids  and  rejecting 
all  the  colloids,  an  action  favoured  by  the  thick  coating  of  mucus 
which  generally  lines  the  stomach.  This  suggestion  probably 
requires  some  limitation ;  otherwise  starch,  gelatin,  and  other  col- 
loids, unless  previously  converted  into  crystalloids,  would  be  wholly 
unabsorbed  after  they  have  been  swallowed.  The  process  of  dialysis, 
though  most  commonly  exhibited  in  animal  and  vegetable  textures, 
is  not  confined  to  them.  For  example,  the  cementation  of  iron,  or 
the  process  of  its  slow  carburation  during  its  conversion  into  steel, 
is  supposed  to  be  due  to. colloid  diffiision,  the  pasty  condition  to 
which  iron  is  reducible  at  a  certain  elevation  of  temperature  being 
Teferred  by  Graham  to  its  assumption  of  the  colloidal  form. 

Colloid  bodies  do  not  necessarily  belong  to  the  organic  king- 
dom, though  they  are  most  frequently  met  with  amongst  its  con- 
stituents; and  owing  to  their  tendency  to  undergo  slow  but 
perpetual  molecular  change,  together  with  their  peculiar  relations 
to  water,  they  seem  to  be  especially  suited  to  form  the  plastic 
materials  required  for  building  up  the  tissues  of  the  living  organism. 

Indeed,  the  crystalloid  appears  to  be  the  static,  whilst  the  col- 
loid is  the  djmamic  condition  of  a  body ;  and  the  usual  tendency 
of  the  colloid  is  gradually  to  approach  the  crystalloid  form. 

The  chemistry  of  a  body  in  the  coUoid  condition  is  very  dif- 
ferent from  that  of  the  same  body  in  its  crystalloid  form.  Hydrated 
or  gelatinous  silicic  acid,  soluble  alumina,  a  particular  soluble  form 
of  hydrated  ferric  oxide,  and  of  chromic  oxide,  are  instanced  by 
Graham  as  belonging  to  the  class  of  inorganic  colloids.  Each 
of  them,  in  this  state,  possesses  properties  quite  different  from 
those  which  it  exhibits  in  its  ordinary  or  crystalline  form.  Some 
colloids  are  soluble  in  water,  as  gel^itin  and  gum  arabic ;  some 
are  insoluble,  like  gum  tragacanth :  some  form  solid  compounds 
with  water,  as  for  example,  gelatin  and  tragacanth ;  whilst  others, 
like  tannic  acid,  do  not.  In  colloids  water  of  gelatinization 
appears  to  represent  in  some  measure  the  water  of  crystallization 
in  crystalloids.  Colloids,  though  often  largely  soluble,  are  held 
in  solution  by  a  very  feeble  force.  Fluid  colloids  appear  always 
to  have  a  gelatinous  or  pectous  condition,  and  they  easily  pass 
from  the  liquid  to  the  gelatinous  state. 

The  combining  proportion  of  colloids  is  generally  high,  although 
the  ratio  between  the  elements  of  the  substance  may  be  simple, 
and  it  seems  not  to  be  improbable  that  the  grouping  together  of 
a  number  of  crystalloid  molecules  may  be  one  of  the  essential 
requisites  for  the  development  of  the  colloid  condition. 
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(6^)  Flow  of  Liquids  through  Capillary  Tubes, — An  interesting  and  close 
connexion  exists  between  the  subjects  which  have  just  been  considered  and  liquid 
transpiration,  or  the  flow  of  liquids  througli  capillary  tubes.  The  most  exten- 
sive and  complete  set  of  experiments  hitherto  made  upon  this  branch  of  researcb. 
is  due  to  Poiseuille.     (Ann,  de  Chimie,  III.  xxi.  76. ) 

Fig.  37  will  explain  the  method  of  conducting 
Fig.  37.  these  experiments :  a  is  a  hollow  conical  metallic  vessel, 

which  can  be  attached  by  a  screw  joint  to  a  capacious 
receiver  of  condensed  air,  the  exact  pressure  of  which 
can  be  regulated  by  means  of  a  gauge  attached  to  it ;  B  is 
a  glass  globe,  of  about  half  a  cubic  inch  (8^*^*)  in  capa- 
city, which  contains  the  liquid  under  experiment ;  it  is 
connected  with  the  metallic  vessel,  a,  by  a  glass  tube 
of  narrow  bore.  A  similar  tube  proceeds  from  the 
lower  part  of  the  globe,  and  to  this  is  attached  the 
capillary  tube  c,  the  diameter  and  length  of  which  are 
I  carefully  determined.  The  object  of  the  little  bulb,  d, 
is  merely  to  enable  the  observer  accurately  to  define 
the  termination  of  the  capillary  tube.  G  is  a  vessel 
which  is  filled  with  water,  provided  with  an  accurate 
I  thermometer,  for  observing  and  regulating  the  tem- 
I  perature.  When  an  experiment  is  to  be  made,  the 
end  of  the  capillary,  c,  is  introduced  into  the  liquid,  and 
the  globe,  B,  is  filled  by  attaching  it  to  an  exhausting 
syringe.  When  the  liquid  has  risen  a  little  above  the  line  e,  the  syringe  is 
detached,  and  the  apparatus  connected  with  the  vessel  of  condensed  air.  The 
pressure  of  this  confined  air  continues  without  appreciable  change  during  the  ex- 
periment. By  opening  a  stop-cock,  the  condensed  air  exerts  its  force  upon  the 
liquid,  which  is  expelled  through  the  capillary  tube,  c,  and  the  column  descends 
in  the  tube,  e  f.  By  means  of  a  stop-watch,  the  time  at  which  it  reaches  the 
line,  e,  is  exactly  noted,  and  the  time  is  again  observed  when  the  globe  has 
become  emptied,  and  the  liquid  has  reached  the  lower  line/.  The  object  of  the 
conical  metallic  vessel,  a,  is  to  act  as  a  trap  or  lodging  place  for  any  particles  of 
dust  that  might  be  suspended  in  the  compressed  air,  and  which,  by  obstructing 
the  capillar}'  tube,  would  mar  the  result. 

From  the  inquiries  of  Poiseuille,  it  appears  that  when  a  tube  exceeds  a  certain 
length  (which  is  greater  as  the  diameter  increases),  the  following  laws  regulate 
the  rate  of  efflux  of  the  liquid : — i.  That  the  flow  increases  directly  as  the  pressure ; 
80  that,  with  a  double  pressure^  double  the  amount  of  liquid  is  discharged  in 
equal  times.  2.  That  with  tubes  of  equal  diameter  and  under  equal  pressures, 
the  quantities  discharged  in  equal  times  are  inversely  as  the  length  of  the  tube : 
if  from  a  tube  i  decimetre  in  length,  10  grammes  escape  in  five  minutes,  from  a 
similar  tube,  4  decimetres  long,  only  5  grammes  would  flow  out  in  the  same  time. 
3.  That  in  tubes  of  equal  lengths,  but  of  different  diameters,  the  flow  is  as  the 
fourth  powers  of  the  diameters ;  for  example,  if  tubes,  one  of  0*4  millimetre^ 
another  of  0*2  millimetre  in  diameter,  be  compared  together,  the  efflux  from  the 
larger  tube  would  be  r6  times  as  great  as  from  the  smaller,  being  in  the  proportion 
of  2* :  4*,  or  as  i  :  16,  although  the  diameter  of  the  tube  is  only  twice  as  great. 
To  the  chemist,  however,  the  most  interesting  part  of  these  experiments  is 
that  which  displays  the  effect  produced  by  varying  the  kind  of  body  which  is 
allowed  to  flow  through  the  capillary  tube.  The  material  of  which  the  tube  itself 
is  made  does  not  appear  to  influence  the  result ;  but  the  nature  of  the  solution 
employed  exercises  the  most  marked  effect.  The  liquids  used  were,  in  most 
cases,  solutions  in  water  of  various  bodies,  especially  of  salts.     In  the  majority 
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of  instances  the  flow  of  the  solution  was  slower  than  that  of  distilled  water. 
All  the  alkalies  occasioned  this  retardation.  In  a  few  cases  no  sensible  effect 
was  produced.  Thus,  neither  argentic  nitrate,  corrosive  sublimate,  sodic  iodide, 
ferrous  iodide,  nitric,  hydriodic,  bromic,  nor  hydrobromic  acid  seemed  to  have  any 
influence ;  whilst  the  hydrosulphuric  and  hydrocyanic  acids,  and  a  few  of  the  salts 
of  potassium  and  ammonium — viz.,  the  nitrates  and  chlorides  of  potassium  and  am- 
monium, the  iodide,  bromide,  and  cyanide  of  potassium — ^increased  the  rapidity  of 
the  flow :  but  it  is  remarkable  that  concentrated  solutions  of  potassic  iodide  above  a 
temperature  of  60°  C,  and  of  potassic  nitrate  above  40°  C,  actually  flow  more 
slowly  than  distilled  water  does.  Strict  attention  to  the  temperature  at  which 
these  comparisons  are  made  is  absolutely  necessary,  for  both  wi^  water  and  with 
dilute  solutions  generally,  a  sh'ght  elevation  of  temperature  produces  a  great  in- 
crease in  the  rapidity  of  efflux.  Water,  for  instance,  at  45**  C,  escaped  through 
the  same  tube  with  a  rapidity  2^  times  as  great  as  it  did  at  5°  C. 

Hitherto  no  connexion  has  been  traced  between  the  rate  of  efflux  of  the 
liquid  and  its  density,  capillarity,  or  fluidity.  The  capillarity  of  alcohol,  as 
well  as  its  density,  increases  in  proportion  as  it  is  diluted  with  water,  while  its 
fluidity  diminishes ;  but  experiment  has  proved  that  a  mixture  of  equal  parts  of 
spirit  of  wine  and  water  flows  out  with  considerably  less  than  half  the  rapidity 
of  pure  alcohol,  and  with  less  than  one-third  of  that  of  distilled  water.  The  dilu- 
tion of  alcohol,  therefore,  to  a  certain  point,  retards  its  efflux,  and  beyond  that 
point  increases  it :  the  minimum  rate  of  efflux  corresponds  with  that  particular 
mixture  of  alcohol  and  water,  which  is  attended  with  the  maximum  of  contrax;- 
tion  after  admixture  of  the  two  liquids.  The  degree  of  solubility  of  a  body  in 
water  appears  to  exercise  but  a  secondary  influence  on  the  phenomenon.  Poiseuille 
shows  it  to  be  highly  probable  that  the  various  solutions,  when  introduced  into 
the  blood  of  a  living  animal,  provided  that  they  do  not  cause  the  serum  to 
coagulate,  produce  efiects  of  acceleration  or  retardation  on  the  capillary  circula- 
tion, corresponding  with  those  which  are  observed  with  the  same  liquids  in 
capillary  tubes  of  glass.  He  has  proved  this  to  be  the  case  by  direct  experiment 
with  potassic  iodide  when  injected  into  the  veins  of  the  horse ;  and  has  shown 
that  when  various  salts  are  mingled  with  serum,  and  the  liquids  are  allowed  to 
flow  out  through  small  tubes,  retardation  or  acceleration  occurs,  as  in  the  cor« 
responding  cases  with  their  aqueous  solutions. 

'Efflux  of  Liquids  through  Fine  Tabes, 


Temperature  i%^i6  F.  (ii°*3  C.) 

53°-43  F. 

53°' 24  F. 
(ii°-8C.) 

Distilled  Water 

Potassium 
Ammonium    ... 
Sodium  ...     ... 

Lead       

Strontium 
Calcium....   ... 

Magnesium    ... 

Alum      

575"-8 

565"o 

566"-2 

Nitrate. 

Sulphate. 

Phos- 
phate. 

Arseniate. 

Car- 
bonate. 

Chloride. 

Oxalate. 

564"-5 
569-4 
575-9 

578-8 
581-3 

583-3 

578"-9 
582-0 

590*3 
5905 

583"-4 
590-3 

588-6 

583"*3 
588-0 

588"-3 
592*5 

56o"-8 
560-9 
569*4 

571-2 
574*9 

57i"i 

574*2 
578-4 

592-4        Tartar  Emetic,  581*2 
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Distilled  water 
Arsenious  acid 
Phosphoric  acid 
Oxalic  acid  ... 
Acetic  acid  ... 
Citric  acid     ... 


Sri 

58a-9 

5 

o 


S?l 


n 


Arsenic  acid...     ., 
Sulphuric  acid    .. 
Pure  serum.  Ox  ., 
Madeira  wine 
Sparkling  Sillerj 
Jamaica  rum 


586^*3 
589-6 

1048-5 
"34*1 
1462*8 
1831-9 


The  preceding  table  contains  several  of  Poiseuille's  results,  numerically  ex- 
pressed. The  solutions  employed  contained  i  per  cent,  of  the  various  substances 
mentioned,  except  in  the  case  of  the  last  four  liquids.  They  were  exposed  to  a 
pressure  equal  to  that  of  a  column  of  water  i  metre  (39*37  inches)  in  height,  at 
the  temperature  of  1 1°'2  C,  unless  otherwise  noted ;  and  escaped  through  a  tube 
64  millimetres  in  length,  and  0-24946°""-  in  diameter.  The  numbers  in  the 
table  indicate  the  time  occupied  in  seconds,  for  the  efflux  of  equal  bulks  of  the 
liquids  used — viz.,  6'6  cubic  centimetres. 

The  observation  of  Poiseuille,  that  diluted  alcohol  has  a  point  of  maximom 
retardation  coincident  with  the  degree  of  dilution  at  which  the  greatest  condensa- 
tion of  the  mixed  liquids  occurs,  or  at  a  point  in  which  i  atom  of  alcohol  and  3 
atoms  of  water  (C^H^O,  3  H,0)  are  present  in  mixture,  served  as  a  starting-point 
to  Graham  for  a  new  inquiry.  (Phil.  Trans,  1 861,  p.  373.)  The  rate  of  tran- 
spiration he  has  proved  to  be,  in  certain  cases,  connected  with  chemical  composition. 
The  3 -atom  hydrate  of  methylic  alcohol,  although  not  distinguished  by  any  par- 
ticular degree  of  condensation  in  volume,  exhibits  a  peculiarity  in  its  tran- 
spiration-rate similar  to  that  of  dilute  vinic  alcohol.  The  acids,  also,  in  many- 
cases,  exhibit  a  characteristic  retardation  of  transpiration  at  a  particular  degree  of 
hydration. 

As  a  resiilt  of  his  inquiries,  Graham  also  concludes  that  as  far  as  his  ob- 
servations upon  different  alcohols,  ethers,  and  acids,  extend,  the  order  of  succession 
of  individual  substances  in  any  homologous  series  would  be  indicated  by  the  de- 
gree of  transpirability  of  these  substances  as  clearly  as  it  is  by  their  comparative 
volatility. 

The  following  table  contains  a  rhum6  of  some  of  the  more  interestmg  results 
obtained  by  Graham  upon  this  suljeot.  The  transpiration  time  of  water  at  the 
particular  temperature  employed  is,  in  all  cases,  taken  as  the  unit  of  comparison  : — 


Liquid  (andilated). 

Trantpirft- 
biliV. 

Degree  of 
Hydration. 

TnuiBpira- 
biUty. 

Water 

I '0000 

Methylic  Alcohol,  CH4O   

06300 

+  3H,0 

I-802T 

Vinic  Alcohol,  CjHjO 

Amylic  Alcohol,  CsHisO    

1-1950 

+  3H20 

2-7872 

3-6496 

Ethyl  Formiate 

0-5110 

Ethyl  Acetate     

©•5530 

Ethyl  Butyrate 

0-7500 

Ethyl  Valerate 

o'837o 

Acetic  Acid  (HCjHA)     

Butyric  Acid  (HafiyOj) 

Valeric  Acid  (HaH  A)    

Nitric  Acid  (HNOs) 

1-3801 

+  H,0 

3-7400 

1-5650 

+  H,0 

3-2790 

3-t55o 
09899 

+  H,0 
+  iiH,0 

3-8390 
2*1034 

Sulphuric  Acid  (HjSOJ     

21-6514 

+  6H3O 

33-7706 

Acetone  (CaHeO)        

o'4oio 

1-6040 

In  hydrated  substances,  the  extent  to  which  transpiration  is  affected  by  the 
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annexation  of  water,  i»  by  no  means  in  proportion  to  the  intensity  of  combination* 
In  sulphnric  acid,  for  instance,  the  maximum  transpiration  time  occurs  with  the 
hydrate  (H,SO^«H,0),  in  acetic  add  with  the  compound  (HC,HjO,,H,0),  in  nitric 
acid  with  (2  HNO,,  3  H,0),  and  in  alcohol  with  the  hydrate  (C.H.O,  3  H,0). 

(64)  Adhesion  of  Gases  to  Liquids. — ^The  adhesion  of  gases 
to  liquids^  although  not  quite  so  evident  as  that  of  solids  to 
liquids^  is  yet  attended  with  results  almost  equally  important. 
It  is  exemplified  in  the  pouring  of  liquids  from  one  vessel  to 
another,  by  the  bubbles  which  are  carried  down  with  the  de- 
scending stream,  and  which  rise  and  break  upon  the  surface  of 
the  liquid. 

Adhesion,  however,  produces  in  the  eflTects  of  solution  which 
attend  the  mutual  action  of  gases  and  liquids,  results  which  are 
far  more  general  in  their  operation.  All  gaseous  bodies  are  in  a 
greater  or  less  degree  soluble  in  water :  some,  as  hydrochloric  acid 
and  ammonia,  being  absorbed  by  it  with  extreme  rapidity,  the 
liquid  taking  up  400  or  600  times  its  bulk  of  the  gas ;  in  other 
instances,  as  occurs  with  carbonic  anhydride,  water  takes  up  a 
volume  equal  to  its  own ;  whilst  in  the  case  of  nitrogen,  oxygen, 
and  hydrogen,  it  does  not  take  up  much  more  than  from  a 
twentieth  to  a  fiftieth  of  its  bulk.  As  the  elasticity  of  the  gas  is 
the  power  which  is  here  opposed  to  adhesion,  and  which  at  length 
limits  the  quantity  dissolved,  it  is  found  that  the  solubility  of 
each  gas  is  greater,  the  lower  the  temperature,  and  the  greater  the 
pressure  exerted  upon  the  surface  of  the  liquid.  Dr.  Henry  found 
that  at  any  given  temperature,  the  volume  of  any  gas  which  was  ab- 
sorbed was  uniform,  whatever  might  be  the  pressure ;  consequently 
that  the  weight  of  any  given  gas  absorbed  by  a  given  volume  of 
any  liquid  at  a  fixed  temperature  increased  durectly  with  the 
pressure.  If  the  pressure  be  uniform,  the  quantity  of  any  given 
gas  absorbed  by  a  given  liquid  is  also  uniform  for  each  tempera- 
ture ;  and  the  numerical  expression  of  the  solubility  of  each  gas  in 
such  liquids  is  termed  its  coefficient  of  absorption,  or  of  solubility y 
at  the  particular  temperature  and  pressure ;  the  voltime  of  the  gas 
absorbed  being  in  all  cases  calculated  for  o®  C,  imder  a  pressure 
of  760°^'  of  mercury.  For  instance,  i  volume  of  water,  at 
0°  C,  and  under  a  barometric  pressure  of  760°^',  dissolves 
0*041 14  of  its  volume  of  oxygen ;  and  this  fraction  represents  the 
coefficient  of  absorption  of  oxygen  at  that  temperature  and 
pressure.  All  water  contains  a  certain  small  proportion  of 
air  in  solution,  in  consequence  of  the  solubility  of  the  gases  of 
which  the  atmosphere  consists ;  and  if  placed  in  a  vessel  under 
the  air-pump,  so  as  to  remove  the  atmospheric  pressure  from  its 
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surface^  the  dissolved  gases  rise  through  the  liquid  in  minute 
bubbles.  Small  as  is  the  quantity  of  oxygen  thus  taken  up  hy 
water  from  the  atmosphere,  it  is  the  means  of  maintaining  the 
life  of  all  aquatic  plants  and  animals ;  if  the  air  be  expelled  from 
water  by  boiling,  and  it  be  covered  with  a  layer  of  oil  to  prevent 
it  from  again  absorbing  air,  fish  or  any  aquatic  animals  placed  in 
such  water  quickly  perish.  Even  the  life  of  the  superior  animals  is 
dependent  upon  the  solubility  of  oxygen  in  the  fluid  which  moistens 
the  air-tubes  of  the  lungs,  in  consequence  of  which  this  gas  is 
absorbed  into  the  mass  of  the  blood  as  it  circulates  through  the 
pulmonary  vessels. 

If  a  mixture  of  two  or  more  gases  be  placed  in  contact  with 
a  liquid,  a  portion  of  each  gas  will  be  dissolved,  and  the  amount 
of  each  so  dissolved  will  be  proportioned  to  the  relative  volume 
of  each  gas  in  the  mixture  multiplied  into  its  coefficient  of  solu- 
bility at  the  observed  temperature  and  pressure  : — For  instance,  if 
it  be  assumed  in  round  numbers,  that  atmospheric  air  contains  one- 
fifth  of  its  bulk  of  oxygen,  and  four-fifths  of  its  bulk  of  nitrogen, 
the  amount  of  each  of  these  gases  which  water  should  absorb  from 
the  air  at  a  temperature  of  15°  C.  under  a  pressure  of  760™™*, 
may  be  calculated  in  the  following  manner.  The  coefficient  of 
absorption  for  oxygen  at  15°  C.  is  0*02989,  that  of  nitrogen  is 
0*01478 : — 

^  o"02989  =  0*00597  proportion  of  oxygen  dissolved. 
J  o"oi478  =  0*01182  proportion  of  nitrogen  dissolved. 

0*01779  proportion  of  air  dissolved. 

The  proportion  of  nitrogen  thus  required  by  calculation  is  rather 
less  than  double  that  of  the  oxygen,  or  66' i  :  33*9,  a  proportion 
which  agrees  almost  exactly  with  the  results  of  experiment. 

When  water  saturated  with  one  gas  is  brought  into  contact 
with  another  gas,  the  second  gas  will  gradually  expel  the  first,  and 
if  the  quantity  of  this  new  gas  be  very  large,  it  may  displace  the 
first  altogether.  Hence  it  is  impossible  to  preserve  gases  in  a 
pure  condition  over  water.  Every  gas  is  to  a  certain  extent 
soluble  in  water,  and  this  solution  is  perpetually  giving  out  its 
gas  into  the  atmosphere,  and  absorbing  oxygen  and  nitrogen  from 
the  air,  so  that  these  gases  become  diflused  slowly  into  the  jar 
which  confines  the  gas  under  experiment.  A  jar  of  hydrogen 
confined  over  water  in  the  pneumatic  trough  will  thus  in  a  few 
days  become  contaminated  with  atmospheric  air,  although  it  may 
have  experienced  little  apparent  change  in  bulk. 
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From  the  experiments  of  Birnsen^  of  Boscoe^  and  others^  it 
appears  tliat  Henry's  law  is  exact  for  the  gases  of  moderate  solu- 
bility^ bnt  the  more  soluble  gases^  such  as  ammonia,  hydrochloric 
acid^  and  sulphurous  anhydride,  except  under  moderate  pressure^ 
and  at  mean  temperatures,  do  not  strictly  follow  the  law.  In 
these  instances  disturbing  causes  are  evidently  at  work.  In  the 
case  of  chlorine,  for  example,  at  low  temperatures  a  definite  crys- 
talline hydrate  is  formed,  so  that  true  chemical  attraction  con- 
spires to  exalt  the  effect  of  adhesion.  In  the  solution  of  the  very 
soluble  gases  a  considerable  elevation  of  temperature  occurs^  and 
a  great  increase  in  the  bulk  of  the  liquid  takes  place. 

The  following  table  shows  the  solubility  of  some  of  the  prin- 
cipal gases,  both  in  water  and  in  alcohol,  with  the  barometer  at 
760™^  (Bunsen,  Liebijf's  AnnaL  xciii.  i,  and  Carius,  lb.  xciv. 
129).  All  these  gases,  with  the  exception  of  hydrochloric  acid, 
may  be  expelled  firom  the  water  by  long-continued  boiling. 

Solubility  of  Gases  in  Water  and  in  Alcohol, 


Yolames  of  each  Gas  dissolved  in  i 

Volume 

Gases. 

Of  Water. 

OfAlodhol. 

Atsa^F. 

At  59^  F. 

^*3»;/- 

^^KI' 

oro°C. 

or  if  C. 

oro'>C. 

or  15**  0. 

Ammonia 

1049*60 

737-3 
4580 
43*5^4 

Hydrochloric  Acid ... 
Salpharotifl  Anhydride 
Salpharetted    Hy- ) 

drogen 3 

Chlorine 

«x 

338^63 

144*65 

43706 

32336 

17-891 

9'539 

solid 

a-368 

Carbonic  Anhydride 

17967 

I-0030 

43295 

3-1993 
3-3678 

3-8835 

Nitrons  Oxide 

OlefiantGas    

i-30§3 
0-3563 

007780 
O1615O 

4-1780 

35950, 

0*31606 

Nitric  Oxide    

... 

... 

0-37478 
0-48380 

Marsh  Gas      

005449 

0-03909 

0-53359 

Carbonic  Oxide 

0-03287 

002433 
0-03980 
001478 

0-30443 

0*30443 

Oxygen    

0041 14 

0-38397 

0-38397 

Nitrogen 

0-02035 

0-T3634 

0-12143 

Air 

003471 

001795 

Hydrogen 

0-01930 

o'oi93o 

0-06925 

0-06735 

Other  liquids  besides  water  and  alcohol  dissolve  tibe  gases 
with  greater  or  less  avidity. 

(65)  Adhesion  of  Gases  to  Solids.— When  iron  filings  are 
gently  dusted  over  the  surface  of  a  vessel  of  water,  a  considerable 
body  of  iron  dust  may  be  accumulated  upon  the  surface,  until  at 
length  it  falls  in  large  flakes,  carrying  down  with  it  bubbles  of 
air  of  considerable  siase.  The  adhesion  of  these  bubbles  caused 
the  particles  of  iron  to  float,  for  such  particles  are  nearly  eight 
times  as  heavy  as  water.  Contrasted  with  this  result  is  the  effect 
1  H 
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of  dusting  magnesia  in  fine  powder  over  the  surfiice  of  water ;  the  - 
particles,  although  not  one-third  of  the  density  of  the  iron,  imme«- 
diatelj  become  moistened  and  sink.  In  consequence  of  this  adhe- 
sion of  air  to  their  surface,  many  small  insects  are  enabled  to 
skim  lightly  over  the  surface  of  water,  which  does  not  wet  them. 
If  a  slip  of  clean  platinum  be  placed  in  mercury,  it  is  found  on 
withdrawing  it  to  come  out  dry,  but  if  the  mercury  be  boiled  on 
the  platinum,  the  film  of  air  which  separated  the  two  metals  is 
expelled,  and  the  mercury  will  be  found  to  have  wetted  the  surface 
completely.  It  is  this  -adhesion  of  air  to  the  surface  of  glass 
which  renders  it  necessary,  in  making  barometers,  to  boil  the 
mercury  in  the  tubes  after  they  have  been  filled,  in  order  com- 
pletely to  expel  the  film  of  air  with  which  the  tube  is  lined. 
But  the  most  striking  instances  of  adhesion  between  gases  and 
solids  are  exhibited  when  finely-divided  bodies  are  made  the  sub- 
ject of  experiment.  We  have  already  had  occasion  to  notice  the 
efiect  of  charcoal  when  introduced  into  solutions  (54).  Its  effects 
on  gases  are  equally  remarkable.  If  a  piece  of  well-burnt  box- 
wood charcoal  be  plunged  whilst  red-hot  under  mercury,  and  in- 
troduced without  exposure  to  the  air  into  a  jar  of  ammonia  or  of 
hydrochloric  acid,  it  will  absorb  these  gases  with  great  rapidity, 
and  will  indeed  reduce  them  into  a  bulk  less  than  that  which  they 
would  occupy  in  the  liquid  form.  A  piece  of  freshly-burned 
charcoal  when  exposed  to  the  nir  condenses  moisture  rapidly 
within  its  pores,  and  has  been  observed  from  this  cause  to  increq^e 
in  weight  nearly  one-fifth,  in  a  few  days. 

Owing  to  this  property  of  charcoal,  water  saturated  with  many 
gases  may  be  freed  from  them  when  filtered  through  a  body  of 
ivory  black :  iSiulphuretted  hydrogen  may  thus  be  removed  so 
completely,  that  it  cannot  be  detected  either  by  its  nauseous 
odour,  or  by  the  ordinary  tests.  De  Saussure  found  that  freshly- 
burned  boxwood  charcoal  absorbed  different  gases  in  very  different 
proportions,  as  will  be  seen  in  the  following  tabular  view  of  his 
results,  where  the  bulk  of  the  charcoal  used  in  each  experiment 
is  taken  as  1  : — 

Absorption  of  Gases  by  Charcoal. 

Ammonia    90 


Hydrochloric  Acid  ... 
Sulphurous  Anhydride 
Sulphuretted  Hydrogen 

NitrouB  Oxide    

Carbonic  Anhydride  ... 


85 
65 
55 
40 

35 


defiant  Gas      35 

Carbonic  Oxide 9-4 

Oxygen       9*3 

Nitrogen    7-5 

Marsh  Gas        5*0 

Hydrogen 1*7 


It  will  be  seen  that  these  results  follow  an  order  almost  exactly 
the  same  as  that  of  the  solubility  of  the  gases  in  water  (64). 
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Different  kinds  of  charcoal  vary  considerably  in  this  absorbent 
power.  The  denser  the  charcoal  the  greater  is  its  absorbent 
power.  Hunter  found  that  formed  from  the  shell  of  the  cocoa- 
nut  was  the  most  powerfuUy  absorbent  of  any  which  he  tried,  both 
ebony  and  logwood  charcoal  being  much  inferior.  Stenhouse 
founds  on  comparing  equal  weights  of  three  different  forms  of  char- 
coal^ that  the  relative  absorbent  power  of  each  was  as  follows: — 


GUOMd. 

Kind  of  Chucoal  employed. 

Wood. 

Pe«t. 

AnimaL 

Ammonia        ...     , 

Hydrochloric  Acid  ...     ^, 
Salpharetted  Hydro&;en... 
Saloharoas  Anhydride  ... 
O&rbonic  Anhydride 
Oxygen    

45-0 
300 

33-5 

i4'o 

6-8 

96*0 
600 

a8-5 

10*0 
0-6 

43*6 
9-0 

50 
OS 

In  these  experiments^  0*5  gramme  of  each  kind  of  charcoal 
was  employed,  and  the  numbers  in  the  table  indicate,  in  cubic 
centimetres,  the  quantity  of  each  gas  absorbed.  The  more  recent 
experiments  of  Hunter  and  Angus  Smith  confirm  these  results. 
This  absorbent  action  of  charcoal  renders  it  a  valuable  agent  in 
the  purification  of  atmospheric  air  when  contaminated  with  offen- 
sive products  of  decay  or  putrefaction,  such  air  being,  as  Sten- 
house has  shown,  rendered  inodorous  by  simply  passing  it  over 
fragments  of  wood  charcoal,  a  true  oxidation  of  many  of  these 
bodies  being  effected  in  the  pores  of  the  charcoal  (355). 

Charcoal  which  is  saturated  with  one  gas,  if  put  into  a  different 
gas,  gives  up  a  portion  of  that  which  it  had  first  absorbed,  and 
takes  up  in  its  place  a  quantity  of  the  second.  Finely-divided 
metallic  platinum  also  condenses  in  its  pores  a  large  quantity  of 
many  gases,  amounting  in  the  case  of  oxygen  to  very  many  times 
its  own  volume.  If  a  jet  of  hydrogen  gas  be  allowed  to  fall  in 
the  open  air  upon  a  ball  o{  spongy  platinum,  or  platinum  in  a  fine  . 
state  of  subdivision,  the  metal  becomes  incandescent ;  the  oxygen 
and  hydrogen  combine  rapidly  within  the  pores  of  the  metal,  and 
the  heat  given  out  usually  sets  fire  to  the  jet  of  hydrogen :  ether 
and  alcohol  when  dropped  upon  platinum  black,  another  stiU  more 
finely-divided  form  of  the  metal,  produce  a  similar  appearance  of 
incandescence.  This  property  of  platinum  is  turned  to  account  in 
effecting  many  important  chemical  changes^  ' 

(66)  Desiccation  of  Gases. — It  frequently  happens  that  in  the 
course  of  his  operations,  the  chemist  requires  the  gases  which  are 
the  subjects  of  his  experiments  to  be  in  a  perfectly  dry  state.. 

h2 
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Ghses  are  usually  prepared  in  contact  with  water^  and  hence  become 
charged  with  a  variable  quantity  of  aqueous  vapour^  and  whether 
it  be  desired  to  ascertain  their  specific  gravity^  or  to  submit  other 
bodies  to  their  chemical  influence^  it  becomes  necessary  to  remove 

this  moisture  com- 
^''''^^'  pletely.     For  this 

purpose  the  pro- 
perty of  adhesion 
which  we  are 
now  considering  is 
turned  to  account. 
The  gas  to  be 
dried,  which  we 
will  suppose  to  be 
in  the  act  of 
allowed  to  pass 


a            ■" 

c^^^ 

' 

" 

/ 

1 

," 

■  A     II 

Ik' 

1 

^^ 

IVb  1 

H^^^^^  lu 

1 

^ 

L 

^ 

ffiu^ 

^ 

formation  in  the  glass   bottle, 
slowly  through  a  long  tube,   b, 


A,   fig.   38,  is 
filled  with  fragments  of  fused 


potash,  or  of  calcic  chloride,  or  of  quicklime,  or  of  phosphoric  an- 
hydride, or  of  pumice-stone  moistened  with  oil  of  vitriol,  accord- 
ing to  the  nature  of  the  gas.  The  bulb,  d,  may  contain  the  sub- 
stance upon  which  the  action  of  the  gas  is  to  be  exerted,  and  the 
gas  when  it  reaches  it  will  be  in  a  dry  state ;  since  all  the  bodies 
just  mentioned  possess  the  property  of  adhering  strongly  to  water 
and  aqueous  vapour ;  some  of  them,  quicklime  and  phosphoric 
anhydride,  for  example,  even  enter  into  chemical  combination 
with  water,  and  if  allowed  a  sufficient  lesgth  of  time,  will  remove 
nearly  every  trace  of  moisture  from  the  gases  which  are  brought 
into  contact  with  them.  The  different  parts  of  the  apparatus  are 
connected  by  flexible  tubes  of  caoutchouc,  c,  c. 

Diffusion  of  Gases. 

The  process  of  intermixture  in  gases,  and  the  motions  of 
these  bodies  have  been  even  more  completely  investigated  than 
the  corresponding  processes  in  liquids.  The  movements  of  gases 
may  be  considered  under  four  heads ;  viz., — 

I.  Diffusion,  or  the  intermixture  of  one  gas  with  another. 

a.  Effusion,  or  the  escape  of  a  gas  through  a  minute  aperture 
in  a  thin  plate  into  a  vacuum. 

3.  transpiration,  or  the  passage  of  different  gases  through 
long  capillary  tubes  into  a  rarefied  atmosphere. 

4.  Osmosis,  or  the  passage  of  gases  through  diaphragms. 
(67)  Diffusion  of  Gases, — In  consequence  of  the  absence  of 

cbhesion  among  the  particles  of  which  gases  and  vapours  consist, 
mixture  takes  place  amongst  these  bodies  very  freely,  and  in  all 
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proportions.  Very  great  differences  in  density  occur  amongst 
the  gases.  Chlorine  is^  for  instance^  nearly  36  times  as  heavy  as 
hydrogen^  the  lightest  of  the  gases^  so  that  there  is  about  three 
times  as  great  a  difference  between  the  relative  weights  of  these 
two  gases^  as  between  those  of  mercury  and  water.  But  the 
mingling  together  of  gaseous  bodies  of  different  densities  pro- 
duces a  result  very  different  fiN>m  that  obtained  by  the  mingling 
together  of  two  liquids^  such  as  mercury  and  water ;  for^  if  these 
liquids  be  mixed  by  agitation^  they  separate  the  instant  that  the 
agitation  is  discontinued.  Chlorine  and  hydrogen^ on  the  other  hand^ 
after  they  have  once  become  mixed^  never  separate^  however  long 
they  may  remain  at  rest.  Indeed^  if  the  gases  be  placed  in  two  dis- 
tinct vessels^  and  be  allowed  to  comn^unicate  only  by  means  of  a 
long  tube^  the  hydrogen  or  lightest  gas  being  placed  uppermost,  as 
represented  at  h,  fig.  39,  the  heavier  chlo-  Fia.  39. 

rine  in  a  will,  in  the  course  of  a  few  hours, 
find  its  way  into  the  upper  jar,  as  may  be 
seen  by  its  green  colour^  whilst  the  hydro- 
gen will  pass  downwards  into  the  lower  one, 
and  ultimately  the  gases  will  be  equally  in- 
termixed throughout.  If  a  suBBcient  interval 
of  time  be  allowed,  this  equal  intermixture 
occurs  with  all  gases  and  vapours  which  do 
not  act  chemically  upon  each  other;  and 
when  once  such  a  mixture  has  been  effected 
it  continues  to  be  permanent  and  uniform. 
The  rapidity  with  which  this  diffkuion  occurs 
varies  with  the  specific  gravity  of  the  gases ; 
and^  contrary  to  what  a  superficial  consi- 
deration might  lead  us  to  suppose,  the  more 
widely  the  two  gases  diflfer  in  density,  the  ^ 
more  rapid  is  the  process  of  intermixture.  If ' 
two  tall  narrow  jars  of  equal  diameter  be 
about  half  filled,  the  one  with  hydrogen,  the  other  with  common 
air  which  is  more  than  fourteen  times  as  heavy  as  the  hydrogen, 
so  that  the  water  in  both  shall  stand  at  the  same  level,  and  « 
small  quantity  of  ether  be  thrown  up  into  each  jar,  the  ether  will 
evaporate  in  both,  and  cause  in  each,  ultimately,  an  equal  de- 
pression ;  but  the  vapour  of  the  ether  will  dilate  the  hydrogen  at 
first  much  more  rapidly  than  the  air,  for  its  vapour  will  become 
more  quickly  difiused  through  the  lighter  hydrogen.  A  very 
simple  and  striking  illustration  of  the  rapidity  with  which  a  light 
gas  becomes  diffused  into  a  heavier  one,  is  shown  as  follows : — 
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Take  a  tube  2  j  or  30  oentnnetarea,  or 
about  T  o  or  1 2  inches  long,  one  end  of  which 
is  closed  with  a  porous  plug  of  plaster  of 
Paris,  5™™'  thick,  that  has  been  allowed  to 
become  dry,  and  fiU  it  with  hydrogen  gas, 
without  wetting  the  porous  ping:  this  is 
readily  effected  by  introducing  the  shorter 
limb  of  an  inverted  syphon,  *,  into  the 
jar  b,  fig.  40,  till  it  reaches  the  top,  and 
then  lowering  the  jar  in  a  deep  vessel  of 
water,  1. ;  when  the  air  has  escaped,  the 
open  limb  of  the  syphon  is  closed  with  the 
finger,  and  the  jar  raised  until  the  syphon 
can  be  conveniently  withdrawn:  the  jar 
can  now  be  filled  with  hydrogen  prepared 
in  a  retort  in  the  usual  manner.  If  the 
jar  after  being  filled  with  hydrogen  be 
supported  so  that  the  water  within  and  without  shall  stand  at  the  same  level, 
the  water  in  the  jar  will  immediately  begin  to  rise,  and  will  continue  to  do  so  in 
opposition  to  gravity,  until,  in  the  course  of  three  or  four  minutes,  it  will  stand 
some  inches  higher  than  the  surface  of  the  water  in  the  outer  vessel,  in  conse- 
quence of  the  hydrogen  passing  out  through  the  pores  of  the  stucco,  and  be- 
coming diffused  into  the  air  much  more  rapidly  than  the  air  passes  in  and 
becomes  difiused  through  the  hydrogen. 

Any  dry  porous  substance  may  be  substituted  for  the  plaster ; 
a  film  of  collodion  on  paper  gives  excellent  results^  and  unglazed 
biscuit- ware,  or  compressed  plumbago,  is  still  better. 

By  means  of  this  simple  diffusion  tube,  taking  care  to  main- 
tain the  surface  of  the  water  within  and  without  the  jar  on  the 
same  level,  as  shown  at  b,  in  order  that  the  results  may  not  be 
interfered  with  by  the  disturbing  force  of  gravity,  Graham  has 
determined  the  law  which  regulates  the  rapidity  of  gaseous  difiu- 
sion.  Experiments  so  made  show  that  the  difiPusiveness  or  diffu^ 
sion  volume  of  a  gas  is  in  the  inverse  proportion  of  the  square 
root  of  its  density;  consequently  the  squares  of  the  times  of 
equal  diffusion  of  the  different  gases  are  in  the  ratio  of  their 
specific  gravities.  For  instance,  the  density  of  air  being  i,  the 
square  root  of  that  density  is  i,  and  its  diffusion  volume  is  also 
I ;  the  density  of  hydrogen  is  0*0692,  the  square  root  of  that 
density  is  0*2632,  and  its  diffusion  volume  tt.ttjts-  =  37994  >  or 
as  actual  experiment  shows,  3*83;  that  is  to  say,  in  an  experi- 
ment conducted  with  due  precautions,  whilst  1  measure  of  air  is 
passing  into  the  diffusion  tube,  3  83  measures  of  hydrogen  are 
passing  out  of  it. 

In  the  case  where  different  gases  are  mixed  and  then  intro- 
duced into  the  diffusion  tube,  each  preserves  the  rate  of  diffusion 
peculiar  to  itself.  If,  for  instance,  hydrogen  and  carbonic  anhy- 
dride be  mixed  and  placed  in  the  diffusion  tube,  the  hydrogen 
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passes  out  with  mach  the  greater  rapidity :  a  partial  mechanical 
separation  of  two  gases  differing  in  density  may  thus  be  effected.* 
A  still  more  remarkable  result  may  be  obtained  by  the  use  of  an  apparatus 
like  the  following : — A  porous  tube,  such  as  the  long  stem  of  a  tobacco-pipe,  is 
fixed,  like  the  inner  tube  of  a  Liebig's  refrigerator,  by  means  of  perforated  corks, 
within  a  glass  or  metallic  tube  a  few  centimetres  less  in  length,  and  about  38^^' 
(1^  inch)  in  diameter.  A  second  quill  tube  is  made  to  pass  through  one  of  the 
corks,  and  affords  the  means  of  communication  between  the  annular  space  and  the 

*  Id  paztienlar  cases  advantage  may  be  taken  of  this  fact  in  the  analysis 
of  a  mixture  of  different  gases.  Suppose  it  be  desired  to  ascertain  whether  a 
certain  gas  be  a  mixture,  or  a  smgle  gas — to  distinguish,  for  example,  marsh 
gas  (2  CH^  from  a  mixture  of  equal  measures  of  hydrogen,  and  hydride  of 
ethyl  (Hj  +  C,Hj)— the  two  would  give  exactly  similar  amounts  of  carbonic 
anhydride  and  water  when  detonated  with  oxygen.  But  suppose  that,  by  endio- 
metaric  analysis  of  a  portion  of  the  mixture,  the  proportions  of  carbon  and 
hydrogen  have  been  determined,  if  another  portion  be  submitted  to  diffusion,  and 
the  residue  be  again  analysed,  the  proportions  of  carbon  and  hydrogen  will 
remain  unaltered  if  the  gas  consist  of  marsh  gas  only ;  whereas,  if  it  be  a 
mixture,  the  proportion  of  hydrogen  will  be  diminished.  Pebal  has  ingeniously 
applied  this  method  to  the  examination  of  the  question  whether  the  vapours 
of    certain    compounds    which,  ^ 

like  hydrochlorate  of  ammonia,  *  ^^* 

yield  anomalous  vapour  volumes, 
are  not  really,  as  Cannizzaro 
supposes,  mixtures  at  those  high 
temperatures,  instead  of  chemi- 
cal compounds,  and  believes  that 
he  has  succeeded  in  demonstrat- 
ing the  truth  of  this  hypo- 
thesis {Liebig's  AnnaL  cxxiii. 
1 99) .  He  places  a  plug  of  amian- 
thus (c,  fig.  41},  on  which  some 
fragments  of  sal-ammoniac  d 
are  supported,  within  a  tube  C, 
drawn  out  to  a  capillary  end ;  this 
tube  is  supported  in  a  wider  one 
D,  and  a  current  of  hydrogen 
is  transmitted  through  the  tubes 
a  A,  b  J3,  which  are  surrounded 
by  a  charcoal  furnace,  by  which 
they  may  be  sufficiently  heated 
to  volatilize  the  hydrochlorate 
of  ammonia.  The  vapours  of 
the  hydrochlorate  being  formed 

in  the  inner  tube,  above  the  plug  of  asbestos,  amimoniacal  gas  diffuses  through 
the  plug  into  the  hydrogen  in  the  tube  C,  and  may  be  demonstrated  by  causing 
the  issuing  gas  to  come  into  contact  with  the  reddened  litmus  paper  in  JS; 
while  the  hydrogen  which  traverses  the  space  between  the  two  tubes  contains  the 
corresponding  hydrochloric  acid,  and  reddens  blue  litmus  in  A.  Hence  it  is 
evident  that  the  sal-ammoniac  when  converted  into  vapour  becomes,  partially  at 
least,  dissociated,  as  Deville  calls  it,  into  its  constituents,  ammonia  and  hydro- 
chloric acid,  since  the  ammonia,  which  is  the  more  diffusible,  passes  out  through 
tiie  plug  the  more  rapidly  of  the  two. 
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vaoaam  of  «n  air-pamp.  If  «  vaoaum  be  maintained  in  the  outer  tube,  and  a  oarrent 
of  the  mixed  gas  be  transmitted  through  the  tobaooo-pipe,  a  portion  of  this  gas  will 
be  drained  off;  whilst  another  portion  will  pass  off  at  the  open  extremity  of  the 
porons  tabe,  and  may  be  collected.  The  stream  of  gas  diminishes  as  it  proceeds, 
the  more  diffusible  gas  being  drained  away  the  most  rapidly ;  and  the  more 
slowly  the  gas  is  passed  through  this  atmolyser,  as  the  apparatus  is  termed  by 
Graham,  the  more  concentrated  does  the  heavier  gas  become. 

For  example,  a  mixture  of  i  measure  of  oxygen  and  2  of  hydrogen  was 
transmitted  at  the  rate  of  9  litres  per  hour :  o'4<)  litre  of  the  mixed  gas  was 
collected.  Instead  of  0  33*3,  H  667,  it  now  contained  0  907,  and  H  9-3.  It 
was  no  longer  explosive,  but  rekindled  a  glowing  match. 

Since  all  gases  expand  equally  (134)  hj  the  action  of  equal 
additions  of  heatj  their  relative  densities  are  preserved^  and  the 
relative  velocities  of  diffusion  are  therefore  preserved  also,  what- 
ever the  temperature,  provided  that  both  gases  be  heated  equally. 
The  rate  of  diffusion  of  equal  volumes  of  different  gases  becomes, 
as  we  might  expect,  accelerated  by  a  rise  of  temperature ;  for  by 
heat  all  gases  are  rendered  specifically  lighter ;  but  the  rate  of 
diffusion  does  not  increase  so  rapidly  as  the  direct  expansion  of 
gases  by  heat.  Consequently  the  same  absolute  weight  of  any  gas 
will  be  diffused  more  rapidly  at  a  low  than  at  a  high  temperature. 

The  process  of  diffusion  is  one  which  is  continually  perform- 
ing an  important  part  in  the  atmosphere  around  ns.  Accumu- 
lations of  gases,  which  are  unfit  for  the  support  of  animal  and 
vegetable  life,  are  by  its  means  silently  and  speedily  dispersed,  so 
that  this  process  contributes  largely  to  maintain  that  uniformity 
in  the  composition  of  the  aerial  ocean  which  is  so  essential  to  the 
comfort  and  health  of  the  animal  creation.  Respiration  itself,  but 
for  the  process  of  diffusion,  would  fail  in  its  appointed  end,  of 
rapidly  renewing  to  the  lungs  a  fresh  supply  of  air,  in  place  of 
that  which  has  been  rendered  unfit  for  the  support  of  life  by  the 
chemical  changes  which  it  has  undergone. 

Graham  has  recently  applied  to  gases  a  method  resembling  that  of  jar  diffu- 
sion employed  for  liquids  (58).  A  glass  cylinder  of  0*57  metre  high  (22*44 
inches)  was  filled  for  the  lower  tenth  of  its  volume  with  carbonic  anhydride,  at 
16**  C,  the  remainder  being  filled  with  air.  The  air  in  the  upper  tenth  of  the  jar  was 
then  examined  after  the  lapse  of  a  certain  time  for  carbonic  anhydride.  After  an  in- 
terval of  five  minutes,  0*4  per  cent,  in  one  experiment,  and  in  a  second  0*32  per 
cent,  of  this  gas  was  found  in  this  stratum,  and  in  seven  minutes  the  amount  of 
CO,  was  nearly  i  per  cent. ;  so  that  it  appears  that  about  i  per  cent,  of  carbonic 
anhydride  will,  under  these  circumstances,  become  diffused  to  a  distance  of  half  a 
metsre  in  seven  minutes.  On  repeating  the  experiments  with  a  light  gas,  such  as 
hydrogen,  it  was  found  to  travel  downwards  in  the  same  jar  about  five  times  as 
rapidly  as  the  carbonic  anhydride  ascended;  and  Graham  concludes  that  the 
molecules  of  hydrogen  in  a  gas  apparently  motionless  disperse  themselves  to  the 
distance  of  a  third  of  a  metre  in  a  single  minute  (Phil.  Trans.  1863,  p.  40  j). 

The  following  table  gives  ihe  specific  gravity  of  several  im- 
portant gases,  the  square  root  of  the  density,  or  ratio  of  the  times 
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lequired  for  the  di£Piiaion  of  equal  Yolumes^  if  the  time  for  air  =  i, 
the  reciprocal  of  that  square  root^  or  calculated  difiusiveness  of 
the  gas^  and  the  actual  numbers  obtuned  by  experiment^  when 
the  barometric  pressure  and  the  temperature  were  the  same  for 
each  gas. — (Graham^  PhU.  Mag.  1833,  vol.  ii.  p.  352.) 

Diffusion  and  Effusion  of  Gases. 


Chtf. 


Denrity. 

Sqaare 
Soot  of 
Denaitj. 

I 

TAlocitTOf 

DHRiabD. 
Air«i. 

Bate  of 

VlieiMity. 

EAiakm. 

0*06936 

0*2632 

3*7994 

3-83 

3-613 

0*559 
00235 

07476 
0-7896 

\'mi 

1344 

1-322 

0-9678 

0-9837 

1-0165 

I -0149 

I-OI23 

09713 

0-9856 
0*9889 

1-0147 

1-0143 

1*0164 

0-978 

1-0112 

I-OI9I 

t-0I2« 

1039 

10196 

09808 

1-1056 

«o5i5 

0-9510 

0-9487 

0-950 

1*1912 

1-0914 

0-9162 

0*95 

isa? 

1-3357 
1-2365 

®*5^^ 

0*82 

0-834 

1-53901 

0-8087 

0-8 ;  2 
0-68 

0*821 

2247 

1-4991 

0-6671 

Hydrogen 

Marsh  Gan        

Steam        

Carbonie  Oxide 

Nitrogen 

OlefiantGas      

Nitric  Oxide     

Oxvgen      

Solpharetted  Hydrogen 

Nifooas  Oxide 

Carbonic  Anhydride ... 
SalphnroQS  Anhydride 


(68)  Effusion. — The  nnmbers  in  the  last  column  of  the  table  headed  '  Bate 
of  Effofiion/  are  the  resalts  obtained  by  experiment  upon  the  rapidity  with  which 
the  different  gases  escape  into  a  vacuum  through  a  minute  aperture,  about  -3^  of 
an  inch  (0086^°'"'^')  in  diameter,  perforated  either  in  a  thin  sheet  of  metal  or  in  glass 
(Graham,  Phil,  Tram.  1846,  p.  574).  It  is  evident  that  they  coincide,  within 
the  limits  of  experimental  errors,  with  the  relative  rates  of  diffusion  of  each  gas ; 
and  that  the  velocities  with  which  different  gases  pass  through  the  same  small 
aperture  into  a  vacuum,  are  inversely  as  the  square  roots  of  the  densities  of 
the  gases.  The  lightest  gas  enters  the  most  rapidly.  Change  in  the  density  of 
the  gas  has  but  little  influence  on  the  rate  of  effusion,  the  volume  effused  in  a 
given  time  being  nearly  uniform,  whatever  the  amount  of  condensation  or  of 
rare&ction. 

The  rate  of  the  efflux  of  liquids,  when  passing  through  an  aperture  in  a  very 
thin  plate,  is  found  also  to  be  inversely  as  the  square  roots  of  their  densities. 

(69)  Transpiration  of  Gases. — ^When  gases  are  transmitted 
tliroiigli  fine  tnbes^  a  result  very  different  from  that  furnished  bj 
diffusion  is  obtained^  corresponding  with  the  effect  already  de- 
scribed in  the  case  of  liquids  which  are  allowed  to  escape  through 
fine  tubes.  A  series  of  experiments  on  gases  and  vapours 
(Graham^  Phil.  Trans.  1S46,  p.  591^  and  1849,  p.  349),  analogous 
to  those  upon  liquids  by  Poiseuille^  already  described  (63)^  showed 
that  the  rate  of  efflux  for  each  gas^  or  the  velocity  of  iranspiraiion 
(as  Ghraham  terms  this  passage  of  gas  through  long  capillary 
tubes)^  is  entirely  independent  of  its  rate  of  diffusion.  In  the 
performance  of  these  experiments^  the  gas  was  placed  over  water^ 
in  a  graduated  jar^  a^  fig.  42^  so  suspended  that  the  liquid  in  the 
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jar  and  in  the  bath  could  be  readily  kept  at  tbe  same  lerel. 
The  gas  was  dried^  by  causing  it  to  pass  through  a  tube^  b^  filled 
with  calcic  chloride^  and  was  then  allowed  to  enter  through  a  long 
fine  capillary  tube,  c,  into  the  exhausted  receiver,  d,  of  the  air- 
pump,  which  was  sometimes  kept  vacuous  by  continued  pumping  ; 
at  other  times,  the  state  of  the  exhaustion  was  ascertained,  at 
intervals,  by  means  of  the  gauge,  o.  In  all  cases,  the  quantities 
of  gas  that  entered  in  a  given  time  were  carefully  observed. 

Fio.  43. 


It  ifl  necessary,  in  order  to  overcome  the  influence  of  eifusion,  and  to  furnish 
uniform  results,  to  employ  a  certain  length  of  tube,  which  increases  with  the 
diameter,  and  is  not  uniformly  the  same  for  all  gases.  K  this  precaution  be 
observed,  it  appears,  when  the  gases  flow  through  capillary  tubes  into  a  vacuum — 

I.  That  the  rate  of  transpiration  for  the  same  gas  increases,  caterU paribus, 
directly  as  the  pressure;  in  other  words,  equal  volumes  of  air,  at  different 
densities,  require  times  inversely  proportioned  to  the  densities.  For  example,  a 
pint  of  air  of  double  the  density  of  the  atmosphere  will  pass  through  the  capillary 
tube  into  the  vacuum  in  half  the  time  that  would  be  required  for  a  pint  of  air  of 
its  natural  density.  This  is  a  very  remarkable  result,  g,nd  stamps  the  process  of 
transpiration  with  a  character  quite  unlike  that  of  diflusion  or  effusion.  2.  That 
with  tubes  of  equal  diameter,  the  volume  transpired  in  equal  times  is  inversely 
as  the  length  of  the  tube :  if  500  cubic  centimetres  were  transpired  through  a 
tube  3  metres  long,  in  five  minutes,  a  similar  tube,  6  metres  in  length,  would 
only  allow  the  passage  of  250  cubic  centimetres  in  the  same  time.  3.  That  as 
the  temperature  rises,  the  transpiration  of  equal  volumes  becomes  slower.  4. 
That  whether  the  tubes  were  of  copper  or  of  glass,  or  whether  a  porous  mass  of 
stucco  were  used,  the  same  uniformity  in  the  results  was  obtained.  By  com- 
paring together  different  gases  under  similar  circumstances,  the  rate  of  tran- 
spiration, or  rapidity  of  passage  into  a  vacuum  through  a  capillary  tube,  was 
found  to  vary  with  the  chemical  nature  of  the  gas.     These  velocities  of  different 
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bear  a  constant  idation  to  mcK  other,  totally  independent  of  their  densities^ 
or  indeed  of  any  other  known  property  of  the  gaaes. 

Transpirability  of  Gases. 


GMes. 

Times  for 
Tnanrirmtion  of 
Equal  Yolamea. 

Telodtj  of 
Transpiratioti. 

Oxygen 

Air 

(Nitrogen     

<  Nitric  Oxide       

f  Carbonic  Oxide 

(  Nitrous  Oxide     

<  Hydrochloric  Acid      

(  Carbonic  Anhydride 

Chlorine 

Sulphurous  Anhydride 

Sulphuretted  Hydrogen       

Marsh  Gas 

Ammonia      • 

Cyanogen      

OefiantGas 

Hydrogen      

I'OOOO 
09030 
0*8768 
0*8764 
0*8737 

07493 
0-7363 

0*666^ 
0*6500 
0*6195 
0-5510 

0-5115 
0*5060 

0-5051 
0-4370     • 

I'OOOO 

I-I074     . 

II4I 

ri4i 
1*144 
1-334 
1-361 
1-369 
1*500 

1-538 
1*614 

1-815 

1-935 
1*926 
1-980 
i>*388 

Graham  considers,  that  it  is  most  probable  that  the  rate  of  transpiration  is 
the  resultant  of  a  kind  of  elasticity  depending  upon  the  absolute  quantity  of  heat, 
latent  as  well  as  sensible,  which  different  gases  contain  under  the  same  volume ; 
and  therefore  that  it  will  be  found  to  be  connected  more  immediately  with  the 
specific  heat  than  with  any  other  property  of  gases.  0 

Of  all  the  gases  tried,  oxygen  has  the  slowest  rate  of  transpiration ;  and  hence 
that  gas  may  be  conveniently  taken  as  the  standard  of  comparison  for  the  other 
gases,  as  has  been  done  in  the  preceding  table,  which  shows  the  relative  times 
in  which  equal  volumes  of  the  different  gases  are  transpired,  and  their  relative 
velocities ;  these  are  of  course  inversely  as  the  times. 

A  mixture  consisting  of  equal  volumes  of  two  gases  which  differ  in  their  ratea 
of  transpiration,  does  not  always  exhibit  a  transpirability  the  mean  of  that  of 
the  two  gases  when  separate.  The  transpiration-time  of  hydrogen  is  greatly 
prolonged  by  admixture  with  oxygen ;  equal  volumes  of  these  two  gases  had  a 
rate  of  0*9008  instead  of  0*72,  which  would  be  the  mean  of  the  two. 

In  the  following  table  the  transpirability  of  some  vapours  is  given.  These 
results,  however,  from  the  necessity  of  experimenting  upon  the  bodies  i^  a  state 
of  mixture  with  some  permanent  gas,  are  not  equally  precise  with  those  attained 
in  the  case  of  the  gases  above  enumerated : — 


Transpirability  of  Vapours. 
(Times  required  for  equal  volumes.) 


0-4988 
0-4826 
0*4600 
0*4400 


Oxygen     ...     ...  1*0006  £thyl  Chloride 

Bromine  (about)      1*0000  Methyl  Oxide 

.    Sulphuric  Anhydride      ...  1*0000  Hydrocyanic  Acid 

Carbonic  Bisulphide       ...  0*6195  Ether      

Methyl  Chloride      0*5475 

Some  very  simple  relations  in  the  transpirability  of  several  of  the  foregoing 
gases  may  be  observed.  .  Thus  it  has  been  found — 

I.  That'  equal  weights  of  oxygen,  nitrogen,  air,  and  carbonic  oxide  are 
transpired  in  equal  times. 
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2.  That  the  velooHaM  of  mtrogen,  nitric  oxide,  and  oarbonic  oxide  are  eqnaL 

3.  That  the  velooitieB  of  hjdroohloric  acid,  carbonic  anhydride,  and  nitroua 
oxide  are  eqnaL 

4.  That  the  velooitj  of  hydrogen  is  donble  that  of  nitrogen,  of  carbonic  oxide, 
and  of  nitric  oxide. 

j.  That  the  velocities  of  chlorine  and  oxygen  are  as  3  :  2. 

6.  That  the  velocities  of  hydrogen  and  marsh  gas  are  as  j  :  4. 

7.  That  defiant  gas,  cyanogen,  and  ammonia  have  each  nearly  double  the 
velocity  of  oxygen. 

8.  That  the  transpiration-time  of  hydrogen  is  the  same  as  that  of  the  vapour 
of  ether,  and  that  of  sulphuretted  hydrogen  is  the  same  as  the  transpiration-time 
of  the  vapour  of  carbonic  disulphide. 

Carbonic  oxide  and  nitrogen  have  the  same  density  and  the  same  rate  of 
transpiration ;  so  have  carbonic  anhydride  and  nitrous  oxide.  The  rates  of  tran- 
spiration of  atmospheric  air,  oxygen,  nitrogen,  and  carbonic  oxide  are  likewise  in 
direct  proportion  to  their  densities ;  but  these  seem  to  be  concurrences  rather 
than  necessary  consequences,  as  no  regular  connexion  between  the  transpiration- 
time  and  the  density  of  the  gas  can  be  traced. 

(70)  Passage  of  Gases  through  Diaphragms. — As  in  the  case  of 
the  diffusion  of  liquids  the  results  are  often  modified  by  the  em- 
ployment of  a  diaphragm^  and  the  introduction  of  the  disturbing 
force  of  adhesion  to  the  material  of  which  it  consists,  so  it  is  also 
in  respect  to  gases.  This  disturbance  of  the  law  of  diffusion  is 
strikingly  seen  in  the  case  of  soluble  gases^  when  the  diaphragm 
is  moist.  If  a  moist  thin  bladder^  or  a  rabbit^s  stomach,  be  dis- 
te^ed  with  air,  and  suspended  in  a  jar  of  gaseous  carbonic 
anhydride,  the  gas  being  soluble  in  the  water  with  which  the 
membrane  is  wetted,  is  conveyed  through  its  pores  by  adhesion, 
and  passes  rapidly  into  the  inside :  the  air  in  the  interior  is  but 
sparingly  soluble,  and  is  transmitted  outwards  very  slowly ;  the 
oarbonic  anhydride,  consequently,  notwithstanding  its  lower 
diffusive  power,  accumulates  within,  and  at  length  often  bursts 
the  bladder.  A  similar  phenomenon,  arising  from  the  same 
cause,  is  exhibited  on  placing  a  jar  of  air,  the  mouth  of  which  is 
covered  by  a  film  of  soapy  water,  in  a  vessel  of  nitrous  oxide. 
Where  the  diaphragm  does  not  exert  this  solvent  power,  the  usual 
law  of  diffusiveness  prevails. 

Fio.  4  q.  ^'*  ^  strikingly  exemplified  by 

taking  two  similar  small  jars,  shown 
at  1.  and  H,  fig.  43,  H  being  filled 
with  hydrogen,  A  with  Mr,«nd  tying 
a  sheet  of  caoutchouc  over  the  open 
mouth  of  each.  Over  the  one  con- 
taining air  invert  a  large  jar  full  of 
hydrogen,  "b!  ;  leave  the  other  ex- 
posed in  a  jar  of  air,  a!  \  in  the 
course  of  ten  days  or  a  fortnight  the 
caoutchouc  over  the  jar  filled  with  fur  will  have  become  convex  from  the  endos- 
mosis  of  the  hydrogen;  over  the  other  it  will  have  become  ooncave  from  its 
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exosmoflis ;  the  moUon  of  the  hydrogen  in  hoth  oases  throngh  the  oaontohono 
being  more  rapid  than  the  simultaneous  passage  of  the  air  through  it  in  the 
opposite  direction. 

It  was  proved  many  years  ago  by  Mitchell^  that  caoutchouc 
lias,  like  charcoal,  the  power  of  condensing  large  quantities  of 
many  gases  by  the  force  of  adhesion;  for  example,  it  rapidly 
absorbs  ammonia,  nitrous  oxide,  and.  sulphurous  anhydride.  Indeed, 
it  is  impossible  to  employ  any  diaphragm  in  which  this  disturbing 
force  is  not  in  a  certain  degree  observable ;  even  with  plaster  of 
Paris  it  is  appreciable,  and  slightly  modifies  the  experimental 
results  of  diffusion  :^  where  condensation  occurs  in  the  membrane 
to  a  large  amount,  the  gas  is  frequently  reduced  in  bulk  as  much 
as  would  be  needed  for  its  liquefaction ;  it  then  evaporates  from 
the  opposite  surface  of  the  diaphragm  into  the  other  gas,  just  as 
a  very  volatile  liquid  would  do. 

This  action  of  colloids  npon  gases  has  heen  made  the  suhject  of  careful  inves^ 
tagation  hy  Graham  (Phil.  Trans.  iS66,  399),  who  r^ards  the  absorption  of 
gases,  under  these  circumstances,  as  due  to  a  species  of  solution.  He  says  (p. 
403),  referring  to  the  action  of  rubber  on  carbonic  anhydride, '  The  first  ab- 
sorption of  the  gas  by  rubber  must  depend  upon  a  kind  of  chemical  affinity  sub- 
sisting between  the  material  of  the  gas  and  substance  of  rubber,  analogous  to  that 
attraction  which  is  admitted  to  exist  between  a  soluble  body  and  its  solvent,  con- 
ducing to  solution.  Carbonic  acid  being  soluble  in  ether  and  volatile  oils,  it  is 
not  wonderful  that  it  is  also  dissolved  by  the  hydrocarbons  of  rubber.  The 
rubber  being  wetted  through  by  the  liquefied  gas,  the  latter  comes  to  evaporate 
into  the  vacuum,  and  reappears  on  the  other  side  of  the  membrane.' 

In  a  series  of  experiments  made  upon  the  absorptive  power  of  rubber  upon 
diffisrent  gases,  Graham  employed  a  diffusion  tube  about  22'''"^'  in  diameter,  and  a 
metre  in  length,  closed  at  the  upper  end  by  a  thin  plate  of  stucco,  and  open  below. 
A  thin  film  of  rubber  from  a  small  caoutchouc  balloon  was  stretched  over  the 
plate  of  stucco,  secured  with  copper  wire,  and  cemented  to  the  glass  with  gutta 
perdia  softened  by  heat  The  tube  was  filled  with  mercury,  and  inverted  in  a 
vessel  of  mercury  so  as  to  obtain  a  Torricellian  vacuum,  into  which  different  gases 
were  allowed  to  penetrate,  by  enclosing  the  upper  end  of  the  tube  in  a  hood  of 
thick  vulcanized  rubber,  provided  with  an  entrance  and  exit  tube  for  gas.  The 
gas  to  be  operated  on  was  then  transmitted  steadily  through  the  chamber  formed 
above  the  film  of  rubber  by  the  hood ;  the  excess  of  gas  being  allowed  to  escape 
into  the  air.  The  mercurial  column  gradually  fell  in  the  diffusion  tube,  and  the 
time  occupied  during  a  fall  of  25°^™'  was  observed. 

Taking  the  time  occupied  for  the  passage  through  the  film  of  a  constant  volume 
of  carbonic  anhydride  as  i^  the  time  occupied  by  the  entrance  of  equal  volumes 


*  Bunsen,  in  his  experiments  {Qcuometry,  translation  by  Bosooe,  pp.  198- 
^32!)f  ^^  ^  P^^  ^^  gypB^i^  from.  12  to  25"^^*,  or  half  an  inch  to  an  inch  in 
thickness,  and  the^,  results  showed  that  the  phenomena  of  transpiration  must  also 
be  allowed  for,  but  from  estimating  its  importance  unduly,  he  was  led  to  question 
the  accuracy  of  Graham's  law.  of  diffusion,  which  is  no  doubt  correct.  An 
elaborate  re-investigation  of  the  whole  subject  by  Graham  has  placed  this 
beyond  question  (PAt7.  ZV-aiw.  1863,  385). 
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of  the  following  gases  was  found  by  Ghraham  to  be  represented  by  the  nam 
subjoined : — 

Carbonic  anhydride i 

Hydrogen 2*470 

Oxygen S'3^^ 

Marsh  gas  (CHJ 6-326 

Atmospheric  air i^'^jo 

Carbonic  oxide 12*203 

Nitrogen ^3' 5^5 

No  relation  between  either  the  diffusibility  of  a  gas  or  its  solubility  in  water  is 
exhibited  by  these  numbers. 

Fio.  44.  The  penetration   of  rubber  by 

gases  is  much  affected  by  tempera- 
ture, the  softening  of  the  film  by  heat 
increasing  the  rate  at  which  permea- 
tion takes  place,  notwithstanding  the 
increase  of  elasticity  conferred  upon 
the  various  gases  by  rise  of  tempera- 
ture. Air,  for  instance,  passed 
through  a  septum  of  rubber  at  4^  C. 
with  only  -j^i-  of  the  velocity  with 
which  it  passed  through  the  same 
septum  at  60^  C. 

The  difference  in  the  facility  with 
which  oxygen  and  nitrogen  pass 
through  caoutchouc  suggested  the 
possibility  of  mechanically  separating 
the  constituents  of  atmospheric  air 
to  a  considerable  extent;  and  the 
method  by  which  Graham  was  enabled 
to  accomplish  this  object  most  readily 
and  completely  was  the  following : — 
A  Sprengel's  air-pump  {Chem,  8oe, 
Joum.  1865,  p.  9)  is  attached  by 
means  of  the  branch  tube,  t,  to  an 
air-tight  gas-bag,  B.  This  bag  is  best 
made  of  a  thin  but  close  silk  fabric, 
coated  with  black  rubber  upon  one 
side  only.  The  varnished  side  is 
turned  inwards,  and  between  the  two 
surfaces  a  double  thickness  of  Com- 
mon felt  carpet  is  placed.  A  glass 
quill  tube  projects  inwards  for  a  few 
inches,  and  is  connected  by  means  of 
black  vulcanized  tubing,  secured  with  coils  of  thin  copper  wire,  and  varnished 
with  fused  rubber.  An  exhausting  syringe  connected  with  the  tube,  c,  is  used 
to  commence  the  removal  of  the  air,  Uie  tube  being  closed  above  by  the  clamp 
at  e ;  the  syringe  is  removed,  and  the  funnel,  F,  is  filled  with  mercury,  and  on 
relaxing  the  damp,  the  residual  air  in  B  gains  access  to  the  descending  tube, 
and  is  swept  on  by  the  faUing  mercury.  It  may  be  collected  when  desired  by 
placing  a  small  receiver,  B,  over  the  recurved  extremity  of  the  descending  tube, 
which  should  be  of  2*^^*5  internal  diameter  (-^  inch).     After  all  the  contents 
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of  the  bag  had  heen  thus  extraeted,  and  the  oolkpse  was  complete^  the  Sprengel 
tabe  began  to  throw  out  air  in  a  slow  bat  very  regular  manner.  The  air  thus 
collected  was  found  to  have  experienced  what  is  regarded  by  Graham  as  a  process 
of  dialysis.  A  square  metre  of  such  silk  (at  ao^  C.)  allowed  the  passage  of  about 
2*25  cub.  centim.  air  per  minute,  and  the  proportion  of  oxygen  was  usually  from 
41  to  4  a  per  cent  If  a  glowing  chip  be  introduced  into  such  air,  it  is  rekindled. 
In  one  observation,  at  a  temperature  of  4^  C,  the  proportion  of  oxygen  in  the 
dialysed  air  was  found  to  rise  as  high  as  47*4  per  cent. 

No  doubt,  if  on  a  large  suale  it  were  possible  by  such  mechanical  means  to 
reduce  the  proportion  of  nitrogen  to  one-half  of  that  which  exists  in  air,  the  con- 
centrated oxygen  mixture  might  he  applied  to  many  useful  purposes. 

(70  if)  Passage  of  Gases  through  Metallic  Septa. — Something 
*  analogous  to  this  action  of  caoutchouc  has  been  proved  by  the  expe- 
riments of  Deville  and  Troost  to  occur  in  the  case  of  certain  metals ; 
viz.^  platinum  and  iron^  which  they  found  to  become  permeable  to 
hydrogen  at   eleyated  temperatures  in  a  very  remarkable  and 
unexpected  manner : — A  tube  of  hammered  platinum  was  fitted 
by  means  of  corks  into  the  axis  of  a  shorter  and  wider  porcelain 
tube;   a  slow  current  of  pure  and  dry  hydrogen  was  directed 
through  the  outer  tube,  whilst  a  current  of  dry  air  was  transmitted 
through  the  platinum  tube.    At  ordinary  temperatures  no  moisture 
was  observed  in  the  air  which  passed  through  the  platinum  tube;  the 
porcelain  tube  and  the  platinum  within  were  then  gradually  raised 
to  a  red  heat;  at  a  temperature  of  iioo®  C.  (2012°  F.)  the  oxygen 
contained  in  the  air  had  entirely  disappeared^  nothing  but  nitrogen 
and  steam  passing  out  of  the  platinum  tube ;  whilst  at  still  higher 
temperatures  the  moist  nitrogen  was  mixed  with  hydrogen.     As 
the  tube  cooled,  the  same  phenomena  were  observed,  but  in  the 
inverse    order,    till   at  ordinary  temperatures   no   diffusion   of 
hydrogen  was  perceptible.     A  cast  tube  of  platinum  2"^*  thick 
gave  similar  residts.  {PhiL  Mag.  IV.  xxvi.  336.)     Carbonic  anhy- 
dride does  not  experience  difiusion  in  the  platinum  tube. 

Analogous  experiments  upon  a  tube  of  soft  cast  steel  drawn 
down  to  a  tube  the  sides  of  which  were  from  3  to  4™™*  thick, 
showed  that  this  material  also  is  porous  at  high  tempera- 
tures. In  this  experiment  the  steel  tube  was  soldered  at 
each  end  by  means  of  silver  solder  to  narrow  tubes  of  copper ; 
it  was  then  enclosed  in  a  porcelain  tube,  to  protect  it  from 
the  fire,  and  raised  gradually  to  a  strong  red  heat :  one  end 
of  the  copper  tubing  was  connected  with  an  apparatus  which  dis- 
engaged hydrogen;  the  other  terminated  in  a  long  glass  tube^ 
which  was  plunged  into  mercury.  After  the  hydrogen  had  been 
transmitted  for  several  hours  through  the  ignited  tube,  the  tube 
which  conveyed  the  gas  was  sealed  by  fusion ;  and  immediately 
the  mercury  rose  in  the  glass  tube  to  a  height  of  740™"-  (29*13 
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inches)^  so  that  an  almost  perfect  yacaum  was  produced  by 
the  escape  of  the  hydrogen  through  the  substance  of  the  hot  steel 
tube  {Comptes  Rendus,  Ivii.  965). 

This  subject  has  been  pursued  by  Graham  in  the  paper  aheady  quoted  (Pkil. 
Troms.  1866) : — ^By  means  of  the  Sprengel  pump  attached  to  one  of  Deville's 
tubes,  the  platinum  tube  was  found  to  be  tight  to  either  atmospheric  air  or 
hydrogen  at  ordinary  temperatures,  and  at  all  temperatures  below  a  duU  red  heat; 
]but  as  soon  as  the  outer  porcelain  tube  became  visibly  red,  the  hydrogen  passed 
through  the  pores  of  the  platinum,  and  in  7  minutes,  15*47  cub.  centim.  of  gaa 
were  collected,  of  which  1 5*27^*^*  were  hydrogen.  The  pktinnm.tube  which  was 
used  in  this  experiment  was  joined  without  solder ;  it  was  drawn  from  a  mass 
of  the  fused  metal,  and  was  1*1  millimetre  in  thickness,  i  sq.  metre  of  such 
a  tube  delivered  hydrogen,  at  a  temperature  approaching  a  white  heat,  in  quantity 
of  489*2  cub.  centim.  per  minute :  this  was  nearly  4  times  as  fast  as  the  passage 
of  hydrogen  at  20®  C.  through  a  septum  of  rubber  0*014°^'  thick.  Oxygen  and 
nitrogen  were  tried  under  similar  circumstances,  but  neither  of  these  gases  per- 
meated the  platinum.  Carbonic  anhydride,  chlorine,  hydrochloric  acid,  and 
aqueous  vapour  were  equally  unable  to  penetrate  the  ignited  metal. 

No  hydrogen  was  found  when  either  of  the  gases  last  named  was  used ; 
therefore  it  may  be  inferred  that  no  dissociation  of  thdr  constituents  occurred 
at  this  temperature.  When  either  ammonia,  coal  gas,  or  hydrosulphuric  acid 
was  tried,  pure  hydrogen  was  found  to  have  penetrated  the  tube,  but  none  of  the 
undecomposed  gas  itself  passed  through. 

The  experiments  were  then  varied  in  the  following  manner : — ^A  porcelain 
tube  was  fitted  with  quill  glass  tubes  and  sound  corks,  and  either  closed  hermeti- 
cally, or,  when  necessary,  connected  with  a  gas-delivering  apparatus  at  one  ex* 
tremity,  and  at  th^  other  with  a  Sprengel  tube.  A  quantity  of  clean  platinum 
wire  drawn  from  fused  metal  was  introduced  into  the  porcelun  tube,  exhausted,  and 
heated  for  an  hour.  Then  pure  and  dry  hydrogen  was  admitted  into  the  porce- 
lain tube  at  a  cherry-red  heat,  and  the  temperature  allowed  to  fall  gradually,  so  as 
to  expose  the  metal  for  about  twenty  minutes  at  a  heat  a  little  below  redness  to  an 
atmosphere  of  hydrogen.  It  was  then  allowed  to  cool  completely,  and  the  excess 
of  hydrogen  was  swept  out  by  a  current  of  air  or  of  nitrogen.  The  closed  tube  was 
now  exhausted  in  the  cold,  but  no  hydrogen  came  off.  The  platinum  being  still 
retained  in  a  good  vacuum,  heat  was  again  very  gradually  applied,  and  the 
action  of  the  Sprengel  pump  maintained.  Gas  began  to  come  off  as  soon  as 
visible  redness  was  attained;  and  in  the  course  of  one  hour  201  grms.  of  plati- 
num gave  off  2' 1 2°'°'  of  gas,  1*93  of  which  consisted  of  hydrogen,  and  0*19  of 
nitrogen.  The  platinum  had  consequently  absorbed  one-fifth  of  its  bulk  of  hy- 
drogen (or  nearly  half  its  bulk,  if  calculated  at  a  red  heat)  without  any  sensible 
change  in  lustre,  or  otherwise.  Eepeated  heatings  somewhat  diminished  the 
volume  of  hydrogen  absorbed  by  this  mass  of  platinum.  Spongy  platinum, 
when  similarly  treated,  absorbed  1*48  its  volume  of  hydrogen,  wiUi  a  sensible 
amount  also  of  nitrogen.  Sheet  platinum  from  an  old  crucible  absorbed  a  still 
larger  quantity  of  hydrogen,  the  amount  exceeding  five  volumes.  The  gas  thus 
absorbed  appears  to  be  permanently  retained.  In  one  experiment  a  piece  of  plati- 
num which  had  been  charged  with  hydrogen  was  hermetically  sealed  in  a  tube 
with  air,  and  left  for  two  months.  No  hydrogen  escaped  into  the  tube ;  and  on 
heating  the  platinum  in  the  manner  already  described,  it  gave  off,  in  different 
experiments,  from  2*28  to  379  times  its  bulk  of  hydrogen.  Platinum  foil  was 
observed,  when  heated  in  hydrogen  only  to  230^  C.  for  three  hours,  to  absorb 
1*45  its  volume  of  hydrogen,  which  could  not  be  extracted  in  vacuo  until  the 
temperature  was  raised  to  redness*    Copper,  by  similar  modes  of  experiment,  was 
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^ound  to  absorb  from  o'3  to  o'6  of  its  bulk  of  hydrogen.  Gold  absorbed  0*48  its 
volume  of  hydrogen,  and  0*3  of  carbonic  oxide.  It  also  absorbed  nitrogen  from 
the  air  to  the  extent  of  about  0*4  of  its  volume ;  86*3  per  cent,  of  the  absorbed 
gas  consisting  of  nitrogen,  5*3  of  oxygen,  and  the  remainder,  8*4,  of  carbonic 
anhydride.  Silver  wire  absorbed  o'2i  its  volume  of  hydrogen,  and  0745  of 
oxygen.  In  three  different  experiments  silver  sponge  (reduced  irom  the  oxide) 
retained  6*i  j,  8*05,  and  7*47  volumes  of  oxygen,  at  all  temperatures  below 
incipient  redness,  but  showed  no  visible  tarnish  of  its  surface. 

Iron  wire  retained  from  0*46  to  0*42  its  volume  of  hydrogen.  The  same 
iron,  after  the  expulsion  of  the  hydrogen,  was  exposed  to  carbonic  oxide :  the 
pure  iron  was  thus  found  to  be  capable  of  taking  up  at  a  low  red  heat,  and  hold- 
ing when  cold,  4*1^^  volumes  of  carbonic  oxide.  The  wire  remained  soft,  and  did 
not  become  hard  when  heated  red  hot  and  suddenly  cooled,  neither  was  it  altered 
in  aspect  or  in  solubility  in  acids.  Indeed,  as  Graham  remarks,  *  in  the  course 
of  its  preparation  wrought  iron  may  be  supposed  to  occlude  six  or  eight 
times  its  volume  of  carbonic  oxide  gas,  which  is  carried  about  ever  afber.'  This 
dif^ion  of  carbonic  oxide  through  the  mass  of  the  iron  is  regarded  by  Graham 
as  the  ordinary  means  of  distributing  carbon  through  iron  in  the  process  of 
converting  it  into  steel  . 

The  most  remarkable  results  upon  the  absorption  of  gases  by  the  metals  were 
obtained  in  the  case  of  palladium.  A  particular  piece  of  palladium  foil  was  first 
heated  in  vactM  to  redness,  and  then  exposed,  at  a  heat  not  exceeding  245°  C,  to 
hydrogen,  after  which  it  was  allowed  to  cool  very  slowly.  When  exposed  at 
ordinary  temperatures  in  vacuo,  it  gave  off  no  hydrogen ;  but  as  soon  as  heat  was 
applied,  the  gas  was  evolved  freely,  and  amounted  to  5*26  volumes  for  i  volume 
of  the  metal.  The  same  piece  of  foil,  when  heated  for  three  hours  to  between  90^ 
and  97°  C,  absorbed  643*3  volumes  of  hydrogen;  and  if  the  metal,  after  heat- 
ing to  redness,  was  allowed  to  cool  in  vacuo,  it  absorbed,  even  at  common  tem- 
peratures, fully  376  volumes  of  the  gas.  No  alteration  was  sensible  in  the 
metallic  appearance  of  the  foil.  Spongy  palladium  took  up  686  volumes  of 
hydrogen,  but  exhibited  no  tendency  to  absorb  oxygen  or  nitrogen.  Palladium 
foil  prepared  from  a  piece  of  the  metal  which  had  been  fused,  absorbed  hydrogen 
much  less  abundantly ;  the  maximum  amount  not  exceeding  68  volumes. 

A  solid  palladium  tube  i""^*  thick  was  found  to  be  tight  to  atmospheric  air 
when  heated  to  redness ;  but  at  a  temperature  of  240°  C,  hydrogen  began  to 
pass  through  it ;  and  when  it  was  heated  to  a  point  just  short  of  redness,  the 
gas  passed  at  the  rate  of  423  cub.  centims.  per  minute  for  a  square  metre  of  surface. 

When  coal  gas  was  employed  instead  of  pure  hydrogen,  and  the  heat  was 
raised  to  27 o*^,  pure  hydrogen,  completely  free  from  any  smell  of  coal  gas,  passed 
into  the  interior  of  the  metallic  tube.  Ether  vapour  was  found  to  pass  through 
palladium  foil  at  common  temperatures,  although  hydrogen  did  not  pass. 

From  these  remarkable  investigations  Graham  concluded  that 
there  is  la  progression  in  degrees  of  porosity.  He  says,  'there 
appear  to  be  (i)  pores  through  which  gases  pass  under  pressure^ 
or  by  capillary  transpiration,  as  in  dry  wood  and  many  minerals ; 
(2)  pores  through  which  the  gases  do  not  pass  under  pressure, 
but  pass  by  their  proper  molecular  movement  of  diffusion,  as  in 
artificial  graphite;  and  (3)  pores  through  which  gases  pass  neither 
by  capillary  transpiration,  nor  by  their  proper  diflriisive  move- 
ment, but  only  after  liquefaction — ^such  as  the  pores  of  wrought 
metals  ^d  the  finest  pores  of  graphite.^ 
1  I 
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This  latter  porosity  Deville  conceives  to  be  an  intermolecular 
porosity  due  entirely  to  dilatation.  The  intermolecular  porosity 
of  platinum  and  iron  is  not  sufficient,  he  supposes,  to  admit 
any  passage  of  gas  at  low  temperatures,  but  is  developed  by  the 
expansive  agency  of  heat  upon  these  metals,  and  becomes  sensible 
in  these  particular  cases  about  the  temperature  of  ignition. 

The  absorption  of  a  gas  by  a  liquid  or  a  colloid  substance  is 
not  a  purely  physical  effect.  Some  relation  m  composition  is 
necessary;  hence  it  is  asked  by  Graham  whether  a  similar 
analogy  may  not  be  looked  for  between  hydrogen  and  colloid 
bodies  of  the  metallic  class. 

The  phenomena  of  difiusion  in  gases  were  viewed  by  Dalton 
as  a  necessary  consequence  of  the  self-repulsive  property  of  the 
particles  of  gaseous  bodies.  He  considered  that  each  gas  ulti- 
mately dilates  until  the  whole  space  through  which  the  difiusion 
occurs  is  filled  with  an  atmosphere  of  that  gas,  of  a  density  pro- 
portioned to  the  quantity  of  the  gas  present.  Observation  shows 
that  each  gas  becomes  diflFiised  through  a  limited  space  filled  with 
any  other  gas,  as  it  would  be  through  a  vacuum,  the  other  gas 
only  acting  mechanically  to  retard  the  period  at  which  such  uni- 
formity of  difPdsion  is  attained. 

It  has  been  remarked  by  Graham,  that  if  this  view  were  true, 
there  should  be,  contrary  to  experience,  a  depression  of  temperature 
when  two  gases  become  intermixed.  It  does  not,  however,  appear 
that  this  is  a  necessary  consequence,  since  the  particles  of  each  gas 
may  merely  glide  amongst  those  of  the  other  kind,  as  the  particles 
of  water  do  amongst  those  of  sand,  the  self-repulsion  of  the 
particles  still  being  the  power  which  determines  the  process  of 
diffusion. 

The  phenomena  of  the  diffusion  of  liquids  seem,  however,  to  be 
more  easily  reconciled  with  the  supposition  of  a  feeble  superficial 
attraction  between  the  particles  of  one  liquid  and  those  of  another, 
and  the  supposition  that  an  analogous  attraction  exists  between 
the  particles  of  one  gas  and  those  of  a  gas  of  different  nature 
might  sufficiently  account  for  the  process  of  intermixture  in  the 
case  of  elastic  fluids. 

It  is  to  be  borne  in  mind  that  in  the  intermixture  of  gases, 
the  diffusion  volume  has  no  necessary  relation  to  the  chemical 
equivalent  or  to  the  supposed  atomic  weight  of  the  body.  The 
i^tios  which  have  been  observed  are  dependent  upon  the  relative 
density  of  the  gases  compared,  quite  irrespective  of  the  combining 
proportion.  In  liquids,  a  similar  want  of  connexion  between 
the  chemical  equivalent  and  the  diffusion  volume  is  observed; 
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tbe  relation  in  this  case  is   a  multiple  of  the  absolute  weight 
diffiised. 

(71)  Separation  of  Bodies  by  Cold  or  Heat, — It  often  happens^ 
where  adhesion  has  proceeded  so  far  as  to  produce  the  solution 
of  a  solid  in  a  liquid,  as  in  the  cases  just  considered^  that  the 
chemist  has  occasion  to  destroy  this  adhesion^  and  to  obtain  one 
substance  or  both  of  them  in  a  separate  form.  This  separation 
is  generally  effected  with  the  aid  of  heat.  Depression  of  tem- 
perature will  sometimes  cause  the  cohesion  of  the  particles  of  the 
solid  to  acquire  the  ascendancy  over  the  force  of  adhesion.  When, 
for  example,  brandy  is  exposed  to  intense  cold,  many  degrees 
below  that  necessary  to  freeze  water,  the  spirituous  portion  re- 
tains its  liquid  form,  and  separates  from  the  aqueous  part,  which 
solidifies  as  ice.  An  instance  of  this  sort  occurs  in  nature  on  a 
vast  scale,  in  the  pure  fresh- water  ice  which  is  formed  over  thou- 
sands of  square  miles  of  ocean  round  the  northern  and  southern 
poles.  Indeed  water,  in  the  act  of  freezing,  becomes  completely 
separated  from  everything  which  it  previously  held  in  solution. 
It  is  owing  to  the  separation  of  air  previously  dissolved  in  the 
water,  that  ice  so  often  presents  a  blebby,  honeycombed  ap- 
pearance. 

Faraday  has  shown  that,  even  on  a  small  scale,  this  complete  separation  of 
foreign  matters  from  water  may  be  easily  effected  by  the  process  of  freezing : — If 
sulphuric  acid,  or  a  strong  solution  of  indigo,  or  one  of  common  salt,  be  mixed 
with  90  or  100  times  its  bulk  of  water,  and  this  mixture  be  placed  in  a  tube  of 
about  an  inch  in  diameter,  and  immersed  in  a  freezing  mixture  (175),  at  the 
same  time  that  the  separation  of  the  foreign  matter  is  mechanically  facilitated  by 
stirring  the  liquid  round  and  round  briskly  and  constantly  with  a  feather,  the 
sides  of  the  tube  will,  in  a  few  minutes,  be  lined  with  a  coat  of  transparent, 
chemically  pure  ice,  all  the  foreign  matters  having  accumulated  in  the  central 
portion,  which  still  remains  liquid. 

In  like  manner,  gases  may  be  in  a  great  measure  freed  from 
condensible  vapours  by  exposing  them  to  a  very  low  temperature. 
Air  saturated   with  moisture  may  be  rendered  nearly  dry  by    . 
causing  it  to  traverse  a  long  tube,  cooled  down  by  immersion  in 
a  mixture  of  ice  and  salt. 

Elevation  of  temperature  is  still  more  often  resorted  to  for 
the  separation  of  bodies  in  solution :  when,  for  instance,  a  solu- 
tion of  common  salt  in  water  is  exposed  to  heat,  the  repidsive 
power  of  this  agent  overcomes  the  cohesion  of  the  water,  as  well 
as  its  adhesion  to  the  salt ;  the  water  assumes  the  aeriform  con- 
dition^ passes  off  in  steam,  and  leaves  the  salt  behind  in  the  solid 
state.  This  process  is  termed  evaporation.  It  proceeds  rapidly 
in  shallow,  open  vessels,  in  which  case  the  liquid  escapes  into  the! 
air.     If  it  be  necessary  to  preserve  the  solvent,  the  operation  is 
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conducted  in  a  closed  vessel,  sucli  as  a  retort,  and  connected  witli 
a  suitable  condensing  apparatus,  so  as  to  eflFect  a  distillation  of 
the  liquid.  The  same  process  may  be  applied  to  effect  a  partial 
separation  of  liquids  of  different  degrees  of  volatility,  and  spirit 
of  wine  is  thus  more  or  less  perfectly  separated  from  water. 

§  IV.  Ceystallization. 

(72)  Modes  of  procuring  Crystals. — It  might  be  anticipated 
Hihat  when  cohesion  slowly  recovers  its  ascendancy,  this  force 
would  exert  itself  throughout  the  mass  equally  in  all  directions, 
and  that  a  globular  concretion  would  be  the  result,  as  when  oil 
separates  from  mixture  with  dilute  spirit  of  a  specific  gravity  pre- 
cisely equal  to  its  own.  The  fact,  however,  is  quite  otherwise, 
for  as  a  general  rule  cohesion  is  not  exerted  equally  in  all  direc- 
tions in  solids.  In  the  majority  of  instances,  where  solid  bodies 
are  allowed  to  separate  slowly  from  their  solutions,  they  are 
found  to  assume  regular  geometrical  forms.  Each  substance  has 
its  own  peculiar  form.  Such  regular  geometrical  solids  are 
terme'ct  crystals. 

By  these  differences  in  form,  the  materials  which  constitute 
the  crystallized  masses  may  often  be  distinguished  from  each 
other.  For  example,  common  salt  crystallizes  in  cubes,  alum 
in  octohedra,  saltpetre  or  nitre  in  six-sided  prisms,  Epsom  salts 
in  four-sided  prisms,  and  so  on.  The  more  slowly  and  regularly 
the  process  is  allowed  to  proceed,  the  larger  and  more  regular 
are  the  crystals.  The  usual  method  of  obtaining  crystals  is  to 
form  a  strong  solution  of  the  salt  in  hot  water,  for  most  bodies 
are  more  freely  soluble  in  water  when  it  is  at  an  elevated  tem- 
perature than  when  cold ;  as  the  liquid  cools,  the  cohesion  of  the 
salt  resumes  its  ascendancy,  and  the  crystals  shoot  through  the 
liquid :  in  this  way  crystals  of  nitre  are  easily  procured. 

It  is  not  necessary,  however,  that  the  liquefaction  should  in 
all  cases  take  place  through  the  intervention  of  an  indifferent 
liquid  such  as  water :  mere  fusion  of  the  substance,  followed  by 
slow  cooling  so  as  to  allow  it  freely  to  obey  the  molecular  attrac- 
tion, is  in  many  instances  sufficient  to  produce  crystals.  If  a 
or  3  kilogrammes  of  sulphur  or  of  bismuth  be  ftised  in  a  cru- 
cible, and,  after  it  has  cooled  sufficiently  to  become  solid  upon 
the  surface,  the  crust  be  broken  through  and  the  yet  liquid  sul- 
phur or  bismuth  be  poured  out,  the  inner  surface  of  the  solid 
portion  will  be  found  to  be  lined  with  prismatic  transparent 
crystals  of  sulphur,  or  brilliant  hollow  cubes  of  metallic  bismuth, 
l^ater  on  solidifying  often  shoots  into  beautiful  crystals,  as  may 
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be   seen   in   the  forms    of  p^^ 

snow  flakes^  fig.  45^  which 
fall  during  a  hard  frost. 
The  forms  of  these  flakes 
are  all  derived  from  the  six- 
sided  plate.  No.  I  ;  the  se- 
parate crystals  in  the  groups 

2>  3>  4>  5y  ^>  7>  ^y  ^  crOM 
each  other  at  angles  of  60^ 
and  120^,  though  they  yary  in  the  complexity  of  their  arrange- 
ment. 

In  the  bowels  of  the  earth,  temperatures  which  man  can  hardly 
attain  in  his  furnaces,  have  been  acting  for  ages ;  processes  of  cool* 
ing  of  the  most  regular  and  gradual  kind  have  been  proceeding, 
and  a  great  variety  of  combinations  have  been  effected  under  the 
pressure  of  the  superincumbent  strata.  By  the  combined  operation 
of  these  causes  many  crystalline  substances  of  mineral  origin  have 
been  formed,  which  we  have  not  succeeded  in  imitating,  although 
a  closer  examination  of  the  slags  of  our  iron  furnaces  reveals  new 
artificial  formations  of  this  nature;  and  the  number  of  those 
combinations,  previously  unattained  by  art,  is  gradually  being 
diminished. 

Ebelmen  {Ann.  de  Chimiey  III.  xxii.  211)  succeeded  in  pro- 
ducing a  variety  of  artificially  crystallized  compounds,  which  were 
before  only  known  as  natural  minerals,  by  dissolving  their  con- 
stituents in  boracic  or  in  phosphoric  acid,  or  in  one  of  their  salts, 
and  then  subjecting  the  mixture  to  an  intense  and  long-sustained 
heat  in  a  furnace  used  for  baking  porcelain;  the  acid,  or  other  com- 
pound employed  as  the  solvent,  was  thus  very  slowly  volatilized, 
and  various  minute  crystals  were  obtained,  including  spinelle, 
chrome  iron,  emerald,  and  corundum  or  ruby.  Deville  and  Caron 
{Comptes  BenduSj  xlvi.  764)  have  extended  these  experiments. 
They  introduced  the  fluorides  of  certain  metab  into  a  crucible 
Uned  with  charcoal,  and  containing  a  quantity  of  boracic  anhydride 
supported  in  a  small  cup  of  carbon.  The  cover  of  the  crucible 
was  then  carefully  luted  on,  and  the  whole  exposed  for  an  hour 
or  two  to  an  intense  white  heat.  Under  these  circumstances  the 
metallic  fluoride  and  the  boracic  anhydride  were  slowly  volatilized, 
the  vapours  decomposed  each  other,  and  crystals  were  formed. 
Ferric  fluoride  when  thus  treated  yielded  magnetic  oxide  of  iron 
in  octohedral  crystals;  ziroonic  fluoride  yielded  dendritic  crystals 
of  zirconia ;  a  mixture  of  aluminic  and  glucinic  fluorides  furnished 
chrysoberyl    {fjO,k\fi^i   aluminic  fluoride   mixed  with   zincic 
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fluoride  yielded  crystals  of  gahnite  (ZnO^AlgOg) ;  and,  by  the  use 
of  appropriate  mixtures,  staurolite*  and  other  crystallized  bodies 
previously  only  known  as  native  minerals  were  procured.  The 
success  that  has  attended  these  investigations  offers  every  induce- 
ment, to  those  who  have  the  opportunity,  to  pursue  this  interesting 
subject. 

The  prolonged  action  of  water  at  high  temperatures,  such  as 
can  only  be  obtained  under  pressure,  often  furnishes  crystalline 
compounds  which  cannot  otherwise  be  procured.  Acting  upon  a 
knowledge  of  this  fact,  De  Senarmont,  by  operating  in  closed 
vessels  with  water  upon  various  compounds,  at  temperatures 
Tanging  between  266°  and  572°  (130°  and  200°  C),  succeeded  in 
obtaining  in  a  crystallized  condition  the  principal  minerals  which 
^ccur  in  metalliferous  veins,  including  quartz,  carbonates  of  iron, 
manganese,  and  zinc,  baric  sulphate,  antimonious  sulphide, 
mispickel,  and  red  silver  ore,  as  well  as  anhydrous  ferric  oxide, 
and  corundum.     {Ann.  de  Chimie,  III.  xxxii.  129.) 

The  prolonged  action  of  water  at  moderate  temperatures  may 
often  also,  as  Daubree  has  shown,  cause  the  formation  of  compli- 
cated crystallized  minerals.  It  was  found  by  this  mineralogist 
that  the  zeoUtes  apophyllite,  chabasite  [(KNaCa)20,Al203, 4  SiO^, 
6  HgO],  and  harmotome  [K^O,  2  CaO,  4  AlgOg,  15  SiOg,  18  HgO], 
have  gradually  been  produced  in  the  concrete  laid  down  by  the 
Romans  around  the  channels  of  outflow,  at  the  hot  springs  of 
Plombieres.t 

It  is  not  in  all  cases  necessary  that  liquefaction  should  take 


*  Few  transformations  of  this  kind  are  more  instructive  than  those  which 
accompany  the  formation  of  staurolite,  the  crystallized  silicate  of  alumina 
( 4Alj9j,  3  SiOj).  Alternate  layers  of  silica  and  alumina  are  placed  in  a  porce- 
lain tube  heated  to  redness,  and  through  this  a  current  of  silicic  fluoride  is 
transmitted,  and  escapes  apparently  quite  unaltered  at  the  other  end  of  the  tube. 
The  fluoride  attacks  the  ignited  alumina,  removing  oxygen  from  it.  This 
oxygen  combines  with  a  portion  of  the  silicon  of  the  fluoride,  producing  silica 
which  unites  with  a  portion  of  the  alumina,  3  SiP^  +  2  Alfi^  =  3  SiO,  +  2  Al^F^. 
Meantime,  aluminic  fluoride  being  volatilized,  pasises  on  and  attacks  the  superin- 
cumbent layer  of  ignited  silica.  Alumina  is  reproduced,  and  combines  with  a 
portion  of  the  silica,  whilst  silicic  fluoride  is  again  formed,  again  to  undergo  a 
similar  series  of  transformations,  2  Al^F^  +  3  SiO,  =  3  SiF^  +  2  A1,0,. 

t  This  concrete  rests  in  part  on  granite  and  in  part  on  alluvial  gravel.  The 
mineral  water  flows  out  at  a  temperature  ranging  between  140°  and  158**  (60** 
and  70°  C).  It  is  very  dilute,  containing  not  more  than  0*3  gramme  per  litre 
of  saline  matters,  or  21  grains  per  gallon.  It  holds  in  solution  sinall  quantities 
of  silica,  and  salts  of  sodium,  potassium,  calcium,  and  aluminum.  These  sub* 
stances  thus,  in  almost  infinitesimal  quantities,  penetrate  the  concrete  by  a  very 
slow  infiltration,  and  in  the  lapse  of  ages  have  altered  its  composition,  and 
deposited  regularly  crystallized  zeolitic  minerals.      , 
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place  as  a  preliminary  to  crystallization :  a  solid  when  deposited 
&om  the  gaseous  state  sometimes  fximishes  crystals :  iodine^  arse- 
mous  anhydride^  sulphur^  mercuric  iodide^  and  camphor^  offer 
illustrations  of  this  mode  of  crystallization. 

(73)  Separation  of  Salts  by  Crystallization. — The  process  of 
crystallization  from  solution  often  affords  a  means  of  separating 
two  salts  of  unequal  solubility^  the  crystalline  form  of  which  is 
dififereot^  and  which  have  no  chemical  action  on  each  other: 
nitre  is  thus  purified  from  the  common  salt  which  always  occurs 
mixed  with  it.  This  process  is  very  generally  resorted  to  as  a 
means  of  purifying  salts  from  small  quantities  of  foreign  admix- 
tures, which  may  be  soluble  in  water^  but  which  either  do  not 
crystallize^  or  if  they  crystallize,  do  not  do  so  in  dUute  solutions. 
Each  crystallization  diminishes  the  quantity  of  adhering  impurity, 
and  after  the  process  has  been  repeated  three  or  four  times,  dis- 
solving each  successive  crop  of  crystals  in  fresh  portions  of  pure 
water,  the  product  will  in  most  cases  be  free  from  impurity.  The 
crystallization  of  sea  salt  from  sea  water  thus  separates  the  sodic 
chloride  from  magnesic  chloride,  and  from  various  other  salts 
which  are  present  with  it  in  small  proportions ;  a  single  crystal- 
lization gives  the  salt  sufficiently  pure  for  commercial  purposes, 
though  it  is  in  this  state  far  from  being  chemically  free  from  the 
bodies  which  accompany  it  in  the  waters  of  the  ocean.  A  single 
crystallization  of  many  salts,  however,  may  be  made  to  famish 
the  salt  very  nearly  chemically  pure,  if  the  solution  be  briskly 
stirred  whilst  the  crystals  are  being  formed.  The  salt  is  thus 
deposited  in  minute  detached  grains ;  and  if  these  are  placed  to 
drain,  and  washed  with  a  saturated  solution  of  the  pure  salt,  as 
is  practised  in  the  refining  of  nitre  (571),  the  mother  liquor,  which 
retains  the  impurities  dissolved,  may  be  completely  washed  away; 
but  if  the  crystals  be  allowed  to  be  deposited  slowly  and  to  acquire 
a  large  volume,  the  mother  liquor  is  retained  between  the  layers 
of  each  crystal,  and  cannot  be  thoroughly  displaced  by  the  pure 
solution.  Bodies  which  possess  the  same  crystalline  form,  such 
as  potassic  sulphate  and  chromate,  cannot  thus  be  separated  from 
each  other  by  crystallization. 

(74)  Sudden  Crystallization :  Nuclei, — ^Where  the  forces  of  co- 
hesion and  adhesion  are  nearly  balanced,  as  in  saturated  solutions, 
very  slight  causes  may  occasion  the  cohesion  to  preponderate ;  and 
when  once  this  force  has  been  set  in  action,  its  influence  spreads 
rapidly  throughout  the  mass.  Water,  for  example,  in  a  still 
atmosphere,  may  be  cooled  8  or  10  degrees  below  the  freezing 
point,  and  yet  continue,  liquid ;  but  the  slightest  vibration  of  the 
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vessel  causes  sudden  crystallization  of  a  portion  of  the  liquid  into 
ice.  Sometimes  a  similar  effect  is  produced,  as  in  the  case  of 
Glauber's  salt,  by  the  sudden  admission  of  air  to  the  solution  of 
the  salt  saturated  at  a  high  temperature,  and  from  which  the  air 
has  been  expelled  by  boiling. 

Adhesion  to  a  solid  body  may  be  sufficient  to  disturb  the 
balance ;  thus,  the  dropping  in  of  a  similar  crystal,  the  insertion  of 
a  thread,  or  of  a  wire,  or  of  a  piece  of  stick,  if  not  sufficient  to 
cause  sudden  crystallization,  will  generally  determine  the  spot 
upon  which  the  crystals  are  first  formed,  especially  if  the  foreign 
body  or  nucleus  be  rough  and  irregular  in  its  outline.  For  this 
reason  threads  are  stretched  across  the  vessels  in  which  the  pure 
solution  of  sugar  is  set  aside  to  crystallize  in  the  manufacture  of 
sugar-candy ;  so  also  wooden  rods  are  placed  in  solutions  of  cupric 
acetate,  and  copper  wires  are  suspended  in  solutions  of  borax  in 
order  to  facilitate  the  crystallization  of  the  salt. 

(75)  Circumstances  which  modify  Crystalline  Form. — The  volume  of 
crystals  is  often  influenced  by  circumstances  apparently  trivial  Muddy  solutions 
generally  yield  the  largest  crystals,  as  is  well  seen  in  the  manufacturing  process 
for  obtaining  citric  and  tartaric  acids,  where  the  impure  acid  always  forms  the 
finest  crystals.  Occasionally  the  presence  in  the  liquid  of  a  substance  which  does 
not  ciystallize  with  the  salt,  yet  modifies  the  form  which  the  latter  assumes ; 
urea,  for  instance,  occasions  the  deposition  of  common  salt  in  octohedra  instead 
of  its  usual  form  of  the  cube.  It  was  also  found  by  Jacobsen  {Pogg,  Annal, 
Gxiii.  498)  that  sodic  chlorate,  which  crystallizes  ordinarily  in  cubes,  could  be 
obtained  at  pleasure  in  the  hemihedral  form  observed  by  Marbach,  by  touching 
one  of  the  regular  cubic  crystals  of  the  salt  with  a  little  fat  or  wax,  and  putting 
it  back  into  the  mother  liquor.  A  similar  modifying  influence  on  the  form  of 
the  crystal  was  produced  by  the  addition  of  small  quantities  of  urea,  of  glycerin, 
or  of  crude  hydropotassic  tartrate  to  the  mother  liquor. 

The  investigations  of  Pasteur  {Ann,  de  Chimie,  III.  xlix.  5)  have  thrown  an 
interesting  light  upon  some  of  the  causes  which  thus  operate  in  modifying  the 
form  of  crystals.  The  crystals  which  were  particularly  examined  by  him  were 
those  of  acid  malate  or  bimalate  of  ammonium  (H^NH,C^H^05),  and  of  strontio 
formiate.  Bimalate  of  ammonium,  when  it  is  deposited  in  the  cold  &om  a  pure 
saturated  solution  of  the  salt,  crystallizes  in  the  form  shown  in  No.  i,  fig.  46— < 

Fig,  46. 

J-       «  A ?:_       B 
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a  form  derived  from  a  right  prism  with  a  rhombic  base.     Sometimes,  however, 
the  crystals  exhibit  the  double  bevel  shown. in  No.  2.    When  the  saltis  deposited. 
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from  a  solution  containing  prodncts  of  the  decomposition  of  the  bimalate  by  heat, 
it  assames  a  hemihedral  modification,  similar  to  one  or  other  of  those  shown  in 
fi^.  47.  The  bimalate  has  a  ready  cleavage  parallel  to  the  sides  A  B  and  c  D 
(fig.  46).     If  a  crystal  of  the  form  of  i  or  2  be  broken  across,  as  in  fig.  48,  and 


Fig.  47. 
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be  transferred  to  a  portion  of  pure  saturated  mother  liquor,  the  bevel  is  rapidly 
restored :  it  makes  its  appearance  first  along  the  edges  of  the  cleavage  plane,  x  Y, 
and  the  growth  of  the  crystal  is  more  rapid  in  the  direction  perpendicular  to  the 
plane  of  cleavage  than  it  is  in  the  direction  parallel  with  it. 
If  the  crystal  be  cut  at  one  of  its  angles  as  at  a,  fig.  49,  the 
notch  becomes  rapidly  filled  up,  as  shown  in  the  figure,  and 
when  the  form  of  the  crystal  is  restored,  its  growth  again 
becomes  r^ular  in  all  directions. 

The  general  conclusion  to  which  these  observations  point 
is — that  when  a  broken  crystal  is  replaced  in  its  mother 
liquor,  it  continues  to  increase  in  every  direction ;  but  that  its 
growth  is  especially  active  upon  the  broken  surfaces,  in  con- 
sequence of  which  the  general  outline  of  the  figure  is  restored 
in  a  few  hours. 

K  a  hemihedral  crystal,  such  as  either  of  those  shown  in  fig.  47*  be  placed 
in  a  saturated  solution  of  the  pure  bimalate,  the  hemihedral  faces  quickly  disap- 
pear, as  the  artificial  injury  does.  On  the  other  hand,  if  perfect  crystals  be 
placed  in  a  mother  liquid  depositing  hemihedral  crystals,  the  hemihedral  form  is 
speedily  developed  upon  the  newly -introduced  crystals,  the  hemihedral  crystal 
growing  most  rapidly  in  the  direction  of  its  length,  a  b,  whilst  the  regular 
crystal  increases  most  rapidly  in  the  direction  of  its  breadth,  a  g. 

In  reflecting  upon  this  last  observation,  it  occurred  to  Pasteur  that  if  he  could 
by  mechanical  means  compel  a  crystal  to  increase  more  rapidly  in  length  than 
in  breadth,  he  might  compel  a  pure  solution  to  deposit  hemihedral  crystals.  He 
accordingly  pasted  strips  of  tinfoil  over  the  sides  of  a  well-formed  crystal  of  the 
bimalate,  and  having  produced  cleavage  planes  at  the  two  ends  parallel  to  A  B, 
he  placed  it  in  a  solution  of  the  pure  salt ;  on  the  following  day  the  bevels  had 
reappeared  along  the  broken  faces,  and  each  of  the  four  solid  angles  of  the 
crystal  exhibited  a  hemihedral  face.  When  the  tinfoil  was  pasted  along  one 
edge  only  of  the  crystal,  the  hemihedral  faces  were  developed  on  that  side  only. 

(76)  Change  of  Volume  in  Crystallizing. — Some  change  of  bulk 
usually  occurs  at  the  moment  of  solidification ;  in  many  instances 
expansion  is  produced.  Ice,  for  example,  at  the  moment  of  con- 
gelation, increases  in  bulk  about  -^V^  aiid  expands  so  forcibly  as  to 
burst  the  vessel  in  which  it  is  contained.  Instances  of  this  occur 
during  severe  frosts  in  the  pipes  used  for  conveying  water.  This 
expansive  force  is  so  enormous  that  no  vessels  have  been  found. 
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sufficiently  strong  to  resist  it.  The  most  compact  ioe  has  a  specific 
gravity  of  0*923  :  1000  parts  of  water  at  cP  C.  become  dilated  on 
freezing  to  about  1083.*  It  is  owing  to  the  expansion  which 
occurs  at  the  moment  of  solidification  in  iron  and  in  Newton^s 
fusible  metal,  that  they  answer  so  admirably  for  castings.  Other 
solids,  however,  present  equally  remarkable  instances  of  contrac- 
tion, of  which  mercury,  lead,  and  gold  are  illustrations,  and  hence 
the  unfitness  of  the  two  metals  last  mentioned  for  the  purposes 
of  casting  or  moulding. 

According  to  the  experiments  of  Kopp  (Liebig^s  Annal.  xciii. 
129),  all  the  undermentioned  substances  contract  on  solidifying, 
and  their  expansion  at  the  moment  of  fusion  is  the  following : — 


xooFurti  of  Solid 


Phosphorus 
White  Wax 
Stearic  Acid 
Sulphur  ... 


flxpaud 


343 
043 

II'O 

50 


on  melting  at 
» F.  o  C. 


Ill 

M7 
158 
339 


44 

64 

70 

"6 


Many  solids  expand  with  much  greater  rapidity  near  their 
melting  point  than  at  lower  temperatures ;  this  is  particularly  re- 
markable in  the  case  of  wax.  Kopp  also  finds  that  many  hydrated 
salts  expand  at  the  moment  of  fusion,  as  for  example : — 


xoo  Parti  of  Solid 


Calcic  Chloride  (CaCl,  .  6  H3O)    

Hydrodisodic  Phosphate  (NajHPO^ .  12  11,0) 
Sodic  Hyposulphite  (NagSjHjO^ .  4  H3O)    ... 


expand 


9-6 
51 


on  fusing  at 


84 

95 
113 


39 
35 
45 


A  similar  phenomenon  attends  the  melting  of  Rose's  ftisible 
metal  (2  parts  of  bismuth,  1  part  of  tin,  and  i  of  lead),  which  on 
liquefying,  between  203°  and  209®  (95®  and  98°  C),  expands 
i\55  per  cent.  Iodine,  bromine,  potassium,  sodium,  tin,  and 
bismuth,  also  contract  at  the  moment  of  solidification,  and  of 
course  expand  on  liquefaction. 

(77)  IHsseciion  of  Crystalline  Masses, — An  interesting  proof  of  the  in- 
fluence of  mass  upon  cohesion  ia  sometimes  observed  in  the  gradual  conversion 
of  small  crystals  led  in  the  liquid  into  larger  ones.  In  nickelous  sulphate,  for 
example,  slight  alternate  elevations  and  depressions  of  temperature  cause  the 
alternate  solution  and  re-crystallization  of  part  of  the  salt ;  the  smaller  crystals, 
which  offer  the  lai'gest  suriace  in  proportion  to  their  mass,  are  most  readily  dis* 


*  Dufour  found,  as  the  result  of  22  careful  experiments,  that  the  density 
of  ioe  varied  between  0*914  and  0*923,  with  a  mean  of  0*917. 
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solved,  and  their  iolution  crjstaUizeB  again  apon  the  Bnrfaoe  of  the  larger  onesi 
which  thus  increase  in  size  gradually,  whilst  the  small  ones  entirely  disappear. 
Sparingly  soluble  compounds,  by  prolonged  digestion  in  an  appropriate  solution, 
may  sometimes  be  obtained  in  crystals.  Amorphous  argentic  chloride  may 
be  thus  gradually  converted  into  crystals  if  digested  in  weak  hydrochloric  acid  in 
sealed  tubes.  Many  naturally  crystallized  minerals  have  doubtless  increased  in 
bulk  considerably  since  their  first  deposition  by  this  continuous  process  of  alter- 
nate solution  and  crystallization. 

By  the  slow  action  of  solution,  crystalline  structure  may  often  be  made  visible 
where  no  trace  of  it  was  previously  apparent,  and  a  kind  of  dissection  of  the  mass 
is  thus  effected,  owing  to  the  more  powerful  exertion  of  cohesion  in  certain 
directions  >  these  directions  vary  with  tiie  partimlar  crystalline  £>rm  of  the  com- 
poand .  These  phenomena  may  be  developed  in  a  striking  manner  upon  the  sorfaoe 
of  a  sheet  of  tin  plate,  by  gently  warming  the  plate*  and  washing  it  over  while  hot 
with  a  little  weak  acid ;  tiie  crystalline  forms  thus  displayed  constitute,  when  the 
surface  has  been  varnished,  the  ornamented  tin  plate  termed  moirde  metallique, 
A  bar  of  nickel  placed  in  dilute  nitric  acid  becomes  covered  with  tetrahedra,  from 
the  solution  of  the  intervening  uncrystallized  portions  of  the  metal ;  and  the 
fibrous  structure  of  the  better  kinds  of  iron  may  be  strikingly  exhibited  by  a 
similar  treatment  of  the  mass.  Salts  may  be  made  to  show  tiie  same  kind  of 
structure  without  having  recourse  to  chemical  solvents.  A  shapeless  block  of 
alum,  when  placed  in  a  nearly  saturated  solution  of  the  salt,  becomes  gradually 
embossed  with  portions  of  octobedra,  so  that  its  true  crystalline  structure  is 
revealed  to  the  eye.  In  all  these  cases  the  action  of  the  solvent  must  be  very 
weak,  otherwise  the  force  of  adhesion  will  act  too  uniformly :  the  more  slowly 
the  solution  takes  place,  the  more  clearly  is  this  difference  in  the  amount  of  cohe- 
sion in  different  directions  of  the  solid  manifested. — (Daniell,  Quart.  Joum.  qf 
Science,  i.  24,  and  Boy,  Inst.  Journ,  i.  j.) 

A  remarkable  molecular  change  sometimes  takes  place  in  bodies  without  their 
undergoing  any  alteration  from  the  solid  to  the  liquid  state.  Both  brass  and  silver, 
for  example,  when  first  cast  or  wrought,  possess  considerable  toughness,  and  neither 
of  them  has  any  apparent  crystalline  structure ;  by  repeated  heatings  and.  coolings, 
however,  they  often  become  so  brittle  as  to  snap  off  upon  the  application  of  a  very 
slight  degree  of  force,  and  the  surface  of  the  fracture  then  exhibits  a  distinctly  crys- 
tallized appearance.  In  the  same  way  it  is  found  that  constant  vibration,  such  as 
that  to  which  the  iron  shafts  of  machinery  and  the  axles  of  railway  carriages  are 
subjected,  gradually  destroys  the  fibrous  character  to  which  the  iron  is  chiefly 
indebted  for  its  toughness,  and  renders  it  crystalline  and  brittle.  A  similar 
change  sometimes  occurs  in  crystallized  bodies :  in  this  way  transparent  prismatic 
crystals  of  nickel  sulphate  or  of  zincic  seleniate,  when  exposed  for  a  few  minutes 
to  the  sun's  rays,  become  opaque ;  they  retain  their  form  until  touched,  and 
then  crumble  down  into  a  granular  powder  composed  of  octohedral  particles. 
An  alteration  someWhat  similar  occurs  in  barley  sugar,  which,  when  first  made 
from  melted  sugar,  is  vitreous  and  transparent;  but  it  gpradually  becomes  crys- 
talline, opaque,  and  brittle. 

(78)  Structure  of  Crystals :  Cleavage. — Bj  the  careful  appli- 
cation of  mechanical  force,  crystalline  form  may  be  often  revealed 
in  a  body  which  at  first  appears  as  a  shapeless  mass.  If  to  an 
irregular  fragment  of  Iceland  spar,  for  example,  we  apply  the  edge 
of  a  knife,  and  tap  it  gently  on  the  back  with  a  hammer,  we  shall 
find  that  in  certain  positions  the  spar  splits  readily,  leaving  smooth 
surfaces^  and  that  having  once  obtained  such  a  surface,  we  may  go 
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Fig.  50, 


on  splitting  the  mineral  in  layers  parallel  to  the  surface.  Upon 
applying  the  knife  to  the  surface  of  a  layer  so  detached^  we  find 
that  this  layer  admits  of  cleavage  in  two  directions^  so  that  ulti- 
mately a  rhombohedral  crystal  is  obtained  from  the  spar.  Some 
bodies  admit  of  cleavage  with  much  greater  facility  than  others  ; 
and  very  often  cleavage  occurs  more  readily  in  the  direction  of 
one  of  the  planes  than  in  that  of  the  others.  Selenite>  one  of  the 
forms  of  calcic  sulphate^  has  three  cleavages^  but  one  of  these  is 
much  more  easily  effected  than  the  others ;  hence  the  mineral  is 
readily  split  into  laminae. 

The  flat  surfaces 
developed  by  cleavage 
are  termed  the/aca*  or 
planes  of  a  crystal 
(such  as /?j»,fig.  50,  i). 
The  lines,  e  e,  formed 
by  the  junction  of  two 
of  these  planes  are  its 
edges ;  the  junction  of  two  edges  forms  deplane  angle ;  and  the  point, 
a,  at  which  three  or  more  planes  meet,  constitutes  a  solid  angle. 
These  planes  are  said  to  be  similar,  when  their  corresponding  edges 
are  proportional,  and  their  corresponding  angles  equal.  Edges  are 
similar y  when  they  are  produced  by  the  meeting  of  planes  respec- 
tively similar,  at  equal  angles ;  and  angles  are  similar ,  when  they 
are  equal,  and  are  contained  within  edges  respectively  similar. 
Sometimes  it  happens  that  the  crystal  is  bounded  in  all  directions  by 
perfectly  equal  and  similar  faces,  as  is  seen  in  the  cube,  the  octohe- 
dron,  and  the  rhombohedron.  Such  forms  are  distin- 
guished as  simple  forms ;  whilst  those  forms  residting 
fi'om  the  combination  of  two  or  more  simple  ones  are 
termed  compound,  or  secondary  forms.  A  crystal  of 
quartz,  consisting  of  a  six-sided  prism,  terminated  by 
two  six-sided  pyramids  (fig.  51),  is  a  compound  form. 
In  fig.  50,  a  is  a  compound  form,  the  twelve  edges 
of  the  octohedron,  ddd,  being  replaced  by  faces  of 
the  rhombic  dodecahedron. 

Although  each  substance  has  its  own  peculiar 
crystalline  form,  as,  for  example,  alum  the  octohedron,  common 
salt  the  cube,  calcic  carbonate  the  rhombohedron,  it  frequently 
happens  that  the  regularity  of  the  crystalline  form  is  interfered 
with.  Extra  faces  are  often  formed  by  the  replacement  of  an 
edge,  or  the  truncation  of  an  angle.  If  the  twelve  solid  edges  of 
the  octohedron  were  removed,  a  form  intermediate  between  the 


Fig.  51. 
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Fig.  53. 


octohedron  and  the  rhombic  dodecahedron  would  be  the  residt^ 
such  as  is  seen  in  fig.  50,  2.  If  the  four  solid  angles  of  the  tetra- 
hedron were  removed,  a  form  intermediate  between  the  tetrahedron 
and  the  octohedron  would  be  obtained  (fig.  50,  3). 

In  the  discovery  of  the  simple  form  of  crystals,  the  process  of 
cleavage  just  alluded  to  is  most  valuable ;  and  by  its  means,  se- 
condary forms,  which  at  first  sight  present  no  resemblance  to  the 
original,  may  be  readily  traced  to  it.  A  striking 
instance  of  this  kind  is  afforded  by  the  cleavage  of 
the  six-sided  prism  of  calcareous  spar.  By  cleavage, 
the  three  alternate  edges  of  the  base  may  be  re- 
moved, and  three  faces  produced,  as  at  r,  r,  fig.  52, 
whilst  a  cleavage  similar  to  that  of  the  base  may 
be  effected  upon  the  opposite  extremity  of  the  prism, 
except  that  the  edges  corresponding  to  those  that 
before  resisted,  now  yield,  and  that  those  which  at 
the  base  yielded  to  cleavage  now  remain  entire. 
The  obtuse  rhombohedron  is  thus  obtained  by  pur- 
suing the  dissection,  as  shown  in  fig.  52. 

(79)  Goniometers, — Since  the  number  of  geo- 
metrical solids  is  limited,  whilst  the  number  of  crystallized  bodies 
is  very  great,  it  necessarily  happens  that  several  different  substances 
possess  the  same  crystalline  form,  and  the  only  difference  observable 
between  them  consists  in  the  different  inclination  of  the  planes  to 
each  other ;  or,  what  is  the  same  thing,  in  variations  of  the  angles 
of  the  crystal.  In  order  to  de- 
tect this  difference,  the  crystal-  ^^-  53- 
lographer  requires  instruments 
for  measuring  these  angles. 
Such  instruments  are  termed 
goniometers  (from  yiavlay  an 
angle).  Of  these  the  simplest 
consists  of  a  pair  of  double  com- 
passes, the  pivot  of  which  coin- 
cides with  the  centre  of  a  gra- 
duated semicircle ;  one  limb  is 
fixed,  forming  the  diameter  of  the  semicircle,  the  other  is  move- 
able on  the  pivot,  and  crosses  the  fixed  limb  at  its  centre,  as 
shown  in  fig.  53.  The  external  limbs  of  the  compasses  are  pressed 
against  the  two  planes  of  the  crystal  the  inclination  of  which  is 
to  be  measured,  so  that  they  shall  accurately  touch  those  planes 
in  directions  perpendicular  to  the  edge  at  which  they  meet; 
and  the  alternate   and  opposite  angle,  which  of  course  coincides 
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with  that  of  the  crystal, 
graduated  arc. 

Pig.  54. 


is  read  off  in  the  degrees  of  the 


Pig.  55. 


(80)  Reflecting  Goniometer. — A 
far  more  elegant  and  accurate  instru- 
ment is  the  reflecting  goniometer  of 
Wollaston,  fig.  55.  The  principle 
upon  which  it  acts  may  be  thus  ex- 
plained : — Let  abed  (fig.  54),  repre- 
sent a  section  of  the  crystal  to  be 
measured.  A  ray  of  light,  i  r,  re- 
flected as  at  r  *,  from  the  surface  of  the  crystal,  forms  the  radius  of 
the  arc  which  is  to  be  measured.  One  plane,  a  A,  of  the  crystal 
is  brought  into  a  fixed  position  with  regard  to  the  graduated  circle, 
and  the  inclination  of  the  two  planes  a  b,  b  c  'v&  ascertained  by 
measuriug  the  arc  which  the  graduated  limb  of  the  instrument 
describes,  in  order  to  bring  the  second  plane,  b  c,  of  the  crystal 
into  the  same  position  as  the  first,  a  b.  The  supplement,  ab  c,  oi 
this  arc,  e  c,  measures  the  inclination  of  the  two  planes.  The 
angle  may,  however,  be  read  off  at  once,  by  attending  to  the  fol- 
lowing instructions : — 

The  instrument  (fig.  55)  consists  of 
a  brass  disk,  a  b,  supported  in  a  vertical 
plane,  and  graduated  on  its  outer  edge 
to  half  degrees.  By  means  of  a  milled 
head,  (£,  this  disk  may  he  turned  round 
in  its  own  plane;  the  angle  through 
which  it  has  heen  made  to  turn  is  read 
off  hy  a  vernier,  <?,  which  is  permanently 
fixed.  The  axis,  /,  of  the  graduated 
circle  is  pierced  hy  a  second  axis,  at- 
tached to  the  milled  head,  e,  which  is 
intended  to  give  rotation  to  the  parts 
supporting  the  crystal,  independently, 
when  necessary,  of  the  movements  of  the 
graduated  circle,  a  b, 

"  To  use  the  goniometer,  it  should 
first  be  placed  on  a  pyramidal  stand,  and 
the  stand  on  a  small  steady  table,  placed 
about  six  to  ten  or  twelve  feet  from  a 
flat  window.  The  graduated  circular 
plate,  a  6,  should  stand  accurately  per- 
pendicular from  the  window,  the  pin,  h  i, 
being  horizontal,  with  the  slit  end,  /,  nearest  the  eye.  Place  the  crystal  which 
is  to  be  measured  on  the  table,  resting  on  one  of  the  planes  whose  inclination  is 
required,  and  with  the  edge  at  which  those  planes  meet  the  farthest  from  you, 
and  parallel  to  the  window  in  your  front.  Attach  a  portion  of  wax  to  one  side 
of  the  small  brass  plate,  g  ;  lay  the  plate  on  the  table  with  one  edge  parallel  to 
the  window,  the  side  to  which  the  wax  is  attached  being  uppermost,  and  press 
the  end  of  the  wax  against  the  crystal,  k,  till  it  adheres ;  then  lift  the  plate,  with 
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its  attached  cryRtal,  and  place  it  in  the  slit  of  the  pm,  k  i,  with  that  side  upper- 
most which  rested  on  the  table. 

"  Bring  the  eye  now  so  near  the  crystal,  as,  without  perceiving  the  crystal 
itself,  to  permit  your  observing  distinctly  the  images  of  objects  reflected  irom  its 
planes ;  and  raise  or  lower  that  end  of  the  pin  which  has  the  small  circular  plate, 
i,  attached  to  it,  until  one  of  the  horizontal  upper  bars,  m,  of  the  window  is  seen 
reflected  from  the  upper  or  first  plane  of  the  cryst-al,  and  till  the  image  of  the  bar, 
f»,  is  brought  nearly  to  coincide  with  some  line,  I,  below  the  window ;  as  the  edge 
of  the  skirting-board  where  it  joins  the  floor.  Turn  the  pin,  hi,  on  iU  own  axis, 
if  necessary,  until  the  reflected  image  of  the  bar  of  the  window  coincides  accu* 
rately  with  the  observed  line  below  the  window.  Turn  now  the  small  circular 
plate,  e,  on  its  axis,  and  from  you,  until  you  observe  the  same  bar  of  the  window 
reflected  from  the  second  plane  of  the  crystal,  and  nearly  coincident  with  the  line 
below ;  and  having,  in  adjusting  the  first  plane,  turned  the  pin  on  its  axis  to 
bring  the  reflected  image  of  the  bar  of  the  window  to  coincide  cuseuraUly  with  the 
line  below,  now  move  the  lower  end  of  that  pin  laterally  either  towards  or  from 
the  instrument,  in  order  to  make  the  image  of  the  same  bar  reflected  from  the 
second  plane  coincide  with  the  same  line  below. 

*'  Having  assured  yourself,  by  looking  repeatedly  at  both  planes,  that  the 
imsge  of  the  horizontal  bar  reflected  successively  from  each,  coincides  with  the  same 
line  below,  the  crystal  may  be  considered  as  adjusted  for  measurement.  Let 
the  1 80^  on  the  graduated  circle  be  now  brought  opposite  the  0°  of  the  vernier, 
by  turning  the  middle  plate,  d,  and  while  the  circle  is  maintained  accurately  in 
this  position,  bring  the  reflected  image,  »,  of  the  bar,  m,  from  the  first  plane,  to 
eoineide  with  the  line,  I,  below,  by  turning  the  small  circular  plate,  e.  Now 
turn  the  graduated  circle  from  you,  by  means  of  the  middle  plate,  d,  until  the 
image  of  the  bar  reflected  from  the  second  plane  is  also  observed  to  coincide  with 
the  same  line."  (Brooke's  Crystallography,  p.  30.)  In  this  position,  the 
reading  of  the  vernier  gives  at  once  the  inclination  of  the  two  planes  to  each 
other.  It  is  almost  superfluous  to  remark  that  the  reflecting  goniometer  can 
only  be  applied  in  cases  in  which  the  surfaces  of  the  crystal  have  sufficient  polish 
and  brilliancy  to  reflect  the  image  of  the  line  by  means  of  which  the  angle  is 
readoflF. 

(81)  Symmetry  of  Crystalline  Form. — ^The  study  of  the  geo- 
metrical relations  of  diflFerent  crystalline  forms  to  each  other  be- 
longs to  the  science  of  crystallography.  It  will  be  suflScient  for 
the  present  purpose  to  indicate  the  general  principle  upon  which 
the  classification  of  crystals  is  founded.  •  This  principle  is  the 
symmetrical  arrangement  upon  which  every  crystalline  form  is 
constructed.  Symmetry,  or  a  complex  uniformity  of  configura- 
tion (that  is,  similarity  in  the  arrangement  of  two  or  more  corre- 
sponding forms  round  a  common  centre),  is  the  general  law  of 
creation,  both  in  the  vegetable  and  animal  kingdoms.  It  is  ex- 
hiinted  in  the  correspondence  in  external  form  of  the  right  and  left 
side  of  the  body  in  animals,  in  the  similar  arrangement  of  the  leaf 
on  either  side  of  its  midrib,  in  the  two  lobes  of  the  dicotyledonous 
seed,  and  indeed  it  attracts  the  notice  of  every  observer  in  num- 
berless cases.  The  same  law  holds  good  stiU  more  rigidly^  though 
not  so  obviously,  in  the  constitution  of  every  crystal.  If  one 
of  the  primary  planes  or  axes  of  a  crystal  be  modified  in  any^ 
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Baanner  by  molecular  forces  acting  within  the  liquid  or  the 
crystal^  all  the  symmetrical  planes  must  be  modified  in  the  same 
manner. 

The  imaginary  line  which  thus  governs  the  figure,  and  about 
which  all  the  parts  are  similarly  disposed,  and  with  reference  to 
which  they  correspond  exactly,  is  termed  the  aais  of  symmetry  in 
a  crystal.     If  a  rhombohedron  of  Iceland  spar  be  held  with  one 
of  its  obtuse  angles  uppermost,  the  vertical  line  which  joins  that 
angle  to  the  opposite  obtuse  angle  is  the  axis  of  symmetry  of  the 
crystal.     Each  extremity  of  the  axis  is  formed  by  the  meeting  of 
three  planes,   each  similar  to  the  others,  and  all  inclined  to  the 
axis  at  an  equal  angle.     If  any  internal  molecular  force  produce 
the  replacement  of  any  of  the   edges  of  one  of  those  faces,  the 
same  cause  must  act  with  similar  intensity  upon  the  corresponding 
edge  of  the  other  faces,  and  produce  a  corresponding  modification. 
The  variation  thus  introduced  into  the  form  of  the  crystal  has  a 
symmetrical  character ;  and  the  alteration,  which  is  experienced  hy 
each  of  the  three  divisions  of  which  the  crystal  consists,  is  conse- 
quently similar  in  each  case. 

There  are,  however,  crystals  that  possess  more  than  one  axis 
of  symmetry ;  and  an  arrangement  of  crystalline  form,  first  pro- 
posed by  Weiss,  and  which  is  now  universally  adopted,  is  based 
upon  the  relation  which  these  axes  bear  to  each  other.  These 
axes,  it  must  be  remembered,  are  imaginary  lines,  which  connect 
the  opposite  angles  or  faces  of  a  crystal,  and  all  of  them  intersect 
each  other  in  the  centre  of  the  figure.  In  the  regular  system,  to 
which  the  cube,  the  regular  octohedron,  and  rhombic  dodecahedron 
belong,  there  are  three  axes,  which  are  aU  equal,  and  cross  each  other 
in  the  centre  of  the  crystal  at  right  angles.  If  one  of  the  faces  or 
edges  upon  any  of  these  equal  axes  be  modified,  not  only  are  all  the 
faces  or  edges  upon  that  axis  similarly  modified,  but  all  the  faces 
and  edges  of  the  entire  crystal  experience  a  similar  modification ; 
since  the  symmetry  of  all  the  axes  is  alike,  and  the  molecular  modi- 
fying force  acts  equally  upon  all.  But  this  rule,  though  of  very 
general  application,  is  not  without  exception.  If,  for  instance,  a. 
crystal  rest  upon  one  face  during  its  formation,  the  mechanical 
obstacle  to  its  symmetrical  development  is  frequently  the  cause  of 
considerable  interference  with  the  regular  growth  in  this  direction,^^ 
but  this  interference  does  not  operate  upon  the  upper  and  exposed 
faces.  This  interference  of  causes  external  to  the  crystal  is  very 
generally  observed  in  crystalline  masses  artificially  obtained  (75). 
The  crystals  of  which  the  mass  is  composed  cross  each  other  in  all 
directions,  and  form  a  confused  structure,  from  the  surface  of  which, 
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project  isolated  crystals^  one  extremity  only  of  which  is  developed 
regularly. 

Some  minerals  occur  in  forms  termed  pseudomorphotts  (from 
jpivSog,  a  falsehood,  fiop^^y  form) ;  that  is  to  say,  they  exhibit  forms 
which  are  not  truly  related  to  their  own  crystalline  system.  Such 
pseudomorphous  crystals  are  formed  by  deposition  in  cavities  pre- 
viously occupied  by  crystals  of  a  different  nature,  but  which 
have  been  slowly  dissolved  out  of  the  mass  in  which  they  were  in- 
cluded, leaving  spaces  corresponding  to  their  form ;  and  during  the 
process  of  the  solution  of  the  original  crystal,  or  after  its  comple- 
tion, the  new  compound  has  gradually  taken  the  place,  and  adapted 
itself  to  the  form,  of  the  crystal  which  has  imdergone  removal, 
as  when,  for  example,  quartz  is  found  in  the  form  of  heavy  spar, 
fluor  spar,  calc  spar,  or  plumbic  sulphate. 

(82)  Classification  of  Crystals. — Crystals  are  subdivided  into 
six  classes  or  systems^  founded  upon  the  relation  of  their  axes  of 
symmetry  to  each  other.  These  relations  exert  an  influence  not 
only  upon  the  geometrical  connexion  of  the  forms  of  crystals,  but 
also  upon  their  optical  and  physical  properties.  It  is  necessary 
in  studying  crystalline  forms,  the  relations  of  which  are  often  very 
complicated,  idways  to  place  the  crystal  in  a  definite  position.  It 
will  be  foimd  most  convenient  to  place  the  principal  axis  in  a  ver- 
tical direction.  The  observance  of  this  rule  greatly  fiEicilitates  the 
comparison  of  the  compound  with  the  simple  forms. 

The  six  classes  into  which  crystals  are  subdivided  are  the  fol- 
lowing:— ist,  the  Regular  or  Tessular  system;  2nd,  the  Right 
square  prismatic,  or  pyramidal ;  3rd,  the  Rhombohedral ;  4th,  the 
Prismatic;  5th,  the  Oblique ;  6th,  the  Doubly  oblique. 
•  I.  The  Regular  J  or  Tessular,  or  Cubic  System,  is  characterized 
by  three  equal  axes,  a  a,  a  a,  a  a,  figures  56,  57,  58,  around 
which  the  crystals  are  symmetrically  arranged ;  crystals  of  this 
class  are  hence  often  designated  as  monometric :  the  three  axes 
cross  each  other  at  right  angles.  Crystals  belonging  to  this  sys- 
tem expand  equally  in  all  directions  when  heated,  and  refract 
light  simply.  The  most  important  varieties  of  simple  forms  are 
the  cube,  as  shown  in  fluor  spar,  common  salt,  and  iron  pyrites 
(fig-  569  1) ;  the  octohedron  (fig.  56, 5),  exemplified  by  alum  and 
magnetic  iron  ore ;  the  tetrahedron  (fig.  58,  3),  sometimes  seen 
in  copper;  and  the  rhombic  dodecahedron  (fig.  57,  3),  as  in  the 
garnet  and  cobalt  sulphide.  Upon  the  geometrical  relations  of 
these  forms,  a  single  instance  showing  one  of  the  simplest  cases- 
of  such  a  connexion  will  suffice  : — 

From  the  cube  may  readily  be  deduced  the  three  other  alUedi 
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forms  of  tlie  regular  system.  By  truncating  eacli  of  the  eight  solid 
angles  by  planes  equally  inclined  to  the  three  adjacent  faces  of  the 
cube,  we  obtain  the  octahedron,  in  which  the  three  axes  of  the 
cube  terminate  in  the  six  solid  angles  of  the  figure,  one  of  which 
consequently  corresponds  to  the  centre  of  each  side  of  the  cube. 
(See  fig.  56.)     The  faces  marked  0  are  those  of  the  octohedron. 

Fig.  56. 
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Passage  of  the  Cube  to  the  Odohedron. 
By  replacing  each  of  the  twelve  edges,  d  d  d,  of  the  cube,  we 
arrive  at  last  at  the  rhombic  dodecahedron.     (Pig.  57.) 

Fig.  57. 
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Passage  of  the  Cube  to  the  Dodecahedron. 
By  truncating  the  alternate  angles,  /  i,  we  obtain  the  tetrahe- 
dron,  as  shown  in  fig.  58, 

Fig.  58, 
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Passage  of  the  Cuhe  to  the  Tetrahedron.        ^  . 
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Homohedraly  or  Hohhedral  forms^  are  those  wHch^  like  the 
cube  and  octohedron,  possess  the»  highest  degree  of  symmetry  of 
which  the  system  admits.  Hemihedral  forms,  on  the  other  hand, 
are  those  which  may  be  derived  from  a  holohedral  form,  as  the 
tetrahedron  is  from  the  octohedron  (fig.  50),  or  from  the  cube 
(fig-  58),  by  supposing  half  the  faces  of  the  holohedral  form 
omitted,  or  its  alternate  angles  or  edges  replaced,  according  to  a 
certain  law.  Again,  if  half  the  faces  of  a  hemihedral  crystal  be 
omitted,  a  tetartohedral  form  is  the  result. 

These  relations  will  be  readily  traced,  even  by  those  unac- 
quainted with  geometry,  by  cutting  out  two  or  three  cubes  in 
soap,  or  some  other  sectile  body,  and  paring  down  the  angles  or 
edges  in  the  manner  above  described. 

In  a  similar  manner,  by  inserting  wires  into  Pkj.  gp. 
an  apple  (fig.  59),  we  may  represent  to  the  eye 
the  direction  assumed  by  each  of  the  axes  of  a 
crystal;  and  by  winding  a  piece  of  thread  roimd 
each  point  of  the  wires,  and  stretching  the  thread 
across  from  one  wire  to  another,  the  outline  of  an 
octohedron  belonging  to  any  of  the  systems  is 
readily  obtained. 

3.  The  Right  Square  Prismatic,  or  Pyramidal  System. — In 
this  system  there  are  three  axes,  all  at  right  angles  to  each  other, 
but  two  only,  a  a,  a  a  (fig.  60),  are  equal ;  the  third,  c  c,  being 
either  longer  or  shorter  than  the  others.  The  crystals  of  this 
class,  from  this  circumstance,  are  said  to  be  dimetric.  Generally 
there  is  no  simple  relation  between  the  length  of  the  axis,  c  c, 
and  that  of  the  other  two.  Expansion  by  heat  is  equal  in  two 
directions.  The  crystals  of  this  system  have  only  one  axis  of 
single  refraction,  c  c  (117,  118),  as  they,  as  well  as  those  of  the 
four  other  systems  not  yet  described,  exert  double  refraction  on 
Hght. 

Four  principal  forms  belong  to  this  system,  viz.,  two  prisms 
with  a  square  base,  and  two  octohedra.  The  prisms  diflfer  from 
e^ch  other  according  as  the  equal  axes,  a  a,  a  a,  terminate  in  the 
angles  of  the  base,  as  seen  in  fig.  60,  i ;  or  in  the  sides  of  the 
base,  as  at  2.  Similar  differences  exist  in  the  two  octohedra. 
The  octohedron  is  said  to  be  direct,  when  the  axes  end  in  the 
angles,  and  inverse,  when  they  end  in  the  edges.  3  represents  a 
right  square  prism  the  axes  of  which  terminate  in  the  edges  of  the 
crystal ;  in  4,  the  axes  terminate  in  the  sides  of  the  prism ;  5  is 
the  direct  octohedron,  with  its  axes  in  the  solid  angles ;  6,  the 
inverse  octohedron,  with  the  axes  in  the  edges.   Examples  of  this 
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system  are  seen  in  potassic  ferrocyanide,  mercuric  cyanide,  tin- 
stone, and  anatase. 

Fig.  6o. 
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Pyramidal,  or  Right  square  Prismatic  System. 

In  consequence  of  the  absence  of  any  fixed  relation  in  length 
between  the  principal  axis,  c  c,  and  the  other  two  axes,  in  the 
foui:  diflFerent  prismatic  systems,  these  prisms  may  vary  in  length 
indefinitely.  In  some  cases,  the  axis,  c  c,  is  so  short  that  the 
crystal  assumes  the  form  of  a  flattened. plate,  when  it  is  said  to 
be  a  tabular  crystal ;  in  others  it  forms  a  long  prism  of  indefinite 
length.  In  the  octohedron  of  the  various  prismatic  systems,  the 
principal  axis,  c  c,  does  not,  even  in  the  same  compound,  always  bear 
the  same  proportion  in  length  to  the  other  two  axes;  though 
in  these  various  octohedra,  the  axis,  c  c,  always  bears  some 
simple  ratio  in  length  to  those  of  the  other  octohedra  of  the 
same  body. 

3.  The  Rhombohedral,  or  Hexagonal  System. — In  this  system 
there  are  four  axes ;  three  of  them,  a  a,  a  a,  a  a,  are  of  equal 
lengths,  are  situated  in  the  same  plane,  and  cross  each  other  at 
angles  of  60° ;  whilst  the  fourth,  c  c,  is  perpendicular  to  these, 
and  may  vary  in  length.  The  crystals  of  this  class  produce,  in 
a  very  mark^  manner,  the  eflFects  of  double  refraction  on  light. 
They  have  one  axis,  c  c,  of  single  refraction ;  and  by  the  appli- 
cation of  heat  expand  equally  in  two  directions.  In  this  system 
the  principal  forms  (fig.  61)  are  the  bi-pyramidal  dodecahedron. 


<i 
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Bhombohedral  System. 
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3,  (of  which  there  are  two  varieties,  according  as  the  axes  ter- 
minate in  the  angles  of  the  base,  i,  when  it  constitutes  a  direct 
dodecahedron ;  or  in  its  sides,  2,  when  the  dodecahedron  is  said 
to  be  inverse) ;  the  rhombohedron,  4,  and  the  six-sided  prism,  5. 
Of  each  of  these  forms  there  are  likewise  two  varieties,  depend- 
ing upon  the  position  of  the  axes.  4  is  an  inverse  rhombohe- 
dron. Among  crystals  which  belong  to  this  system  are  ice, 
quartz,  beryl,  Iceland  spar,  and  sodic  nitrate. 

Figure  62  represents,  in  one  view,  the  manner  in  which  the 
principal  forms  in  each  of  the  first  three  systems  can  be  described 


about  the  crystallographic  axes,  i  exhibits  the  octohedron  in- 
scribed in  the  cube ;  2  shows  both  varieties  of  the  octohedron 
and  of  the  square  prism ;  3  the  six-sided  prism,  containing  the 
rhombohedron  and  bi-pyramidal  dodecahedron. 

The  relations  of  the  first  three  systems  are  simple,  and  easily 
traced ;  the  other  three  systems  are  more  complicated,  owing  to 
the  variety  introduced  by  the  irregular  lengths  and  obliquities  of 
the  axes. 

4.  The  Right  Rectangular  Prismatic,  or  Prismatic  System. — 
The  crystals  of  this  system  have  three  axes,  a  a,b  b^c  c  (fig.  63), 


Prismatic,  or  Right  Rectangular  Prismatic  System. 

all  at  right  angles  to  each  other;  each  axis  differs  from  the 
others  in  length,  and  they  usually  bear  no  simple  prpportion 
to  each  other.     Crystals  of  this  class  hence  are  termed  irimetric 
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by  some  -writers.  In  this  and  in  the  two  remaining  systems,  the 
crystals  expand  unequally  by  the  application  of  heat,  in  the  three 
directions  of  these  axes ;  and  they  have  two  other  resultant  axes 
in  which  there  is  no  double  refraction  (ii8). 

The  principal  varieties  of  the  prismatic  system  are  the  right 
octohedron  with  a  rhombic  base  (fig.  63,  4),  or  right  rhombic 
octohedron ;  and  the  right  prism  with  a  rhombic  base  or  right 
rhombic  prism,  5.  Both  these  figures  have  a  rhombic  base,  i  ; 
the  axes  terminate  in  the  solid  angles  of  the  octohedron,  and  in 
the  edges  of  the  prism.  Owing  to  the  inequality  in  the  lengths 
of  the  axes,  the  sections  of  the  octohedron  through  a  b  a  b,  i, 
c  a  ca,  2j  and  c  b  cb,  ^,  though  all  rhombic  in  form,  are  each 
different  in  dimensions.  The  faces  of  the  octohedron  are  all 
similar,  but  the  length  of  each  side  of  its  triangular  faces  is  dif- 
ferent. To  this  class  belong  nitre,  aragonite,  topaz,  baric  sulphate^ 
and  sulphur  obtained  by  evaporation  from  carbonic  disulphide. 

5,  The  Obliqtie,  or  Monoclitnc  System. — The  three  axes  of  this 
system  may  all  differ  in  length ;  two  of  them,  c  c,  a  a,  cross 
each  other  obliquely  (fig.  64,  2) ;  the  third,  b  b,  is  perpendicular 
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Oblique  System. 


to  both  the  others ;  generally  there  is  no  simple  proportion  be- 
tween the  lengths  of  the  different  axes.  The  principal  forms  are 
the  oblique  octohedron  with  a  rhombic  base,  4,  and  the  oblique 
rhombic  prism,  5,  in  both  of  which  the  axes  are  in  the  angles  of 
the  crystal.  The  base  of  the  figure  in  each  case  is  a  rhomboid, 
I,  in  which  the  axes  a  a,  b  b^  cross  each  other  at  right  angles. 
In  the  octohedron,  the  section  through  the  two  oblique  axes, 
a  a,  c  Cy  2,  ia  also  a  rhomboid :  the  axis,  c  c,  crosses  the  third 
axis,  b  by  perpendicularly,  and  a  section  through  these  axes 
produces  the  rhomboid  shown  in  3.  The  octohedron  of  this 
system  is  not  perfectly  symmetrical.  Each  of  the  three  sides, 
forming  its  triangular  faces  differs  from  the  others  in  length,  and 
the  faces  are  of  two  kinds.  The  two  upper  front  faces  of  4, 
fig.  64,  correspond  to  the  two  lower  back  faces,  and  the  other 
four  faces  are  alike.      Besides  the  oblique  rhombic  octohedron^ 
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there  are  three  forms  of  the  oblique  rhombic  prism ;  the  kind  of 
prism  being  defined  by  the  axis  with  which  the  long  axis  of  the 
prism  coincides.  Sodic  sulphate^  hydrodisodic  phosphate,  sul- 
phur crystallized  by  fusion  and  slow  cooling,  borax,  and  ferrous 
sulphate  offer  examples  of  crystals  belonging  to  this  class. 

6.  The  Doubly  ObliquSy  THcUnic^  or  Anorthic  System. — In 
this  system  each  of  the  three  axes  may  differ  from  the  others  in 
length,  and  all  cross  each  other  obliquely.  The  principal  varie- 
ties of  crystalline  form  are  the  doubly  oblique  octohedron  (fig.  65, 

Pig.  65. 
123 


Doublj  Oblique,  or  Anortliic  System. 

2),  the  base  of  which  is  seen  at  i,  and  the  doubly  oblique  prism, 
3.  The  octohedron  is  not  symmetrical  in  its  form:  its  four 
upper  faces  are  all  unlike,  but  each  face  corresponds  to  the  lower 
face  which  is  parallel  to  it.  Cupric  sulphate  and  bismuth  nitrate 
belong  to  this  class,  which,  however,  contains  comparatively  few 
substances.  Some  of  the  varieties  of  crystalline  forms  which  it 
includes  are  very  complicated,  and  difficult  to  define. 

Isomorphism — Dimorphism — Attotropy. 

(83)  Isomorphism. — Owing  to  the  comparatively  small  number 
of  forms  which  belong  to  the  regular  system,  and  to  the  perfect 
symmetry  which  characterizes  them,  it  necessarily  happens  that 
a  variety  of  bodies,  very  dissimilar  in  properties  and  in  chemical 
composition,  assume  crystalline  forms  which  are  hot  distinguish- 
able from  eiich  other,  since  they  coincide  exactly  in  their  angular 
measurements.  For  example,  the  elements, — carbon,  gold,  and 
copper,  and  the  compounds, — ^pltimbic  sulphide,  iron  pyrites,  fluor 
spar,  alum,  and  spineUe,  all  crystallize  in  cubes  or  octohedra 
which  perfectly  resemble  each  other ;  yet  these  substances  present 
no  similarity  to  each  other  either  in  properties  or  in  chemical 
composition. 

Crystals  which  belong  to  the  other  systems,  however,  do  not 
so  frequently  present  this  exact  similarity  in  form :  for  though 
they  may  crystallize  in  similar  prisms  or  octohedra,  yet  a  mea- 
surement of  the  angles  will  suffice  to  show  considerable  differ- 
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ences  in  the  length  of  the  axes,  and,  in  the  case  of  the  two 
oblique  systems,  in  the  inclination  of  the  axes  to  each  other.  But 
in  these  systems  likewise,  as  well  as  in  the  regular  system,  cases 
occur  in  which  an  exact,  or  almost  exact  identity  in  crystalline 
form,  even  in  these  respects,  is  found.  In  the  larger  number  of 
these  instances,  as  Mitscherlich  has  proved,  the  chemical  composi- 
tion of  the  substances  which  thus  correspond  in  form  is  analogous. 
Bodies  which  possess  this  similarity  in  form  are  termed  isomor- 
phous  (from  iVoc,  equal,  fioptj^n,  form).  The  term  isomorphous  is, 
however,  restricted  to  such  substances  as  exhibit  not  only  simi- 
larity in  form,  but  at  the  same  time,  the  analogy  in  their  chemi- 
cal composition  just  alluded  to.  The  diamond  (C),  magnetic 
oxide  of  iron  (FeO,Fe303),  and  alum  (KAl  jj  SO^  .  la  H3O),  all 
crystallize  in  octohedra,  yet  they  are  not  usually  cited  as  in- 
stances of  isomorphism :  but  the  spineUe-ruby  (MgO,Aljj03),  mag- 
netic oxide  of  iron  (FeO,Fe203),  and  chrome  iron  ore  (FeO, 
Cr^Og),  not  only  crystallize  in  the  same  form,  but  have  a  con- 
stitution perfectly  analogous,  and  are  therefore  truly  isomorphous. 
Mitscherlich,  indeed,  endeavoured  to  show  that  crystalline  form 
is  independent  of  the  chemical  nature  of  the  atoms,  and  that  it 
is  determined  only  by  their  grouping  and  relative  position ;  the 
same  number  of  atoms  combined  in  the  same  way,  always  pro- 
ducing the  same  crystalline  form. 

This  statement  is  not  strictly  true :  the  elementary  bodies  have 
by  no  means  all  of  them  the  same  crystalline  form ;  and  it  is  found 
that  even  when  the  chemical  constitution  is  the  same,  though 
there  may  frequently  be  a  close  similarity  in  the  form  assumed, 
yet  a  careful  measurement  of  the  angles  indicates  differences  in 
the  length  or  inclination  of  the  axes.  For  example — the  carbo- 
nates of  calcium,  manganese,  magnesium,  iron,  and  zinc,  all  crys- 
tallize in  rhombohedra ;  but  the  corresponding  angles  of  these 
several  crystals  are  all  different,  as  the  following  table  shows : — 

Calcic  carbonate  (calc  spar) 
Manganous  carbonate  (diallogite) 
Ferrous  carbonate  (chalybite) 
Magnesic  carbonate  (magnesite)    , 
Zincic  carbonate  (calamine) 

These  differences  are  in  all  probability  partially  due  to  differ- 
ences in  the  crystalline  arrangement  of  the  elementary  molecules 
of  some  of  the  components,  and,  as  Kopp  has  shown,  in  the  atomic 
volume  or  space  occupied  by  these  ultimate  molecules.  The 
crystals  of  metallic  zinc  and  iron,  for  instance,  belong  to  different 
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systems^  so  that  it  is  not  surprising  that  some  differen(^  should  be 
observed  in  the  form  of  their  corresponding  compounds ;  and  if 
MitscherKch's  law  be  confined  to  compound  bodies,  these  very 
differences  which  have  been  supposed  to  militate  against  it,  will 
prove  to  be  remarkable  corroborations  of  its  truth,  as  they  show 
that  the  number  and  collocation  of  the  atoms  may  overcome  the 
tendency  of  some  of  the  atoms  of  the  elementary  components  to 
assume  diffjprent  forms.  It  also  shows,  moreover,  that  it  is  unsafe 
to  infer  isomorphism  in  the  elements  simply  from  the  occurrence 
of  isomorphism  in  the  compounds  which  they  yield.  It  must, 
however,  be  borne  in  mind  that  bodies  which  are  analogous  in 
chemical  composition  and  in  properties  are  not  necessarily  isomor- 
phous :  for  example,  magnesic  carbonate  (MgCOj)  crystallizes  in 
rhombohedra,  whilst  strontic  carbonate  (SrCOg)  assumes  the  form 
of  oblique  rhombic  prisms. 

It  not  unfirequently  happens  that  a  compound  group  like  am- 
monium (H^N),  if  equivalent  in  function  to  a  simple  substance  like 
potassium  (K),  will  form  compounds  with  the  acid  radicles,  which 
are  isomorphous  with  those  of  the  simple  substance  with  the  same 
radicles ;  this  is  manifest  iu  potassic  chloride  (K,C1)  and  ammo- 
nium chloride  (H4N,C1),  both  of  which  crystallize  in  cubes.  Po- 
tassic stdphate  (KgSOJ  is  in  like  manner  isomorphous  with  ammo- 
nium sulphate  [(H4N)2SOJ,and  so  on  through  the  greater  number 
of  the  corresponding  compounds  of  potassium  and  ammonium. 

(84)  Chemical  Bearings  of  Isomorphism. — ^This  discovery  of 
the  coincidence  of  similarity  in  crystalline  form  with  similarity  in 
chemical  composition,  is  one  of  the  most  important  generalizations 
yet  arrived  at  iu  the  science  of  crystallography.  It  has  rendered 
great  service  to  chemistry  by  facilitating  the  classification  of  com- 
pounds, and  it  has  often  called  attention  to  analogies  in  composition 
which  might  otherwise  have  been  overlooked.  In  determining  the 
atomic  weight  of  a  substance  it  is  also  frequently  of  essential  value ; 
but  its  application  to  these  purposes  will  be  more  advantageously 
examined  at  a  future  period. 

Bodies  which  approach  each  other  thus  closely  in  crystalline 
form  often  occur  mixed  together  in  variable  proportions  in  regu- 
larly crystallized  minerals.  Such  isomorphous  compounds  can- 
not be  separated  by  the  method  of  crystallization.  Indeed,  it 
is  quite  possible  to  obtain  crystals  consisting  of  alternate  layers  of 
different  isomorphous  salts,  if  they  have  nearly  the  same  degree  of 
solubility  in  water.  An  octohedral  crystal  of  ordinary  alum,  for 
example,  if  transferred  to  a  solution  of  chrome  alum  (a  compound 
isomorphous  with  ordinary  alum,  and  which  differs  from  it  in  con- 
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taining  an*  atom  of  chromium  in  the  place  of  an  atom  of  alu- 
minum),  will  continue  to  increase  in  size  regularly,  and  a  layer  of 
the  metallic  salt  will  be  deposited  on  the  common  alum.  If  the 
crystal  be  transferred  again  to  the  original  solution  of  alum,  a 
fresh  layer  of  colourless  alum  will  be  formed  upon  the  chromium 
salt,  and  so  on  in  succession. 

A  large  number  of  metals,  when  united  with  the  same  acid 
radicle,  furnish  salts  which  are  isomorphous.  For  instance,  the 
sulphates  of  magnesium,  zinc,  iron,  nickel,  cobalt,  manganese, 
and  cadmium,  all  crystallize  in  similar  forms.  The  isomorphism 
of  many  acid  radicles,  when  united  with  the  same  metal,  such  as 
potassium  or  sodium,  is  not  less  evident:  sulphate,  seleniate, 
chromate,  and  manganate  of  potassium,  all  have  the  same  form;  and 
the  isomorphism  of  the  corresponding  phosphates  and  arseniates 
of  sodium  is  equally  striking. 

(85)  The  following  table  exhibits  some  of  the  more  important 
of  the  groups  in  which  the  existence  of  isomorphism  has  been  dis- 
tinctly ascertained : — 


ISOMOBFHOUS   OBOUFS. 

(A.)  ElemenU. 

I 
Diamond 

2 

Arsenic 

Lead 

Antimony 

Iron 

Bismuth 

Copper 

Tellurium  (?) 

Silver 

Gold 

Cadmium 

Mercury 

Palladium 

(J9.)  Compounds. 

0 

Alumina      

Ferric  oxide 

...    AlA 
...    Fe,0, 

u 

Sulphides* 
Arsenides 

Chromic  oxide     ... 

...    CrjO, 

Antimonides 

Ilmenite      

...    (Pel5),0, 

7 
PotassiutH'Comjpounds  of 

4 
Arsenious  anhydride 

...    AgjOg 

Antimonious  oxide 

...    Sb,0, 

Chlorine      ... 

Iodine 

KCl 
KI 

5 

Bromine      

KBr 

Tinstone 

...     SnOj 

Fluorine      

KF 

Butile 

...    TiOa 

Cyanogen    

KCy 

*  It  appeared  to  be  anomalous,  upon  the  earlier  supposition  that  the  atomic 
weight  of  sulphur  was  16,  that  32  parts  of  sulphur  should  he  isomorphous  with 
75  of  arsenic,  two  atoms  of  sulphur  apparently  being  isomorphous  with  one  of 
arsenic ;  but  if  the  atomic  weight  of  sulphur  is  admitted  to  be  32,  the  anomaly  dis- 
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Salts  of  the  following  Acid  Badicles  when  united  with  the  same  Metal, 
M!  representing  any  Monad  or  Monobasic  Metal, 


8 


l^hosphates 
Arseniates 


Sulphates  . 
Seleniates  . 
Ghromates  . 
"Hanganates. 


M',P04 
M'8As04 


JO.  toic^jt 

M',Cr04 
M'^n04 


M'MoO^ 


Molybdates 

Tungstates 

Ghromates  (in  the  nn- ) 

uanalformof  Plumhic  \    Pb^CrO^ 

chromate)  ...       ) 


11 


Perchlorates... 
Permanganates 


M'MnO^ 


Salts  of  the  following  Metals  when  united  with  JEquivaient  Quantities  qf 
the  same  Halogen  or  Acid  Badicle. 


12 

Magnesium 

Calcium  (in  Calc  Spar) 

Zinc 

Cadmium 

Iron 

Man^nese 

Cobalt 

Nickel 

Copper 

Lead  (in  Plumbo-oalcite) 

Potassium 


«    .  ^3 

Barium 

Strontium 

Calcium  (in  Aragonite) 

Lead 

Double  Chlorides  of 

Platinum        a  KCl,PtCl4 

Osmium 2KCl,0sCl4 

Lidium aKCl,LrCl4 


IS 


Ammonium 


(86)  Dimorphism. — ^Another  very  remarkable  feet  connected 
with  crystallization  has  been  observed  in  a  few  bodies.  Some 
substances^  sulphur^  for  example,  are  capable  of  assuming  two  dis- 
similar forms,  according  to  the  temperature  at  which  the  crystals 
are  produced.  Sulphur,  as  it  is  found  crystallized  in  nature,  or 
as  it  is  obtained  by  the  spontaneous  evaporation  of  its  solution  in 
carbonic  disulphide  or  in  chloride  of  sulphur,  is  deposited  in  the 
form  of  octohedra  with  a  rhombic  base,  which  is  one  of  the  forms 
of  the  4th,  or  prismatic  system.  When  obtained  by  the  slow 
cooling  of  a  mass  of  melted  sulphur,  beautiful  amber-coloured 
prismatic  crystals  are  obtained,  belonging  to  the  5th,  or  oblique 
system.  These  oblique  prisms,  in  the  course  of  a  few  days,  at  the 
usual  atmospheric  temperature,  become  opaque,  lose  their  cohe- 
sion, and  are  gradually  converted  into  a  congeries  of  octohedra. 


appears.  A  similar  remark  applies  to  the  permanganates  and  perchlorates,  if 
the  atomic  weight  of  manganese  be  taken  as  27*5.  The  permanganates  would 
then  appear  to  contain  two  atoms  of  manganese,  whibt  the  perchlorates  contain 
only  one  of  chlorine ;  but  assuming,  as  we  have  done,  on  other  grounds,  that 
the  atomic  weight  of  manganese  should  be  doubled,  or  should  be  55,  then  it 
follows,  as  a  matter  of  course,  that  the  number  of  atoms  of  manganese  and 
chlorine  are  alike  in  the  two  compounds. 


Digitized  by  VjOOQIC 


140  DIMORPHISM. 

A  similar  change  is  produced  in  the  octohedral  crystals  by  ex- 
posing them  for  some  time  to  a  heat  of  about  iio°  C,  but  the 
opacity  is  in  this  case  due  to  the  formation  of  prismatic  crystals. 
The  crystalline  axes  of  the  two  forms  differ,  and  consequently 
the  crystals  belong  to  different  systems.  Bodies  capable  of  thus 
assuming  two  forms  geometrically  incompatible  are  said  to  be 
dimorphous. 

Many  other  instances  might  be  mentioned.  Carbon,  in  its  pure 
state,  as  it  occurs  in  the  diamond,  is  crystallized  in  the  ist,  or 
regular  system,  in  octohedra,  or  in  allied  forms ;  but  in  graphite,  as 
it  separates  from  cast  iron  when  fused,  it  assumes  the  shape  of  six- 
sided  plates,  which  belong  to  the  rhombohedral  system.  Calcic 
carbonate  usually  occurs  in  forms  of  the  3rd  system,  reducible  by 
cleavage  to  rhombohedra,  like  those  of  Iceland  spar,  and  it  is  thus 
formed  by  crystallization  at  low  temperatures ;  but  occasionally  it 
occurs  in  the  rectangular  prisms  of  the  4th  system,  as  in  the 
mineral  aragonite ;  and  the  microscopic  crystals  which  are  formed 
when  calcic  carbonate  is  deposited  from  its  solution  by  carbonic 
acid  in  water,  on  the  application  of  a  heat  of  100^  C,  have  also 
this  form  (G.  Rose).  Another  beautiful  instance  of  dimorphism 
is  afforded  in  mercuric  iodide.  When  this  body  is  heated,  it  fuses, 
boils,  and  is  converted  inio  vapour,  which  condenses  upon  the 
side  of  the  tube  as  a  yellow  crystalline  crust,  composed  of  minute 
rhombic  plates.  The  application  of  a  slight  mechanical  force,  such 
as  a  mere  scratch  upon  a  single  point,  changes  the  form  from 
the  rhombic  plate  to  that  of  an  octohedron  with  square  base,  and 
the  change  is  rendered  visible  to  the  eye  by  the  accompanying 
substitution  of  a  bright  scarlet  for  the  yellow  colour.  If  the 
quantity  of  the  iodide  operated  on  be  at  all  considerable,  the  tem- 
perature of  the  mass  may  be  observed  to  rise  as  much  as  3^  C. 
during  the  conversion  of  the  yellow  into  the  red  salt  (Weber).* 

In  certain  cases  the  forms  of  a  crystal  belonging  to  one  system 
may  approach  very  closely  to  those  of  crystals  belonging  to  a 
totally  different  system :  for  instance,  bismuth  appears  to  crys- 
tallize in  cubes,  but  in  reality  it  assumes  the  form  of  a  rhombohe- 
dron,  the  angles  of  which  are  92°  ao',  and  87°  40',  or  so  close  upon 


*  The  following  substances,  according  to  Professor  W.  H.  Miller,  are  also 
dimorphous: — Titanic  anhydride,  prismatic  in  brookite,  pyramidal  in  rutile: 
ferric  disulphide,  cubic  in  ordinary  pyrites,  prismatic  in  white  pyrites  (mar- 
casite):  potassic  sulphate,  usually  prismatic,  sometimes  rhombohedral;  nitre, 
usually  prismatic,  sometimes  rhombohedral;  diarsenide  of  nickel  (NiAs,), 
usually  cubic,  but  prismatic  in  the  white  variety. 
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right  angles^  as  to  ordinary  observation  to  be  confounded  with 
them :  the  derivative  forms,  however,  in  such  cases  are  always  very 
different,  and  generally  enable  the  observer  to  point  out  the  true 
system  to  which  the  crystal  belongs. 

According  to  the  observation  of  Pasteur,  instances  of  dimor- 
phism usually  occur  when  one  of  the  two  forms  is  nearly  upon 
the  limit  of  the  system  to  which  it  belongs  {Ann.  de  Chimie^  III. 
xxiii.  271).  For  example,  the  angles  of  the  yellow  rhombic  plates 
of  mercuric  iodide  do  not  differ  much  from  those  of  the  octohedron 
of  the  prismatic  system  to  which  the  red  variety  of  this  compound 
belongs,  and  a  similar  remark  is  applicable  to  the  prisms  and  the 
octohedra  of  sulphur. 

Some  sabstanoes  are  stated  to  be  evein  trimorpkous,  that  is,  they  crystallize 
in  three  different  systems.  Both  zindo  seleniate  (ZuSeO^ .  7  H,0}  and  zincic 
sulphate  (ZnSO^ .  7  H,0),  and  nickel  seleniate  (NiSeO^ .  7  H,0)  and  nickel 
sulphate  (NiSO^ .  7  H,0),  according  to  Mitscherlich,  exhibit  this  peculiarity. 
Nickel  sulphate  crystallizes  below  15^  C.  in  right  rhomhic  prisms;  between  15^ 
and  20°  C.  in  acute  square-based  octohedra ;  and  when  the  temperature  is  above 
30°  C.  in  oblique  rhombic  prisms.  In  the  first  case  the  crystals  belong  to  the 
prismatic,  in  the  second  to  the  pyramidal,  and  in  the  third  to  the  oblique  system. 
If  the  right  rhombic  crystals  be  placed  in  the  summer's  sun  for  a  few  days  they 
become  opaque,  but  still  retain  the  form  of  the  prism,  which  is  found,  when 
broken,  to  consist  of  a  mass  of  octohedra.* 

It  is  not  unlikely  that  the, change  of  tenacity  produced  in  some 
of  the  metals  by  elevation  of  temperature,  and  exhibited  in  a  marked 
degree  by  zinc,  is  produced  by  some  modification  of  their  crystal- 
line form  under  the  action  of  heat. 

The  influence  of  temperature  in  thus  subverting  the  direction 
of  the  molecular  forces  in  obedience  to  which  crystals  are  formed, 
has  as  yet  scarcely  been  made  the  subject  of  systematic  research ; 
its  further  prosecution,  however,. cannot  fail  to  throw  much  addi- 
tional interesting  light  upon  our  knowledge  of  the  operation  of 
molecular  force. 

In  certain  cases  two  isomorphous  bodies  are  similarly  dimor- 
phous, or  isodimorphouSy  such,  for  instance,  as  arsenious  anhydride 
and  antimonious  oxide,  both  of  which  crystallize  in  regular  octo- 
hedra and  in  four-sided  prisms ;  palladium  and  iridium,  as  well 
as  potassic  and  sodic  nitrates,  which  all  crystallize  in  rhomboidal 
pnsms  or  in  hexagonal  prisms ;  cupreous  and  argentic  sulphides, 
which  occur  either  in  cubes  or  in  rhomboidal  prisms. 


*  According  to  De  Marignac,  however,  nickel  sulphate  in  the  second  and 
third  forms  contains  i  H,0  less  than  it  does  when  crystallized  in  right  rhombic 
prisms ;  and  if  this  be  true  for  nickel  sulphate,  it  is  most  probably  the  case  with 
the  other  salts  above  mentioned  as  trimorphous. 
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(87)  AUotropy. — Independently  of  dimorphism^  the  particles  of 
many  solids  are  capable  of  other  modes  of  arrangement^  which^ 
without  altering  the  chemical'  composition  of  the  body^  yet  produce 
a  very  important  modification  of  many  of  its  properties,  both 
chemical  and  physical. 

There  appear  to  be  four  different  conditions  in  which  solid 
bodies  may  exist.  They  may  be — ist,  crystalline,  as  diamond^ 
garnet,  felspar ;  2nd,  vitreous  or  glassy,  as  glass  itself,  transparent 
arsenious  anhydride,  and  barley-sugar;  3rd,  amorphous ,  or  destitute 
of  crystalline  form  altogether,  as  tinder,  chalk,  or  clay;  and  4th^ 
organized,  or  arranged  in  masses,  consisting  of  ceUs,  fibres,  or 
membranes,  like  the  tissues  of  animals  or  yegetables,  as  hair,  muscle^ 
skin,  wood,  bark,  leaves,  &c.  To  these  organized  structures  no 
further  allusion  will  for  the  present  be  made,  since  they  are  pro- 
ducible only  by  the  living  organism. 

Many  substances  aire  capable  of  assuming  indifferently  any 
one  of  the  first  three  of  these  conditions.  Sulphur,  for  example, 
often  occurs  naturally  in  beautiful  octohedral  crystals,  and  may 
always  be  [obtained  in  this  form  by  allowing  its  solutions  to 
evaporate  spontaneously  in  the  air.  These  crystals  are  hard  and 
brittle,  and  they  may  easily  be  dissolved  in  carbonic  disulphide. 
But  if  a  quantity  of  these  crystals  be  melted,  and  heated  con- 
siderably beyond  the  boiling  point  of  water,  and  the  liquid  be 
then  suddenly  cooled  by  pouring  it  into  cold  water,  a  tough, 
flexible,  transparent  substance,  of  an  amber  colour,  is  procured, 
which  may  be  kneaded  in  the  hand  or  drawn  out  into  long  threads, 
and  is  less  easily  inflamed  than  ordinary  sulphur.  This  consti- 
tutes vitreous  sulphur ;  but  if  it  be  left  for  a  few  days,  it  becomes 
brittle,  opaque,  and  partly  crystalline.  However,  it  is  not  aU 
crystallized,  for  if  digested  with  carbonic  disulphide,  part  of  it 
only  will  be  dissolved ;  the  crystallized  portion  is  taken  up,  and 
a  buff-coloured  powder  is  left,  which  is  insoluble.  It  has  no 
crystalline  appearance,  and  is  amorphous  sulphur.  This,  if  melted 
by  heat,  becomes  as  soluble  as  before.  In  addition  to  these 
alterations  in  consistence,  colour,  inflammability,  and  solubility, 
differences  in  the  density  are  observed : — 

Octohedral  sulphur  has  a  specific  gravity  of  2*05 
Prismatic  sulphur  „  „  ^'955 

Vitreous  sulphur  „  „  ^'957 

Corresponding  differences  in  the  specific  heat  have  been  observed 
in  these  different  conditions. 

These  three  different  forms  of  sulphur  are  called  aUotropic 
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modifications  of  sulphur^  and  the  existence  of  the  same  substance 
in  different  forms,  each  endowed  with  different  properties,  is  called 
allotropy  (from  aXXoc^  another,  and  rpowoq,  manner). 

•  Phosphorus  affords  another  excellent  instance  of  this  singular 
series  of  modifications.  Phosphorus,  when  first  prepared  and  as 
sold  in  the  shops,  is  in  the  form  of  transparent,  flexible,  waxy- 
looking  sticks  which  are  of  the  vitreous  variety.  In  this  form  it 
is  freely  soluble  in  carbonic  disulphide,  melts  in  warm  water  at 
a  heat  very  little  above  that  of  the  human  body,  and  is  so  in- 
flammable, that  if  left  exposed  to  the  air,  even  for  a  few  minutes, 
in  warm  weather,  it  often  takes  fire  and  bums  with  great  violence. 
Phosphorus  has  also  been  obtained  in  crystals,  which  are  equally 
inflammable  with  the  common  form.  But  if  phosphorus  be  put 
into  a  flask  filled  with  nitrogen  or  carbonic  anhydride,  to  prevent 
it  £rom  taking  fire,  and  be  heated,  with  various  precautions  to 
avoid  accident,  up  to  the  melting  point  of  tin  (a:&8®  C),  or  rather 
higher,  in  a  few  hours  it  will  be  changed  into  a  red  powder  which, 
when  properly  purified,  may  be  exposed  to  the  air  without  any 
danger  of  taking  fire.  In  this  condition  it  does  not  melt  until 
heated  to  500°  (a6o°  C),  or  even  beyond  that  temperature ;  and  it 
is  quite  insoluble  in  carbonic  disulphide.  Yet  it  is  pure  phosphorus, 
although  in  the  amorphous  condition.  By  heating  it  to  about  572® 
(300®  C),  in  a  retort  or  vessel  firom  which  the  air  is  excluded,  it  melts, 
and  then  cannot  be  distinguished  firom  the  original  phosphorus 
that  furnished  it.  In  addition  to  these  alterations  in  solubility, 
colour,  inflammability,  and  external  appearance,  differences  in  the 
specific  gravity  and  in  specific  heat  have  been  observed. 

Many  other  elementary  bodies  exhibit 'analogous  allotropic 
modifications,  and  their  number  will  no  doubt  be  increased  as  re- 
searches in  this  direction  become  multiplied.  It  is  probable,  indeed, 
that  such  modifications  exist  in  all  the  elements,  although  the  pro- 
perties of  the  different  forms  are  certainly  not  always  so  dissimilar 
as  in  the  cases  already  quoted.  Even  in  permanent  gases  we  have 
indications  of  allotropy,  the  remarkable  substance  ozone  having 
been  ascertained  to  be  oxygen  in  a  particularly  active  condition. 
The  consideration  of  special  instances  of  allotropy  will  be  deferred 
until  the  properties  of  the  bodies  themselves  are  detailed.  Allotropy 
does  not  appear  to  be  confined  to  elementary  bodies ;  but  in  com- 
pounds it  is  not  always  easy  to  determine  whether  the  corre- 
sponding modifications  may  not  be  due  to  alterations  in  chemical 
composition,  arising  from  a  change  in  the  mode  of  combination  of 
the  different  component  elementary  bodies  with  each  other. 

It  is  certain,  whatever  be  the  causes  which  thus  influence 
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molecular  arrangement^  that  the  particular  arrangement  which 
such  causes  may  produce  in  any  given  case,  has  a  very  material 
influence  in  modifying  the  physical  properties  of  the  body.  "When 
a  body  is  homogeneous,  or  when  it  is  symmetrically  arranged,  as 
in  the  crystals  belonging  to  the  regular  system,  the  transmission 
of  light,  the  expansion  by  heat,  and  the  conducting  power  of  the 
body  for  heat,  is  uniform  in  every  direction ;  but  when  the  mole- 
cular forces,  as  shown  by  the  form  of  the  crystal,  are  more  power- 
ful in  one  direction  than  in  others,  immediately  a  corresponding 
irregularity  in  the  action  of  the  body  on  light,  and  in  its  ex- 
pansive and  conducting  powers  for  heat,  may  be  traced :  probably 
similar  irregularities  would  be  found  in  its  power  of  transmitting 
sound,  and  in  allowing  the  passage  of  electricity  and  magnetism.* 


CHAPTER  IV. 


LIGHT. 


Nature  of  Light — Undulations — Reflection — Refraction — Produc^ 
tion  of  Colour — Chemical  Actions^  Photography — Interference 
— Double  Refraction — Polarization. 

(88)  Cf^emical  Relations  of  Light. — The  light  which,  operating 
through  the  eye,  gives  exercise  to  the  sense  of  vision,  until  within 
the  last  few  years,  would  have  been  thought  to  have  little  con- 
nexion with  chemistry.  Now,  however,  the  case  is  otherwise, 
and  an  acquaintance*  with  the  fundamental  laws  and  properties  of 
light  is  indispensable  to  the  chemist.  The  physical  characters  of 
an  object,  revealed  by  its  action  on  light,  are  often  of  the  greatest 
chemical  value.  Differences  in  refractive  power,  for  example, 
furnish  in  many  cases  the  most  rapid  and  satisfactory  proof  of 
the  genuineness  or  adulteration  of  an  essential  oil.  Varieties  in 
the  amount  and  direction  of  circular  polarization  afford  the  best 
means  in  certain  cases  of  arriving  at  a  knowledge  of  the  varieties 
and  proportions  of  sugar  in  complex  saccharine  liquids.  By  the 
action  of  polarized  light,  the  diamond  and  other  precious  gems 
may  be  distinguished  from  spurious  imitations. 


*  Since  this  paragraph  was  written,  Wertheim  has  proved  that  the  velociiy 
of  sound,  when  transmitted  through  wood,  is  nearly  five  times  as  great  when 
transmitted  in  the  direction  of  the  fibre,  as  when  transmitted  across  it ;  and 
Wiedemann  has  shown  that  electric  induction  occurs  with  varying  degrees  of 
facility  m  different  directions  in  the  same  doubly-refracting  crystal. 
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But  besides  the  indirect  assistance  thus  afforded  to  chemistry, 
the  researches  of  the  last  sixty  years  have  been  gradually  develop- 
ing the  vast  importance  of  light  as  an  agent  in  producing  the 
chemical  changes  which  are  continually  in  operation  upon  the 
surface  of  the  earth ;  and  they  have  at  length  shown  that  this 
wonderful  emanation  from  the  sun  is,  conjointly  with  heat,  the 
mainspring  which  maintains  the  chemical  actions,  and  with  them 
the  existence,  of  all  the  varied  forms  of  organic  life  which  teem 
around  us.  The  fixation  of  carbon  in  the  vegetable  creation,  the 
accumulation  of  materials  for  oiur  habitations  and  for  fuel,  and  the 
maintenance  of  a  uniform  composition  in  the  atmosphere,  may  be 
mentioned  in  illustration  of  the  importance  of  its  chemical  actions : 
whilst  the  fascinating  art  of  photography  gives  proof  of  the 
rapidity  and  the  variety  of  the  changes  which  it  produces ;  and 
in  the  new  department  of  spectrum  analysis  we  are  furnished 
with  a  method  of  investigation  which  reveals  to  us  the  compo- 
sition, not  only  of  the  flames  of  furnaces  and  of  volcanoes,  but 
even  of  the  luminous  atmosphere  of  the  sun,  the  fixed  stars,  and 
the  nebulse,  extending  the  range  of  our  inquiries  through  dis- 
tances limited  only  by  that  through  which  the  object  is  visible. 

The  investigation  of  the  laws  of  light  belongs  to  the  science  of 
optics :  in  the  following  pages,  therefore,  reference  will  only  be 
made  to  some  of'  its  principal  properties,  a  knowledge  of  which 
will  be  a  necessary  preparation  to  the  study  of  its  chemical  effects. 
(89)  Sources  of  Light. — i.  The  great  natural  sources  of  light 
are  the  sun  and  the  heavenly  bodies,  but  there  are  several  modes 
of  procuring  light  by  artificial  means.  The  other  chief  sources  of 
light  are  the  ignition  of  solids ;  phosphorescence  by  heat ;  luminous 
animals  j  phosphorescence  of  decaying  animal  matter ;  electricity ; 
and  certain  cases  of  crystallization. 

2.  Ignition  of  Solids. — Whenever  any  solid  object  is  raised  to 
a  high  temperature  (about  980®  or  1000°  P.,  equivalent  to  526° 
or  538°  C),  it  becomes  luminous.  A  current  of  gaseous  matter 
may  have  a  temperature  of  upwards  of  2000°  (i094°  C.)  without 
becoming  luminous.  If,  however,  a  solid  be  introduced  into  such 
a  current  of  heated  gas,  it  begins  to  throw  off  light  in  all  directi^ons, 
even  though  it  may  not  burn,  and  may  experience  no  chemical 
change ;  under  such  circumstances,  it  is  said  to  become  incan-- 
descent.  The  colour  of  the  light  varies  with  the  intensity  of  the 
heat.  When  first  perceptible  it  is  of  a  dull  red  colour,  and  as 
the  temperature  rises,  it  passes  through  orange  and  yellow  into  a 
ftdl  white,  which,  when  the  heat  becomes  extremely  intense, 
assumes  something  of  a  violet  tinge. 

1  L 
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The  experiments  of  Draper  {Phil,  Mag.  May,  1847,  p.  345) 
show  that  platinum  begins  to  emit  light  in  the  dark  at  a  tem- 
perature which  he  estimates  at  about  977°  (525°  C).  He  also 
found,  by  introducing  difiFerent  substances  into  a  clean  gun-barrel^ 
and  raising  the  barrel  to  a  dull  red  heat,  and  then  looking  down 
into  the  barrel,  that  they  all  became  red  hot  at  the  same  time 
within  the  barrel.  The  materials  submitted  to  experiment  were, 
platinum,  brass,  antimony,  lead,  and  gas  carbon ;  to  these  I  may 
add,  porcelain,  black-lead  ware,  copper,  and  palladium.  Chalk 
and  marble  became  visible  before  the  barrel  was  red  hot,  and  the 
phosphorescence  of  fluor  spar  was  still  more  marked.  At  a  tem- 
perature which,  from  the  expansion  of  the  platinum.  Draper  esti- 
mated at  izSqP  (694°  C),  the  light  of  a  strip  of  platinum, 
heated  by  the  voltaic  current,  was  red,  and  extended  up  to  the 
line  F  of  the  solar  spectrum  (106) ;  the  colour  of  the  emitted 
light  was  greenish  grey.  At  1325°  (7i8°C.)  the  spectrum  was 
prolonged  into  the  bluish  green.  At  1440^  (782°  C.)  the  blue 
extended  beyond  Fraunhofer's  line  G;  and  at  1^130°  (1165°  C.) 
a  pure  and  intense  spectrum,  reaching  as  far  as  H,  was  obtained. 

This  observation  may  be  carried  still  further  by  noting  the 
effects  produced  upon  the  increase  in  the  extent  of  the  chemical 
action  in  the  more  refrangible  portion  of  the  spectrum,  as  the 
temperature  is  pushed  still  higher.  The  temperature  of  the  voltaic 
arc  and  of  the  electric  spark  may  thus  be  inferred  greatly  to 
transcend  that  of  the  sun  and  oxyhydrogen  jet. 

All  our  artificial  lights  depend  upon  the  ignition  of  solid 
matter,  in  the  intense  heat  developed  by  the  chemical  changes, 
attendant  on  combustion.  One  of  the  most  remarkable  instances 
of  the  production  of  light  in  this  manner,  is  afforded  by  directing 
an  ignited  jet  of  mixed  oxygen  and  hydrogen  gases  upon  a  piece 
of  lime ;  the  burning  gas  alone  gives  scarcely  any  sensible  light,, 
but  as  soon  as  the  lime  has  become  thoroughly  heated,  the  bril- 
liancy of  the  light  is  too  great  for  the  eye  to  bear. 

3.  Phosplioresceftee  hy  Heat, — Some  substances  of  mineral  origin,  when 
gently  heated,  emit  a  feeble  light,  which  in  a  short  time  ceases,  and  cannot  be 
again  renewed  until  after  the  body  has  been  exposed  to  the  light  of  the  sun,  or 
to  that  emitted  by  the  discharge  of  a  Leyden  jar  (112).  Native  tricalcic  di- 
phosphate or  phosphorite,  and  a  variety  of  floor  spar  known  as  chlorophane,  exhibit 
the  phenomenon  very  distinctly.  Some  organic  compounds,  such  as  quinia  sulphate,, 
and  well-dried  flour,  particularly  maize  flour,  also  exhibit  this  phenomenon. 

4.  Luminous  Animals. — ^The  existence  of  phosphorescence  may  be  recognized 
in  the  animal  kingdom.  The  waters  of  the  ocean  in  diflerent  parts  of  the  globe, 
and  at  diflerent  times,  appear  to  be  luminous  throughout,  from  the  presence  of 
countless  hosts  of  luminous  animalcuke :  but  usually  the  light  of  the  sea  appears 
to  be  developed  only  by  agitation,  and  the  crest  of  every  wave  may  often  be  seen 
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to  be  tipped  with  a  beautiful  fringe  of  pale  green  light  The  glow-worm  and  the 
fire-fij  offer  other  familiar  instances  of  the  same  nature.  Some  kinds  of  scolo- 
pendra,  in  passing  over  the  ground,  leave  a  luminous  trail  behind  them.  Within 
certain  limits,  this  power  of  emitting  light  appears  to  be  under  the  control  of  the 
animal,  and  it  ceases  in  a  few  hours  after  vitality  is  destroyed.  Matteuoci  ex- 
tracted irom  the  glow-worm  a  yellowish  phosphorescent  matter,  the  light  of 
which  became  extinct  at  i8°  ( —  8°C.),  and  recovered  its  luminosity  as  the 
temperature  rose,  but  it  disappeared  when  the  temperature  rose  to  122°  (50^  C). 
The  presence  of  oxygen  appears  in  this  case  to  be  necessary,  as  the  luminosity  is 
temporarily  suspended  by  immersion  in  nitrogen,  or  in  carbonic  anhydride. 

5.  Phosphorescence  qf  Decaying  Organic  Matter, — Sea  fish,  in  general,  and 
whiting,  herring,  and  mackerel,  in  particular,  soon  after  death,  exhibit  a  luminous 
appearance ;  the  light  is  most  intense  before  putrefaction  commences,  and  gra- 
dually disappears  as  decomposition  proceeds.  In  order  to  observe  the  phenomenon 
distinctly,  the  fish  should  be  gutted,  and  the  roes  and  scales  removed.  The 
entire  fish,  and  especially  the  sofb  roe,  exhibits  the  light.  By  placing  such 
luminous  fish  in  weak  saline  solutions,  such  as  those  of  Epsom  salts,  Glauber's 
salts,  or  common  salt,  these  solutions  likewise  become  luminous,  and  tiie  appear- 
ance continues  for  some  days;  it  is  particularly  visible  when  the  liquids  are 
Imitated.  The  light  is  quickly  extinguished  by  the  addition  of  pure  water,  of 
lime  water,  of  fermented  liquids,  of  acid  and  alkidine  liquids,  and  of  strong  saline 
solutions  in  general;  the  saline  solutions, however,  on  being  diluted,  recover  their 
luminosity.  If  the  fish  be  exposed  to  a  cold  sufficient  to  freeze  it,  the  luminosity 
disappears,  but  it  returns  when  it  is  thawed ;  luminous  wood  also  ceases  to  emit 
light  below  o'^C.  A  temperature  of  about  100^  (.3B°C.)  seems  to  be  that  most 
favourable  to  the  appearance  of  this  remarkable  light ;  it  disappears  considerably 
below  100°  C,  and  the  faculty  of  again  becoming  luminous  on  cooling  is  speedily 
destroyed  by  the  continuance  of  the  heat.  (Hulme,  Phil.  Trans,  1800.) 
l^is  phosphorescence  does  not  appear  to  be  dependent  upon  the  process  of 
oxidation,  for  Matteuoci  found  that  the  light  is  not  sensibly  diminished  by  im- 
mersion in  nitrogen,  hydrogen,  or  carbonic  anhydride. 

6.  Ekctricity. — ^The  transient  light  of  the  electric  spark,  and 
the  intense  glare  attendant  on  a  flash  of  lightning,  are  familiarly 
knoim;  but  electricity  may  likewise  be  made  to  give  a  continuous 
and  abundant  supply  of  light:  the  ignition  of  charcoal-points 
between  the  wires  of  a  voltaic  battery  may  be  made  to  yield  a  Ught 
which  dazzles  the  unprotected  eye.  Attempts  have  been  made 
recently  to  apply  this  light  to  the  purposes  of  illumination  on  a 
large  scale,  though  as  yet  with  imperfect  results  (izSo).  Other  less 
important  sources  of  Hght,  such  as  the  friction  of  two  pieces  of 
quartz  or  of  loaf  sugar,  may  also  possibly  be  of  electrical  origin. 

7.  On/stallizaiion, — Light  is  likewise  developed,  under  certain  circumstances, 
in  the  act  of  crystallization.  When  the  transparent  form  of  arsenious  anhydride 
is  dissolved  in  hot  hydrochloric  acid,  the  liquid  as  it  cools  deposits  crystals  of 
opaque  white  arsenious*  anhydride :  if  the  process  be  watched  in  a  darkened  room, 
the  separation  of  each  crystal  will  be  seen  to  be  accompanied  by  a  fiednt  flash. 
Fused  sodic  sulphate,  and  one  or  two  other  vitrified  salts,  when  dissolved  in 
water  and  crystallized,  exhibit  the  same  phenomenon,  which  appears  to  accompany 
the  transformation  of  a  vitreous  into  a  crystalline  solid. 
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§  I.   THEORIES    OF   LIGHTV— REFLECTION — REFRACTION. 

(90)  Theories  of  Light — Undulations. — Two  hypotheses  have 
been  proposed  to  account  for  the  phenomena  of  light.  Upon  the 
first  of  these,  the  theory  of  emission,  it  is  imagined  that  all 
luminous  bodies  are  constantly  throwing  off  into  space  a  luminous 
matter,  the  particles  of  which  are  inconceivably  minute,  and  are 
projected  with  a  velocity  equally  inconceivable.  These  particles, 
when  they  fall  upon  any  object,  are  reflected  more  or  less  com- 
pletely from  its  surfaces ;  and,  entering  the  transparent  portions  of 
the  eye,  form  images  upon  the  retina  or  expanded  termination  of 
the  optic  nerve,  and  are  by  it  transmitted  to  the  brain ;  the  re- 
sult enabling  us  to  see  the  object  from  which  the  light  was 
reflected. 

Upon  the  second  hypothesis,  that  of  undulation,  recourse  is 
had  to  the  supposition  of  a  perfectly  elastic  medium  or  ether  of 
inconceivable  tenuity,  filling  all  space,  and  the  interstices  of  all 
material  objects.  This  medium  is  not  light  itself,  but  it  is  sus- 
ceptible of  being  thrown  into  the  vibrations  which  constitute  light, 
by  impulses  incessantly  emanating  from  all  luminous  objects. 
Portions  of  the  vibrations  thus  excited  are  collected  by  the  lenses 
of  the  eye,  and  thrown  upon  the  retina.  Upon  this  theory, 
therefore,  the  phenomena  are  explicable  upon  a  mechanism  similar 
to  that  by  which  the  vibrations  of  elastic  media  are  known  to  be 
propagated ;  such,  for  example,  as  that  by  which  the  undulations 
of  the  atmosphere  are  conveyed  to  the  ear  and  excite  the  sensation 
of  sound.  The  ether  by  means  of  which  light  is  supposed  to  be 
transmitted,  though  possessed  of  inertia,  is  not  admitted,  like 
the  atmosphere,  to  be  affected  by  the  force  of  gravity. 

At  present  the  theory  of  undulation  is  all  but  universally 
adopted,  as  it  affords  the  most  complete  explanation  of  the  facts 
upon  which  the  science  of  optics  is  based.  The  analogies  between 
light  and  sound  are  not  the  least  striking  and  interesting  amongst 
the  proofs  adduced  in  its  support.  Indeed,  it  will  greatly  facili- 
tate the  comprehension  of  the  mechanism  by  which  light  is  sup- 
posed to  be  propagated,  if  we  first  examine  some  of  the  phenomena 
of  sound  which  admit  of  being  traced  in  a  manner  more  directly 
appreciable  to  common  apprehension  than  those  of  light. 

(91)  Illustrations  of  Undulations  from  the  Phenomena  of  Sotmd. — We 
have  abundant  evidence  of  the  fact  that  sound,  whenever  produced,  arises  from  a 
series  of  vibrations  which  are  occasioned  by  any  sudden  impulse,  such  as  a  blow, 
-communicated  to  any  substance  possessed  of  even  a  very  slight  degree  of  elasticity. 
In  other  words,  the  impression  which  we  receive  is  due  to  the  vibration  into  which 
the  particles  of  the  sounding  body  are  thrown  $  these  vibrations  react  upon  an 


Digitized  by  VjOOQIC 


VIBBATION ^VARIETIES   OF   SOUND.  149 

elastic  mediam,  such  as  the  air :  the  impulses  are  commonioated  by  the  motions 
of  the  particles  of  air  to  the  eat,  and  by  reaction  upon  the  auditory  nerves  they 
excite  the  sense  of  hearing. 

These  motions  of  sounding  bodies  are  frequently  not  too  rapid  to  be  traced  by 
the  eye ;  for  example,  a  stretched  string  whilst  sounding  may  be  easily  seen  to  be 
in  rapid  vibration.    Again,  if  a  goblet  be  dusted  over  with  a  little  sand,  ^^ 

or  any  fine  powder,  and  a  violin  bow  be  drawn  across  its  edge  so  as  to 
elicit  a  sound,  the  particles  of  dust  will  be  briskly  agitated.  And  in 
the  common  experiment  of  half  filling  a  finger-glass  with  water,  and 
producing  a  sound  by  drawing  the  moistened  finger  along  its  edge,  the 
water  within,  whilst  the  sound  lasts,  is  beautifully  rippled,  to  an  extent 
corresponding  with  tlie  loudness  of  the  tone.  These  motions  are  also 
distinctly  visible  in  the  prongs  of  a  tuning-fork  whilst  it  is  in  the  act 
of  producing  sound  (fig.  66).  Such  vibrations,  however,  to  render  them 
audible,  require  the  intervention  of  an  elastic  medium  to  convey  them 
to  the  ear.  If  a  bell  be  suspended  in  the  receiver  of  the  air-pump,  and 
struck,  it  will  be  distinctly  heard  whilst  the  vessel  is  full  of  air ;  but, 
as  the  exhaustion  proceeds,  on  repeating  the  stroke  it  will  gradually 
become  feebler^  and  at  last  will  be  inaudible,  or  nearly  so. 

Other  media  besides  air  may,  however,  be  employed  for  the  trans- 
mission of  sound.  A  bell  may  be  rung,  for  instance,  under  water,  and 
will  be  heard  by  a  person  also  under  the  water  at  even  a  greater  distance 
than  in  the  air.  Wood  will  likewise  transmit  sound  freely,  and  to  still 
greater  distances  than  atmospheric  air. 

These  impulses  require  time  for  their  propagation,  and  the  rate  of 
propagation  varies  in  different  bodies.     Sound  travels,  for  example,  at 
the  rate  of  1 130  feet  (341  metres)  in  a  second  through  air  at  the  temperature  of 
16®  C,  of  4900  feet  (143  j  metres)  through  water,  and  of  11,434  feet  (3485™*). 
per  second  through  iron  wire. 

The  intensity  of  sound,  like  that  of  all  forces  radiating  from  a  centre,  dimi- 
nishes as  the  square  of  the  distance ;  and  as  it  is  propagated  in  waves  or  undula- 
tions, it  is  subject  to  reflection  from  obstacles  interposed  in  its  course,  producing: 
the  various  kinds  and  forms  of  echo. 

(92)  Varieties  of  Sound. — Sounds  differ  from  each  other  in  loudness, 
quality  J  and  pitch.  The  loudness  of  a  sound  depends  upon  the  extent  of  the 
vibration.  A  tuning-fork  vibrating  freely  in  the  air  produces  only  a  feeble  sound; 
but  if  the  handle  be  placed  upon  a  table  whilst  the  prongs  are  vibrating,  the 
wooden  surface  is  thrown  into  powerful  simultaneous  vibration,  and  a  loud 
sound  is  emitted.  Quality,  or  timbre,  depends  on  the  form  of  the  sounding 
body,  and  the  nature  of  the  material  composing  it.  Differences  such  as  are  per- 
ceived between  the  same  note  when  produced  by  a  flute,  a  trumpet,  or  a  violin, 
are  due  to  this  variety.  Successive  impulses  following  each  other  rapidly  at 
irregular  intervals^  constitute  a  noise  or  continued  sound,  like  the  rumbling  of 
carriages  in  the  street,  or  the  rattle  of  machinery  j  but  when  they  follow  at 
regular  intervals,  with  a  velocity  exceeding  16  vibrations  in  a  second,  they  produce 
a  musical  note.  The  pitch  of  the  note  depends  on  the  frequency  of  these  vibra- 
tions ;  the  more  rapid  the  vibrations,  the  sharper  does  the  sound  become.  The 
connexion  of  pitch  with  the  frequency  of  vibration  may  be  readily  verified  by 
pressing  a  card  against  the  edge  of  a  toothed  wheel,  which  is  made  to  revolve 
slowly ;  the  distinct  strokes  of  the  card  against  each  cog  are  heard  at  first ;  but 
by  increasing  the  rapidity  of  rotation,  a  low  humming  note  is  given  out,  and  as 
the  velocity  increases  the  sound  becomes  more  acute. 

Musical  notes  all  have  a  fixed  numerical  relation  to  each  other,  each  octave 
as  the  scale  ascends  having  twice  as  many  vibrations  in  equal  intervals  of  time  a» 
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the  corresponding  note  of  the  octave  immediately  below  it. 
hibited  in  the  annexed  table :— - 


The  ratios  are  ex* 


Ratio  of  the  Sounds  of  the  Musical  Scale. 
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G 
A 
B 
C 


C.DEPGABC 
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Tibrataons  per  seoond.  InterralB. 
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.    .    320    •    •    •  • 

•     '    341*  •    •    •  • 

.     .    384    *     •     •  • 

.    .    426I'    •    •  • 

.     .    480    •     •    •  • 

.     .    512     •     •    '  ' 


32 
32 

2li 
42* 
42| 

53i 
32 


In  this  table,  a  tuning-fork  is  considered  to  have  made  one  vibration  whilst 
the  prong  is  passing  from  a  to  5  (fig.  6^),  the  return  motion  from  5  to  a  being 
reckoned  as  a  second  vibration,  as  in  counting  the  beats  of  the  pendulum.  The 
further  consideration  of  this  subject  would,  however,  be  irrelevant  in  a  work  on 
chemistry,  as  it  belongs  to  the  physical  science  of  acoustics. 

It  rarely  happens  that  all  the  particles  of  a  sounding  body  are  simultaneously 
vibrating.  A  sounding  body  generally  divides,  itself  into  portions  vibrating  in 
opposite  directions ;  the  intermediate  lines  or  points  are  quiescent,  and  these 
quiescent  portions  are  termed  nodal  lines  or  points.  If  a  flat  plate  of  glass  be 
held  horizontally  by  the  point  of  the  finger  and  thumb  near  its  centre,  and  its 
surface  be  sprinkled  with  sand,  on  eliciting  a  musical  note  by  drawing  a  violin 
bow  across  its  edge,  the  sand  will  accumulate  on  the  stationary  parts,  and  show 
clearly  the  position  of  the  nodal  lines.  By  altering  the  points  at  which  the 
glass  is  held,  the  nodal  lines,  and  the  note  elicited,  may  be  made  to  undergo  a 
variety  of  interesting  changes. 

llie  amount  of  force  exerted  by  the  accumulation  of  these  minute  molecular 
motions  is  extraordinary.  A  feat  occasionally  performed  by  a  powerful  singer  is 
to  crack  a  glass  by  swelling  his  voice  upon  the  note  to  which  the  glass  responds. 
Savart  has  made  some  important  experiments  in  relation  to  this  subject. 
{Arm.  de  Chimie,  II.  Ixv.  384.)  He  found  that  a  copper  band,  3  metres  long, 
7  or  8°"^*  wide,  and  i""™*  thick,  will  sustsun  a  weight  of  30  or  40  kilogrammes 
without  becoming  perceptibly  lengthened,  but  if  made  to  vibrate  longitudinally 
whilst  thus  stretched  it  will  become  lengthened  15  or  20  centimetres.  In  the 
same  way  a  cylinder  of  brass  34*95™™'  in  diameter,  became  lengthened  during  its 
longitu(Hnal  vibration  to  an  extent  that  would  have  required  the  application  of 
a  dhrect  strain  equal  to  1700  kilogrammes.  It  is  needless  to  insist  on  the  im- 
portant practical  bearing  of  these  facts  on  the  construction  of  metallic  machinery 
liable  to  regular  partial  oscillation*  however  slight  or  apparently  trivial  sueh 
vibrations  may  be. 

The  experiments  just  detailed  will  show  in  what  way  it  has  been  clearly 
ascertained  that  it  is  by  successive  regularly  recurring  motions,  or  undulations, 
that  sound  is  propagated.  A  similar  principle  has  been  with  great  success 
applied,  with  certain  modifications,  to  trace  the  yet  more  interesting  and  com- 
plicated phenomena  exhibited  by  light. 
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{93)  Mechanism  of  Undulation. — ^There  are  two  modes  in 
^wrhich  waves  may  be  propagated :  i,  in  highly  elastic  media  like 
air  the  particles  of  the  medium  undergo  alternate  condensation 
and  rarefaction  in  the  same  direction  as  that  in  which  the  motion 
is  communicated,  and  in  which  the  wave  is  travelling,  as  occurs 
JLn  the  passage  of  sound  through  air ;  2,  in  other  cases  the  motion 
is  at  riff  hi  angles  to  that  in  which  the  wave  is  advancing. 

A  movement  of  the  second  kind  takes  place  in  water  when  a 
stone  is  dropped  into  it,  or  when  its  surface  is  ruffled  by  a  breeze. 
Though  the  motion  is  propagated  from  the  point  struck,  towards 
the  edges,  in  circles  continually  widening,  the  particles  of  the 
liquid  do  not  themselves  travel  onwards  from  the  centre  towards 
the  circumference,  but  are  alternately  elevated  and  depressed,  as 
may  be  seen  by  watching  the  movements  of  a  cork  or  other  light 
floating  object;  each  vertical  line  in  succession  receiving  and 
transmitting  the  motion  produced  by  the  first  impulse,  which 
.gradually  diminishes  in  intensity  as  the  squares  of  the  distance 
increase,  and  as  the  circle  becomes  more  extended. 

The  mode  in  which  the  undulations  of  light  are  believed  to  be 
transmitted  may  be  illustrated  by  loosely  stretching  a  long  cord, 
and  striking  it  from  above  downwards  near  one  end :  the  motion 
will  be  propagated  in  a  vertical  plane  in  successive  waves  from 
one  extremity  to  *  the  other,  each  portion  of  the  cord  becoming 
alternately  first  higher  and  then  lower  than  the  position  which 
it  asstmies  when  at  rest.  If  the  cord  be  struck  laterally,  the 
waves  will  occur  from  side  to  side  in  a  horizontal  plane.  In  the 
passage  of  a  ray  of  light,  the  motions  of  the  particles  of  ether  in- 
terposed between  the  eye  and  the  luminous  object  will)  like  those 
of  the  cord,  be  at  right  angles  to  the  track  of  the  ray,  or  to  that 
line  in  which  the  wave  is  advancing,  and  in  the  same  plane  as 
that  in  which  the   impulse   was  Fig.  67. 

.given.     Let  a  s  (fig.  67)  be  the  a 

direction  of  the  ray,  the  motion  ^<  ^^\J\J\f\J]\f\j-^ 
of  the  particles  of  the  ether  will  j 

be  in  the  direction  a  b,  at  right  angles  to  the  course  of  the  ray. 

That  the  undulations  which  produce  light  are  occasioned  by 
motions  of  the  particles  of  the  ether  at  right  angles  to  the  track  of 
the  ray  may  be  inferred  from  the  phenomena  of  polarization:-^ 
In  polarized  light,  as  will  be  seen  more  fully  hereafter,  the  results 
are  such  as  can  be  explained  only  by  admitting  that  ordinary 
light  is  resolved  into  two  sets  of  rays,  the  undulations  of  which 
occur  in  planes  at  right  angles  to  each  other,  although  the  two 
.sets  of  rays  travel  onwards  in  the  same  direction. 
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If  light  were  propagated  by  waves  of  alternate  condensation 
and  refraction,  snch  waves  from  their  nature  could  not  be  referred 
to  any  particular  plane,  and  the  phenomena  of  polarization  con- 
sequently could  not  exist. 

(94)  Transparency  and  Opacity. — Bodies  through  which  light 
passes  freely,  such  as  glass  or  air,  are  termed  transparent^  or 
diaphanous  (from  8ca,  through,  ^aiVw,  to .  appear) ;  they  allow  ob- 
jects to  be  seen  distinctly  through  them,  whilst  the  majority  of 
substances  which,  like  wood,  metals,  &c.,  do  not  allow  its  passage, 
are  said  to  be  opaque.  No  substance,  however,  is  perfectly  trans- 
parent. The  purest  air  arrests  a  portion  of  light :  Young  adopts 
the  estimate  that  the  horizontal  sunbeams,  which  pass  through 
about  izoo  miles  of  atmospheric  air  before  they  reach  the  eye, 
possess  only  one  two-thousandth  of  their  original  intensity ;  and 
he  states  that  a  column  of  water  7  feet  in  depth,  has  been  found 
to  arrest  one-half  of  the  light  which  enters  it.  On  the  other 
hand,  there  is  no  such  thing  as  perfect  opacity.  Gold,  one  of 
the  densest  of  the  metals,  may  be  hammered  out  into  very  thin 
leaves,  which  transmit  a  green  light  if  the  metal  be  pure,  and  a 
purplish  light  if  it  be  alloyed  with  silver.  Between  the  extremes 
of  opacity  and  transparency  are  innumerable  gradations.  Bodies 
vary  greatly  in  translucency,  that  is,  in  their  power  of  trans- 
mitting light.  Porcelain  is  a  translucent  body ;  it  breaks  up  the 
rays,  but  transmits  a  softened  light,  though  it  does  not  allow  the 
form  of  an  object  to  be  seen  if  the  porcelain  be  interposed  be- 
tween that  object  and  the  eye. 

Light  proceeds  through  all  homogeneous  transparent  media  in 
straight  lines  from  the  object ;  these  lines  diverge  or  radiate  in 
all  directions  from  a  luminous  point,  and  a  ray  of  light  is  an  in- 
definitely narrow  portion  of  a  stream  of  light.  The  path  of  the 
rays  in  a  direct  line  may  often  be  traced  across  a  darkened 
room  into  which  a  sunbeam  is  admitted,  by  the  floating  particles 
of  dust,  which  reflect  a  small  portion  of  the  light  in  diflFerent 
parts  of  its  course  into  the  eye  of  the  observer.  The  mere  pas- 
sage of  light  through  a  transparent  object  does  not  excite  the 
sense  of  vision,  neither  can  the  eye  track  the  direction  of  the  ray, 
unless  the  vibrations  be  carried  towards  the  observer  by  reflection 
from  the  surface  of  some  material  object. 

The  impression  of  light  upon  the  retina  lasts  for  a  brief  in- 
terval, varying  in  diflferent  persons  from  a  tenth  to  an  eighth  of 
a  second,  after  the  light  itself  has  ceased,  and  gives  rise  to  many 
curious  effects :  for  instance,  the  act  of  blinking  produces  no  im- 
pediment to  correct  vision ;  a  bright  point  made  to  revolve  rapidly 
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in  the  dark  is  seen  as  a  luminous  circle^  and  the  jets  of  flame 
which  in  fireworks  are  whirled  round  before  the  eyes  of  the  spec- 
tators^ assume  the  form  of  wheels  or  stars  of  fire. 

(95)  Law  of  Diminution  of  lAghl  by  Distance. — When  light 
diverges  from  a  luminous  centre^  its  intensity  diminishes^  like 
that  of  all  radiant  forces,  not  directly  as  the  distance,  but  as  the 
square  of  the  distance.  A  little  consideration  will  render  the 
reason  for  this  obvious  : — Suppose  the  flame  of  a  candle,  or  any 
luminous  point,  to  be  placed  in  the  centre  of  a  hollow  sphere 
a  metres  in  diameter,  its  light  wiQ  fall  upon  the  whole  internal 
surface  of  the  sphere,  and  the  candle  will  be  i  metre  distant  from 
each  point :  a  square  centimetre  of  that  surface  will  receive  a 
given  amount  of  light.  The  same  candle,  if  placed  in  the  middle 
of  a  globe  4  metres  in  diameter,  will  be  at  %  metres  distance  from 
each  point  of  the  surface,  or  at  double  the  distance  that  it  was  in 
the  first  globe,  but  its  light  will  still  illuminate  the  whole  of  the 
interior.  The  surface  of  the  second  globe,  however,  is  four  times 
greater  than  that  of  the  first,  because  the  surfaces  of  spheres  are 
to  each  other  as  the  squares  of  their  radii ;  in  this  case  as  i^  :  a^ 
or  as  I  to  4;  consequently  each  point,  or  each  square  centi- 
metre, of  the  surface  of  the  larger  sphere,  will  receive  only  one- 
fourth  of  the  light  that  fell  on  an  equal  space  in  the  smaller 
globe,  and  yet  the  candle  is  only  twice  as  far  from  it :  so,  if  the 
globe  were  8  metres  across,  the  distance  of  the  candle  being  now 
4  times  as  great  as  in  the  first  globe,  the  surface  to  be  illumi- 
nated is  16  times  as  large,  and  consequently,  a  square  centimetre 
of  the  8-metre  globe  would  receive  only  -1^6  of  ^'^  lig^*  ^^^  ^^^ 
on  a  square  centimetre  of  the  2-metre 
globe.  A  board  at  i  metre  from  a  can- 
dle receives  a  certain  amount  of  light, 
at  2  metres  it  receives  \  of  that  amount, 
at  3  metres  \,  at  4  metres  Vr '  &^<1  6^* 
periment  shows  that  a  board,  i  deci- 
metre square,  at  i  metre  distance, 
would  cast  a  shadow  that  would  cover 
a  board  exposing  4  times  the  surface, 
or  %  decimetres  in  the  side,  if  placed 
at  a  distance  of  2  metres,  as  shown  in  i 
fig.  6^. 

(96)  Photometry. — ^An  application  of  this  law  affords  a  ready  means  of  ap- 
prozimatively  determining  the  relative  intensities  of  two  lights  which  do  not  differ 
greatly  in  colour.  Suppose,  for  instance,  it  were  necessary  to  ascertain  the  illu- 
minating power  of  a  gas-light  burning  5  cubic  feet  (or  142  litres)  of  gas  per 
hour,  as  compared  with  that  of  a  sperm  candle  burning  132  grs.  (or  8*5^3  grms.) 


Fio.  68. 
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of  spermaceti  per  hour : — ^Plaoe  at  the  distance,  saj  of  joo  inches  from  the  {^as- 
light,  a  vertical  screen  of  white  paper,  and  in  front  of  this,  at  an  inch  distance,  a 
narrow  strip  of  wood  or  of  metal,  so  as  to  cast  a  definite  shadow.  Between  the 
gas-light  and  the  screen  place  the  candle,  at  such  a  distance  that  the  shadow  of 
the  same  object  cast  by  the  candle  upon  the  screcm  shall  have  as  nearly  as  pas- 
sible the  same  intensity  as  that  produced  by  the  gas.  Say  that  the  distance  of 
the  candle  from  the  screen  is  2775  inches.  The  shadow  from  each  light  is  illu- 
minated by  the  rays  proceeding  from  the  other  light.  If  the  shadows  be  sensibly 
equal,  the  amount  of  light  falling  upon  the  screen  from  each  source  must  at  that 
distance  be  equal  also :  the  relative  intensities  of  the  two  lights  are  then  fouud 
by  squaring  the  distances  of  each  light  from  the  screen ;  the  gas-light  will  con- 
sequently cast  a  light  which  bears  the  same  proportion  to  that  of  the  candle  as 
100' :  2775* ;  or  as  16  to  I. 

When  light  falls  upon  any  object  it  may  be  disposed  of  in 
three  different  ways.  1st,  it  may  either  be  bent  back  or  reflected  ; 
and,  it  may  be  allowed  to  pass  on  in  an  altered  direction,  that  is^ 
it  may  be  transmitted  and  refracted ;  or  3rd,  it  may  disappear 
altogether,  and  be  absorbed. 

(97)  Reflection. — If  a  ray  of  light  fall  obliqnely  upon  a  flat, 
polished  surface,  a  large  proportion  of  the  incident  rays,  or  rays 

which  fall  upon  the  surface,  is  reflected 
.  or  thrown  off  obliquely,  at  an  angle 
■Jl  formed  on  the  other  side  of  a  perpen- 
dicular to  the  point  of  incidence,  equal 
to  that  formed  between  the  incident 
ray  and  the  perpendicular.  Fig.  69  is 
intended  to  illustrate  the  law  of  reflec- 
tion. If  in  this  figure,  in  represent 
the  incident  ray,  m  m  the  mirror,  p  n  a 
perpendicular  to  the  point  of  incidence, 
p  N I  wiU  be  the  angle  of  incidence,  n  r 
the  reflected  ray,  and  p  n  B  the  angle 
of  reflection  formed  between  the  same  perpendicular  and  the  re- 
flected ray. 

The  law  which  regulates  the  reflection  of  light  is  expressed  by 
saying  that  '  the  angle  of  reflection  is  equal  to  the  angle  of  inci- 
dence^ :  the  incident  and  the  reflected  ray  are  always  in  the  same 
plane,  and  that  plane  is  perpendicular  to  the  reflecting  surface. 
When  the  incident  ray  is  perpendicular  to  the  surface,  the  reflected 
ray  is  therefore  also  perpendicular,  and  coincides  with  the  incident 
ray,  but  it  does  so  in  no  other  position. 

In  fig.  69,  the  angle  of  reflection,  p  n  b,  is  equal  to  the  angle 
of  incidence,  p  n  i,  but  they  are  on  opposite  sides  of  the  perpen- 
dicular. A  person  looking  into  the  mirror  at  b,  would  see  the 
candle  behind  the  mirror.   An  object  always  appears  to  lie  in  the 
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direction  of  the  line  which  the  ray  last  traversed  when  it  reaches 
the  eye. 

The  power  of  reflecting  light  varies  very  greatly  in  different 
bodies.  In  some^  as  in  the  metals^  reflection  is  almost  perfect ; 
in  others^  as  in  charcoal,  or  in  black  velvet,  it  is  almost  wanting ; 
bnt  whenever  light  passes  out  of  one  medium  or  transparent  body 
into  another,  no  matter  how  perfect  the  transparency  of  such 
media  may  be,  reflection  more  or  less  complete  takes  place  at 
their  common  surface,  and  the  greater  the  difference  in  refractive 
density  of  the  two  media,  the  more  complete  is  the  reflection. 

Except  in'the  case  of  the  metals,  in  which  reflection  is  most 
complete  at  the  smaller  angle  of  incidence,  it  is  found  that  the 
greater  the  angle  of  incidence  the  more  complete  is  the  reflection ; 
so  that  the  surface  of  a  smooth  body,  such  as  plaster  of  Paris,  or  hot- 
pressed  writiQg-paper,  may  thus  afford  a  tolerably  perfect  image  of 
a  luminous  object,  if  the  reflection  be  effected  under  a  great  angle. 

Bodies  in  general  do  not  possess  surfaces  actually  flat ;  to  com- 
mon observation  they  may  be  flat,  but  when  optically  examined, 
their  surface  is  found  to  consist  of  an  indefinite  number  of  minute 
planes  inclined  to  each  other  at  all  possible  angles,  and  therefore 
receiving  and  reflecting  light  in  all  possible  directions.  When  by 
the  operation  of  polishing  they  are  so  much  reduced  as  not  to  be 
elevated  or  depressed  more  than  about  the  millionth  of  an  inch, 
they  appear  to  become  incapable  of  acting  separately,  and  produce 
the  effect  of  a  uniform  surface.  (Young.)  If  a  beam  of  light  ad- 
mitted into  a  dark  room  fall  upon  a  bright  metallic  surface,  a 
brilliant  spot  of  light  will  be  perceived  in  one  particular  position, 
the  direction  of  which  can  be  varied  by  altering  the  inclination  of 
the  mirror  to  the  ray,  but  the  mirror  will  be  nearly  invisible  in 
all  other  directions,  and  the  room  will  remain  dark ;  but  if  for  the 
mirror  a  sheet  of  white  paper  be  substituted,  the  paper  will  be 
visible  in  every  direction  almost  equally,  and  a  general  though 
slight  illumination  of  the  apartment  will  be  perceived.  It  is  this 
irregular  reflection  or  scattering  of  the  light  in  all  directions,  which 
renders  non-luminous  objects  distinguishable  in  the  light.  The 
light  of  the  moon  and  of  the  planetary  bodies  furnish  instances  of 
this  kind.  A  further  evidence  of  the  value  of  this  scattering  or 
secondary  radiation,  is  afforded  by  the  difference  between  the  mild 
and  softened  light  which  is  reflected  from  the  heavens  when  par- 
tially covered  with  clouds,  and  the  strong  lights  which  fatigue 
the  eyesight  in  a  cloudless  summer's  day.  It  is  entirely  to  this 
secondary  radiation  that  we  owe  the  generally  diffused  and  sub- 
dued light  of  day,  even  when  the  sun  itself  may  be  concealed  by 
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clouds ;  and  the  morning  and  evening  twilight,  while  the  great 
luminary  itself  is  below  the  horizon,  is  due  to  the  same  cause, 
each  illuminated  particle  of  the  atmosphere  contributing  its  share 
in  producing  this  effect. 

(98)  Reflection  from  Cwrved  Surfaces. — ^When  light  is  received 
•upon  a  regular  curved  surface,  it  undergoes  reflection  according  to 
the  usual  law,  the  reflection  from  each  point  of  the  curved  surface 
being,  in  fact,  the  same  as  from  a  plane,  tangent  to  the  curve  at 
the  point  of  incidence.  If,  therefore,  the  form  of  a  parabolic 
concavity  be  given  to  a  mirror,  and  light  in  parallel  rays  be 
allowed  to  fall  upon  its  surface,  all  the  reflected  rays  will  be 
directed  towards  a  point  at  which  they  will  cross  each  other,  and 
continue  their  progress  as  before,  the  upper  ray  now  becoming 
undermost,  and  vice  versd.  This  point  of  intersection  is  called 
the  focus  of  the  mirror. 

Let  M  M,  fig. 
FIC^•  70'  70,  represent  the 

section     of      the 
curved     surface  ; 
each   of  the  rays 
*  ^  L  R,  L  R,  will  be 

,   reflected   from   it 
as  from  planes  t  t, 
^ _E  t'  t',  t''  t'',  tan- 
gent to  the  curve 
at  the    points  of 
incidence    of   the 
respective     rays ; 
they  will  consequently  meet  at  the  focus  f,  cross  there,  and  sub- 
sequently diverge,     p  r,  p  r  represent  the  lines  perpendicular  to 
the  tangents. 

(99)  Simple  Refraction. — ^When  a  ray  of  light  falls  upon  the 
surface  of  an  uncrystallized  transparent  substance  of  uniform 
density,  one  portion  of  the  light  is  regularly  reflected,  and  another 
portion  is  scattered,  by  which  the  surface  is  rendered  visible, 
whilst  a  third  portion  is  transmitted.  We  will  now  confine 
our  attention  to  that  portion  of  the  light  which  is  trans- 
mitted. If  the  ray  be  incident  upon  the  surface  of  the  body 
in  a  perpendicular  direction,  it  continues  its  course  unchanged ; 
but  if  it  fall  upon  the  surface  obliquely,  its  direction  is  sud- 
denly altered  as  it  enters  the  transparent  medium;  it  then 
passes  on  in  its  new  direction  in  a  straight  Une,  and  on 
quitting    the    medium    it    is    again    abruptly    bent    back    and 
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rendered  parallel  to  its  original  course,  provided  that  the 
surface  of  entrance  and  the  surface  of  exit  be  parallel  to  each 
other.     This  change  in  the  course  of  the  ray  is  termed  refraction. 


Fig.  71. 


If,  in  fig.  71,  a  G  represent  a  section 
of  a  plate  of  glass  with  parallel  sides, 
a  ray  of  light,  i  l,  iQcident  obliquely 
upon  it,  does  not  pass  straight  on  in 
the  direction  l  x,  but  is  deflected  to 
L  R,  towards  the  perpendicular,  p  q  ; 
on  quitting  the  medium  at  R,  it  is 
again  bent  out  of  its  new  direction, 
L  Y,  towards  s,  but  this  time  the  re- 
fraction is  from  the  perpendicular,  r  o, 
and  the  ray,  r  s,  becomes  parallel  to 
its  original  course,  i  x.     On  passing 

from  a  rare  medium  like  air,  into  a  dense  one  like  glass,  the  ray 
is  bent  towards  a  line  perpendicular  to  the  common  surface  of 
the  two  media ;  on  again  passing  out  from  glass  into  air,  or  from 
a  denser  to  a  rarer  medium,  it  is  bent  irom  the  perpendicular  to 
the  same  amount. 

DiflFerent  media  vary  greatly  in  refracting  power ;  combustible 
bodies  in  general  having  the  highest  refracting  energy.     It  was 
upon  this  general  observation  that  Newton  founded  his  conjecture 
that  diamond  was  '  probably  an  unctuous  substance  coagulated^ : . 
the  combustibility  of  the  diamond  has  been  since  fully  verified. 

(100)  Law  of  Refraction. — The  more  obliquely  the  light  falls 
upon  the  surface  of  the  refracting  body  the  greater  is  the  amount 
of  refraction  which  the  ray  experiences.  The  extent  of  the  refrac- 
tion, therefore,  varies  with  the  angle  of  incidence,  but  by  a  know- 
ledge of  the  following  law  it  may  easily  be  calculated  for  all 
angles  in  any  given  substance,  if  its  amount  for  any  one  angle 
has  been  careftdly  determined  for  that  particular  substance. 
This  law  of  refraction  may  be  expressed  by  stating  that  when 
light  passes  from  one  medium  into  another,  '  for  the  same  two 
media,  the  sines  of  the  angles  of  refraction  and  of  incidence 
always  bear  the  same  proportion  to  each  other.'  The  quotient 
obtained  by  dividing  the  sine  of  the  angle  of  incidence  in  vacuo 
by  the  sine  of  the  angle  of  refraction  in  any  mediiun,  expresses 
the  index  of  refraction  of  that  medium.  The  incident  and  the 
refracted  ray  are  always  on  opposite  sides  of  a  line  drawn  perpen- 
dicular to  the  common  surface  of  the  two  media,  but  they  always 
lie  in  the  same  plane,  and  this  plane  is  perpendicular  to  the  sur- 
face of  the  refracting  medium. 
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Fig.  J2  may  assist  in  explaining  this 
important  law.  Let  w  w  represent  a  sec- 
tion of  the  refracting  medium^  i  l  the  in- 
cident ray^  and  l  r  the  refracted  one. 
Let  p  L  Q  be  the  perpendicular  to  the  re- 
fracting surface^  passing  through  the  point 
of  incidence,  l.  With  any  radius,  l  r^ 
describe  from  the  centre,  l,  the  circle, 
R  M  p ;  from  M  and  r  let  fall  the  perpen- 
diculars M  N  and  R  Q,  on  p  Q ;  m  n  will 
then  represent  the  sine  of  the  angle  of 
incidence,  i  l  p,  and  r  q  the  sine  of  the  angle  of  refraction,  r  l  q  ; 
and  H  gives  the  index  of  refraction,  which  is  uniformly  the  same 
for  the  same  substance,  whatever  be  the  angle  of  refraction.  In 
the  diamond,  for  instance,  m  n  is  always  2^  times  as  long  as  r  q  ; 
in  water  it  is  i^-  times  the  length  of  r  q. 

The  followiDg  Uble  contains  the  indices  qf  rtfradion  of  a  few  substances ; 
the  light  being  supposed  to  pass  from  atmospheric  air  :— 


Diamond 

Phosphorus       ...     ., 
Carbonic  Disulphide.. 

Bock  Salt 

Quartz       

Castor  Oil 


a'439 
a'324 
1-678 
i'557 
1-548 
1490 


Oil  of  Vitriol 
Alcohol 

Sther 

Water 

Ice     

Tabasheer  ... 


1*434 
1-358 


I'm 


The  examination  of  the  refracting  power  of  bodies  in  their  gaseous,  or  least 
complex  molecular  condition,  possesses  a  special  interest;  the  subject  was  first 
examined  by  Biot  and  Arago,  and  it  was  carried  further  by  Dulong.  {Ann,  de 
Chimie,  II.  xxxi.  154.) 

It  appears  that  there  is  no  simple  relaUon  between  the  refracting  power  of  gases 
and  their  densities.  The  vapour  of  hydrochloric  ether,  for  example,  differs  but 
little  in  density  from  sulphurous  anhydride,  though  the  refracting  power  of  the 
former  body  is  nearly  two-thirds  greater  than  that  of  the  latter :  and  ordinary 
ether  has  more  than  double  the  refracting  power  of  chlorine,  though  their  densities 
in  the  a&iform  state  are  nearly  the  same. 

The  refracting  power  of  a  gas  or  of  a  vapour  is  proportioned  to  the  pressure, 
and  is  not  affected  by  temperature,  at  least  so  far  as  experiments  on  pressures  not 
greater  than  that  of  one  atmosphere,  and  on  temperatures  ranging  between  7^  and 
38°  C.  can  decide  the  question.  The  refracting  power  of  a  mixture  of  gases  is  equal 
to  the  sum  of  that  of  its  constituents  calculated  for  the  pressure  of  each  constituent 
in  proportion  to  the  amount  present  in  the  mixture.  But  the  refracting  power  of 
a  compound  may  be  either  greater  or  less  than  that  of  the  sum  of  its  constituents. 

More  recently  Le  Boux  {Ann.  de  Chimie,  III.  Ixi.  385)  has  extended  these 
observations  to  the  vapours  of  certain  simple  substances  which  can  only  be  vola- 
tilized at  elevated  temperatures.  He  found  the  refringent  energy  (r-j^, 
fi  being  the  index  of  refraction  and  d  the  vapour  density)  of  sulphur  vapour 
to  agree  with  that  of  oxygen  as  determined  by  Dulong,  and  that  of  the 
vapour  of  phosphorus  agreed  closely  with  a  'similar  determination  for  nitrogen. 
It  is  possible  that  these  coincidences  are  only  accidental,  for  elements  which  are 
analogous  in  their  chemical  relations  have  not  been  found  to  exhibit  generally 
any  close  agreement  in  refracting  power.  ^  , 
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Le  Boux  remarks  that  in  the  case  of  gaseous  bodies  it  is  a  matter  of  indif- 
ference whether  the  refiringent  energy  be  oalcnlated  from  the  formula  ^""' 
^^—-^  •  since  the  index  of  refraction  fi  is  of  the  *  form  i+e,  e  being  a  vi 


or 
very 

small  quantity ;  consequently  its  square  will  be  equal  to  i  +  2c  within  a  quantity 
certainly  less  than  that  due  to  errors  of  observation. 

The  following  table  exhibits  the  principal  results  of  the  experiments  of 
Dnlong,  the  four  last  being  due  to  Le  Boux.  The  refracting  power  of  each 
gas  as  compared  with  air  is  calculated  upon  the  supposition  that  they  are  all 
under  a  pressure  of  760™"**  at  o**  C. 


ITsmeofBiibrtaiiee. 

Obflerred 
8p.  €hr.* 

(BefrMt 

ing  Power. 
AbMlnte 

Index  of 

^'   ■- 
Air. 

a  X'O 

=  |t«-i. 

=  /*. 

Air 

1*0000 

i-ooo 

0-000589 

1*000394 

Oxygen          

1*1036 

0-934 

0000544 

1*000373 

g?^^®'^      

0-0685 

0-470 

0*000377 

1*000138 

Nitrogen       

0-976 

1*030 

o*ooo6oi 

1-000300 

Chlorine 

3-47 

3-633 

0-000544 

1-000773 

Nitrous  Oxide       

i*S37 

1-710 

0-001007 

1-000503 

Nitric  Oxide 

1-039 

1*030 

o-ooo6o6 

1000303 

Hydrochloric  Acid 

Carbonic  Oxide     

1-254 
0973 

1-537 

i'i57 

0-000899 
0-000681 

1-000449 
1*000340 

Carbonic  Anhydride     . . . 
Cyanogen 

17134 
i-8i8 

1-536 
3-833 

0*000899 
0001668 

rooo449 
1-000834 

OlefiantGas 

Marsh  Gas    

0-980 
0*559 

3-303    . 
1504 

0-001356 
0-000886 

1*000678 
1-000443 

Ethyl  Chloride      

H J  drocyanic  Acid 

3334 

373 

0*003191 

1001095 

0-944 

1*531 

0*000903 

i-ooo4gi 
1*000385 

Ammonia      

0591 

^•309 

0-000771 

Phosgene  Gas       

3442 

3-93^ 

0*003318 

1-00T159 

Sulphuretted  Hydrogen.. 
Sulphurous  Anhydride... 

1-178 

3-187 

0*001388 

1*000644 

3-347 

3-360 

o-ooi3« 
0-003061 

1-000665 

Ether     

1-356 

5'i97 

1001530 

Carbonic  Bisulphide     ... 
Phosphuretted  Hydrogen 

5-"o 

0*003010 

1-001500 

3-683 

0*001579 

1-000789 

Sulphur 

6-617 

0*003358 

I -001639 

Phosphorus   ... 

4*355 

0*003738 

1-001364 

Arsenic 

1039 

0'003338 

1*001114 

Mercury ... 

6-976 

0*001 1 13 

1000556 

Many  familiar  phenomena  receive  an  easy  explanation  from  the 
law  of  refraction.  If  a  coin  be  placed  in  an  opaque  vessel^  and 
the  observer  retire  until  the  edge  of  the  basin  just  hides  it  &om 
bis  view^  the  coin  wiU  again  become  visible  if  water  be  carefully 
poured  in  without  disturbing  its  position ;  the  rays  of  light  pro- 
ceeding from  the  coin,  which  before  passed  above  the  eye  of  the 
observer,  are  now  abruptly  bent  downwards  from  the  perpendicular, 
as  they  emerge  into  the  arr,  and  the  image  of  the  object  is  con- 
veyed to  the  eye.  The  coin  appears  to  be  raised,  but  never  dis- 
placed to  the  right  or  to  the  left  of  its  true  position ;  the  refracted 


*  These  specific  gravities  have  since  in  many  cases  received  corrections. 
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Fig, 


ray^  notwithstanding  its  change  of  medium^  continues  in  the  same 
plane^  which  is  vertical  to  that  forming  the  common  surface 
of  the  refracting  media*.  For  a  similar  reason  a  straight  stick 
plunged  obliquely  into  water  appears  to  be  bent  upwards  abruptly, 
where  it  enters  the  liquid. 

(loi)  Refraction  at  Inclined  Surfaces. — Since  the  refractive 
action  is  exercised  at  the  surface  of  junction  between  the  two 
media,  and  is  governed  by  the  inclination  of  the  ray  to  a  perpen- 
dicular to  that  surface,  it  is  manifest  that  by  altering  the  inclina- 
tion of  the  surface  at  which  the  ray  passes  out  of  the  medium, 
the  inclination  of  the  emerging  ray  may  be  altered;  so  that, 
instead  of  continuing  its  passage  in  a  direction  parallel  to  the  one 
which  it  possessed  on  entrance,  it  may  be  made  to  deviate  perma- 
nently from  this  to  a  greater  or  less  extent. 

If  G  G  G  (fig.  73),  repre- 
sent the  section  of  a  triangu- 
lar prism,  or  bar  of  glass,  the 
incident  ray,  i  l,  on  entering 
this  medium  is  bent  towards 
the  perpendicular,  p  p:  on 
quitting  it  at  b,  it  is  bent 
from  the  perpendicular,  Q  p, 
and  assumes  a  course,  b  s, 
permanently  deflected  from 
its  new  direction,  l  y,  and- 
from  its  original  direction  i  x. 
This  deflection  is  always  towards  the  thick  part  of  the  prism.  By 
employing  two  such  prisms  set  base  to  base,  the  rays  may  be 
refracted  towards  one  common  line,  where  they  would  cross  and 
diverge;  and  by  using  a  lens  of  glass  (fig.  74),  with  two  convex 
surfaces,  which  are  segments  of  spheres,  the  incident  rays,  b  l,  b  l. 

Fig.  74. 
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may  be  caused  to  converge  towards  a  common  focus,  p ;  each 
portion  of  the  curved  surface  refracting  the  ray  in  the  manner 
of  a  plane,  t  t,  t'  t',  t''  t'',  tangent  to  the  curve  at  that  particular 
spot  or  point  of  incidence. 

(102)  Total  Reflection. — In  the  passage  of  light  from  a  denser 
into  a  rarer  medium,  as  when  light  passes  from  glass  into  air,  the 
obliquity  of  the  refracted  ray  increases  as  the  angle  of  incidence 
increases,  until  at  length  the  refracted  ray  becomes  parallel  to  the 
common  surface  of  the  two  media.     Light,  which  traverses  the 
denser  medium  and  becomes  incident  upon  this  common  surface 
at  an  angle  more  oblique  than  this,  ceases  to  be  refracted ;  refraction 
becomes  impossible,  and  the  ray  is  wholly  reflected  within  the 
denser  medium.     The  angle  of  inci- 
dence  at  which  this  phenomenon  ^i^-  75- 
first  shows  itself  is  termed  the  anffle  C 
of  total  reflection.    In  fig.  75,  let  g  g 
represent  a  plate  of  glass  with  pa- 
rallel sides,  p  L  p  a  perpendicular  at 
the  point  of  incidence.     The  inci- 
dent ray,  a  l,  instead  of  passing  to 
a',  would  be  refracted  from  the  per- 
pendicular p  p  to  L  fl  on  emerging 
into  the  air;  b  l  would  be  still  more 
refracted  from  l  6',  and  the  refracted  portion  l  b  would  be  nearly 

.  parallel  with  the  surface  of  the  glass,  whilst  c  l  would  be  incapable 
of  refraction  at  all,  and  would  be  wholly  reflected,  as  to  l  c.  This 
phenomenon  is  easily  seen  by  placing  the  back  to  the  light  and 
holding  a  glass  of  water  a  little  above  the  level  of  the  eye ;  on 
looking  obliquely  up  through  the  water,  a  spoon,  or  other  object 
placed  in  the  glass,  will  appear  to  be  perfectly  reflected  upon  the 
surface  where  the  liquid  and  the  air  meet.  The  same  thing  is 
seen  by  holding  a  glass  prism  horizontally  before  a  window,  and 
turning  it  slowly  round  while  the  observer  faces  the  window ;  on 
looking  down  into  the  prism,  the  internal  surface  of  each  face  in 
succession,  as  it  becomes  undermost,  reflects  the  light  with  the 
brilliancy  of  a  mirror. 

The  diamond  is  indebted  for  much  of  its  briUiiincy  to  this 
total  reflection,  because  owing  to  the  high  refractive  power  of  this 
gem,  total  reflection  commences  at  small  angles  of  incidence. 

(103)  Measurement  of  the  Index  of  Refraction, — The  determination  of  the 
refractive  index  of  a  body  is  oflen  a  valuable  guide  in  estimating  its  chemical 
purity.  The  adulteration  of  essential  oils  may  thus  be  often  detected  with  ease, 
when  it  would  otherwise  be  difficult  to  ascertain  it. 

WoUaston  contrived  a  simple  means  of  determining  the  refractive  index  of  a 
1  M 
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body  in  air,  dependent  upon  the  measurement  of  the  angle  at  which  total  reflec* 
tion  commences.  If  this  angle  be  me^sared  in  a  glass  prism,  we  are  famished 
with  the  means  of  determining  the  refractive  index  of  the  prism  in  air.  Say  that 
the  angle  c  l  p  (fig.  75),  at  which  total  reflection  of  the  incident  ray  commences 
in  the  prism,  is  found  to  be  39°  10' ;  the  refractive  index  of  the  prism  in  air  is 
calculated  by  dividing  the  sine  of  the  angle  of  refraction  by  the  sine  of  this  angle 
of  incidence :  but  the  angle  of  refraction  at  which  total  reflection  begins  is 
always  90^ ;  the  refractive  index  therefore  is  ^^^''^^^.  or  ^'.^  =  1-583.  Now, 
cause  a  drop  of  any  liquid  to  adhere  to  the  under  surface  of  the  prism ;  provided 
that  the  refracting  power  of  the  liquid  be  less  than  that  of  the  glass,  the  angle  of 
total  reflection  will  be  increased :  suppose  the  prism  be  moistened  with  water, 
the  angle  of  total  reflection  will  now  be  57-J-°.  The  water  has  a  higher  refracting^ 
power  than  air,  consequently,  the  difference  in  refracting  power  between  glass  and 
water  being  less  than  that  between  glass  and  air,  the  angle  of  incidence  required 
to  produce  total  reflection  is  greater.  The  refractive  index  of  the  substance  under 
trial  may  be  ascertained  by  dividing  the  sine  of  its  angle  of  total  reflection,  under 
these  circumstances,  by  the  sine  of  the  same  angle  for  the  glass  prism.  In  the 
case  of  water  the  refractive  index  is  s^e  39*10'  ^'  ^'Itty  =  ^'33^-  The  refracting- 
index  of  solids  ^ith  flat  surfaces  may  be  determined  in  the  same  way,  by  cementing 
them  to  the  surface  of  the  prism  with  some  material  of  higher  refracting  power 
than  the  glass,  such  as  balsam  of  tola. 

Wollaston's  instrument,  fig.  76,  gives  at  once  the  refractive  index  sought, 
without  any  calculation. 

Fig.  76. 


On  a  board,  a  5,  is  fixed  a  flat  piece  of  deal,  c  d,tQ  which  by  a  hinge  at  dy 
is  jointed  a  second  piece,  d  e,  10  inches  long,  carrying  two  plane  sights,  s  and  «, 
at  its  extremities ;  at  e  is  a  second  hinge  connecting  it  with  ef,  which,  if  the 
prism  employed  has,  as  supposed,  a  refractive  index  of  1*583,  must  be  15*83 
inches  long;  at  the  other  extremity  of  c/,  is  a  third  hinge  by  which /y  is  con- 
nected with  it ;  at  ^  also  is  a  hinge  uniting  the  rod  %  g,  which  is  half  the  length 
of  ef,  to  the  middle  of  ef;  and  then,  since  g  moves  in  a  semicircle,  a  line 
joining  e  and  g  would  be  perpendicular  to  fg.  The  piece  e  d  has  a  cavity  in  the 
middle  of  it,  so  that,  when  any  substance  is  applied  to  the  under  surfiice  of  the 
reetangidar  glass  prism,  p,  the  prism  may  continue  to  rest  horizontally  on  its  ex- 
tremities. When  e  d  has  been  so  elevated  that  the  yellow  rays  in  the  fringe  of 
oolours,  observable  where  perfect  reflection  terminates,  are  seen  through  the 
sights,  Ikhe  point  g,  by  means  of  a  vernier  which  it  carries,  shows  upon  the  rule 
fg,  which  is  graduated  to  fractions  of  an  inch,  the  number  of  inches  and  fractions 
of  an  inch  which,  when  divided  by  10,  gives  the  refractive  index  sought.  The 
lengths  of  the  pieces,  efond  d  e,  are  proportional  to  the  refractive  indices  of  the 
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prism  and  of  air.  If  the  dotted  line  at  p  be  a  perpendicular  to  the  reflecting 
surface,  I  p  will  represent  the  incident  ray. — {Pkil.  Trans,  1802,  p.  367.) 

Wollaston  mentions  that  genuine  oil  of  cloves  had  a  refractive  index  of 
I  •535,  .but  that  some  of  inferior  quality,  which  had  probably  been  adulterated, 
had  a  refractive  index  of  only  1*498. 

The  following  table  contains  some  of  the  results  obtained  by  Wollaston  with 
this  instrument : — 


Eefractive  Index  of  Flint  Glass  Prism,  p  =  1*583. 


Oil  of  Sassafras.. 
Oil  of  Cloves  .. 
Canada  Balsam.. 
Capivi  Balsam  .. 
Oil  of  Amber     .. 

„     Nutmeg  .. 

„     Linseed  .. 

„     Lemons  .. 


1-536 
1*535 

1-528 

1507 
1*505 
i'497 
1-485 
1-476 


Oil  of  Turpentine 

Eectifled  ditto  ... 

Oil  of  Almonds ... 

„     Olives 

„     Peppermint 

„     Lavender.,. 

Melted  Spermaceti 

Sulphuric  Acid ... 


r47<5 
1-470 
1-470 
1-469 
J -468 
1-467 
1-446 
1*435 


(104)  Prismatic  Analysis. — Upon  examining  light  that  has 
undergone  refraction  by  a  prism,  it  is  found  that  mere  change  in 
direction  is  only  one  of  the  phenomena  observable.  Suppose  a 
beam  of  light,  as  represented  at  s  l,  fig.  77,  be  admitted  through 

Fig.  77. 


a  small  slit,  s,  into  ^  darkened  room,  and  be  there  received  upon 
a  prism,  p;  if  the  Kght,  after  transmission  through  the  prism,  be 
allowed  to  fall  upon  a  white  screen,  v  b  x,  placed  at  a  distance  of 
three  or- four  metres, — instead  of  a  narrow  slit  of  white  light,  x, 
corresponding  to  the  aperture,  an  elongated  coloured  image  of  the 
refracted  beam  is  seen,  as  at  v  b,  terminated  by  parallel  ends,  and 
exhibiting  the  brilliant  hues  of  the  rainbow.  This  elongation 
occurs  in  the  plane  of  the  reflected  and  refiracted  rays.  Such  a 
coloured  image  is  termed  the  prismatic  spectrum, 

Newton,  who  first  carefully  investigated  this  remarkable  fact, 
distinguished  seven  different  colours,  which  gradually  shade  off  one 
into  the  other,  viz.,  violet,  indigo,  blue,  green,  yellow,  orange,  and 
red.     White  light  may  therefore  be  regarded  as  the  result  of  a 

m2 
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mixture  of  rays  of  diflFerent  colours,  which  are  unequally  acted 
upon  by  the  prism.  Each  colour  has  its  own  peculiar  refrangibi- 
lity :  the  red,  which  deviates  the  least  i5rom  its  original  course,  is 
least  refrangible,  and  the  violet  the  most  so;  whilst  the  inter- 
mediate colours  possess  intermediate  degrees  of  refrangibility. 
Having  once  been  separated  by  refraction,  no  second  refraction  is 
capable  of  further  decomposing  any  of  these  colours.  They  may, 
however,  be  recombined  by  using  a  second  prism,  in  an  inverted 
position  (as  shown  by  the  dotted  lines  at  q,  fig.  77),  or  by  employ- 
ing, what  amounts  to  the  same  thing,  a  convex  lens,  in  which  case 
white  light  is  reproduced  at  the  focus  of  the  lens.  The  compo- 
sition of  white  light  may  be  illustrated  by  dividing  a  circular  disk 
of  paper  into  seven  sectors,  each  of  an  extent  corresponding  with 
the  extent  of  the  colour  in  the  spectrum,  and  painting  each  with 
its  appropriate  colour ;  on  causing  the  disk  to  rotate  rapidly  upon 
an  axis  passing  vertically  through  its  centre,  the  seven  impression^ 
will  be  given  simultaneously  to  each  point  of  the  retina,  and  the 
paper  will  appear  to  be  of  a  greyish  white.  The  impossibility  of 
obtaining  pigments  of  the  exact  hue,  or  of  the  brilliancy  of  the 
coloured  light  of  the  spectrum,  renders  a  pure  white  unattainable 
by  this  means. 

(105)  Theory  of  Colours.— U^n  this  decomposability  of  white 
light  Newton  founded  his  explanation  of  the  colours  of  natural 
objects : — The  objects  are  themselves  devoid  of  colour,  but  when 
placed  in  white  light  they  absorb  the  rays  of  one  or  more  colours, 
and  reflect  the  rest :  the  object,  therefore,  appears  to  be  of  the 
colour  that  would  be  produced  by  the  ray  or  mixture  of  rays  which 
it  reflects ;  green  objects,  for  example,  absorb  the  red  rays  and 
reflect  the  yellow  and  the  blue ;  purple  absorb  the  yellow,  and 
reflect  the  red  and  the  blue.  The  rays  thus  absorbed  are  said  to 
be  complementary  to  those  that  are  reflected;  a  complementary 
colour  being  always  that  tint  which  when  added  to  the  primary 
colour  upon  the  eye  would  constitute  white  light.  This  theory  of 
colours  may  be  illustrated  by  placing  any  coloured  object  in  light 
of  one  tint,  or  homogeneous  light,  as  it  is  called,  such  as  that  of  an 
isolated  portion  of  the  spectrum.  A  purple  object,  for  instance, 
when  placed  in  the  blue  rays  will  appear  to  be  blue ;  if  placed  in 
the  red  rays  it  will  appear  to  be  red ;  and  a  white  screen,  which 
has  the  power  of  reflecting  all  the  colours,  will  take  any  tint  in  suc- 
cession, according  to  the  colour  of  the  incident  ray.  An  object  of 
a  pure  red,  on  the  contrary,  will  appear  to  be  black  in  any  but  the 
red  ray,  because  it  absorbs  all  the  other  colours  as  perfectly  as 
charcoal  or  black  velvet  absorbs  white  light  or  rays  of  all  colours. 
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Hence  it  appears  that  white  light  may  be  decomposed  by  ab- 
sorption, as  well  as  by  refraction  or  prismatic  analysis.  By  trans- 
mitting white  light  through  transparent  coloured  media,  we  may 
obtain  rays  of  any  given  tint :  the  light  thus  obtained  is  not  always 
the  same  as  that  produced  by  prismatic  analysis,  though  apparently 
of  the  same  colour ;  by  transmission  through  a  coloured  medium, 
a  green,  for  instance,  may  be  obtained,  which  may  either  be 
identical  with  the  green  isolated  by  the  prism,  and  then  it  cannot 
further  be  separated  into  its  components ;  or  it  may  be  a  compound 
colour  resulting  from  the  intermixture  of  rays  of  diflFerent  degrees 
of  refi^ngibility,  and  in  this  case  it  is  susceptible  of  further  de- 
composition. The  coloured  light  that  is  obtained  by  absorption  is 
seldom  so  pure  as  that  fttmished  by  prismatic  decomposition. 

Gladstone  (Q, «/'.  Chem,  Soc.  z.  79)  has  made  some  interesting  observations 
upon  the  relation  existing  between  the  chemical  composition  of  a  body  and  the 
absorbent  effect  which  it  exerts  upon  transmitted  light.  His  experiments  were 
performed  npon  substances  in  solution  which  were  placed  in  a  wedge-shaped  vessel 
or  hollow  prism,  with  the  view  of  ascertaining  the  influence  of  different  thick- 
nesses of  liquid  upon  the  incident  light.  A  beam  of  diffused  light  was  admitted 
through  a  vertical  slit  into  a  darkened  chamber,  and  the  line  of  ught  thus  obtained 
was  allowed  to  fall  upon  the  vessel  held  with  the  thin  edge  of  the  wedge  down- 
wards, so  that  the  light  passed  through  different  thicknesses  of  the  solution,  from 
the  thinnest  film  to  a  stratum  of  an  inch  (25™™*)  in  depth.  The  transmitted  light 
was  then  examined  by  means  of  a  good  prism.  The  light  which  passes  through 
the  thinner  strata  yields  a  spectrum  generally  differing  but  little  from  that  of  day- 
light; but  that  which  has  traversed  greater  depths  of  liquid  exhibits  a  rapid  dis- 
appearance of  certain  portions  of  the  rays,  whilst  other  rays  are  but  little  affected. 
Fig.  78,  1  shows  the  spectrum  obtained  by  transmitting  a  beam  of  daylight 


Fig.  78.  I. 


Fig.  78.  2. 


Fig.  79. 
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through  a  dilute  solution  of  a  salt  of  cobalt,  which  appears  to  be  of  a  delicate 
rose  colour  to  the  unaided  eye.  The  same  salt  in  more  concentrated  solutions 
appears  to  be  of  a  rich  blue,  and  exhibits  a  spectrum  shown  at  fig.  78,  2,  which 
represents  the  appearance  of  the  spectrum  furnished  by  a  strong  solution  of 
cobaltous  chloride  in  alcohol.  The  letters  correspond  to  those  of  Fraunhofer's  lines 
(106),  the  right-hand  side  of  the  figures  indicating  the  red  end  of  the  spectrum; 
the  lower  part  of  the  figures  showing  the  effect  of  the  thinnest  strata  of  liquid. 
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It  was  ascertained  from  an  extensive  series  of  observations  made  in  this 
manner,  that  when  the  salts  formed  by  the  union  of  a  coloured  base  with  different 
colourless  acids  were  examined,  the  compounds  of  the  same  base  nearly  always 
exhibited  a  similar  absorbent  action  upon  the  spectrum.  Even  in  dichromic 
media,  or  solutions  which,  under  certain  circumstances,  appear  to  the  unaided  eye 
to  transmit  light  of  one  tint,  and,  under  certain  other  circumstances,  to  transmit 
light  of  a  different  tint,  this  law  generally  holds  good.  An  exemplification  of 
this  fact  is  seen  in  the  case  of  the  chromic  salts,  some  of  which  exhibit  a  green 
colour  when  in  solution,  others  a  red  or  purple  hue.  Now  all  these  salts  furnish 
a  spectrum,  the  general  form  of  which  is  shown  in  fig.  79,  in  which  the  indigo 
and  the  green  rays  are  soon  cut  off,  whilst  the  red  and  bluish-green  rays  are 
comparatively  little  affected.  By  some  salts,  such  as  chromic  acetate,  the  green 
rays  are  absorbed  much  more  rapidly  than  ihe  red,  and  hence  these  solutions 
have,  even  in  thin  layers,  a  red  colour :  others,  as  the  chromic  chloride,  are  green 
when  their  solutions  are  seen  in  thin  layers,  but  look  red  or  purple  when  viewed 
in  considerable  mass  by  transmitted  light. 

Some  salts,  even  though  their  solutions  have  but  little  colour,  furnish  very 
characteristic  spectra.  This  is  particularly  the  case  with  solutions  of  didymium, 
which  are  of  a  feeble  rose  colour,  but  they  exhibit  two  very  black  lines,  one  in 
the  yellow,  the  other  in  the  green.  These  lines  are  visible  in  the  spectrum  even 
when  the  solution  is  very  dilute,  and  they  may  be  employed  to  indicate  the 
presence  of  small  quantities  of  didymium  in  solutions  of  lanthanum  and  cerium, 
in  which  no  such  lines  occur. 

In  artificial  flames  it  is  very  generally  the  case  that  certain 
colours  are  present  in  smaller  proportion  than  others^  and  are  even 
sometimes  altogether  wanting.  Strontic  nitrate,  for  instance, 
gives  a  red  tint  to  burning  bodies ;  and  the  prism  shows  that  in 
such  light  the  blue  and  violet,  or  more  refrangible  rays,  are  singu- 
larly deficient.  Common  salt  produces  in  burning  bodies  a  nearly 
pure  and  homogeneous  yellow  light,  which  may  be  used  to  illus- 
trate the  observations  just  made  upon  the  cause  of  colour  in 
ndtural  objects.  The  brilliant  colours  of  insects  or  of  the  plumage 
of  birds  strike  strangely  on  the  eye  when  seen  in  this  yellow 
light. 

(loj  a)  Dispersive  JPoioer. — The  prismatic  analysis  of  white  light,  which 
has  just  been  considered,  is  not  due  entirely  to  the  refracting  power  of  the  body 
by  which  it  is  effected.  Another  element  of  great  importance  is  the  dispersive 
power,  which  is  independent  of  its  re&action.  Two  substances  may  possess  an 
equal  amount  of  refracting  power,  in  consequence  of  which  the  mean  deviation 
of  the  rays  transmitted  will  be  the  same,  and  yet  the  spectra  which  they  furnish 
may  be  of  very  unequal  lengths.     If  a  hollow  prism  be  made  of  plates  of  glass, 

Fig.  80. 

T    I    I    I  in- 

and  filled  with  oil  of  cassia,  the  spectrum  which  it  produces  will  be  more  than 
double  the  length  of  that  furnished  by  a  similar  prism  of  flint  glass.     The  dis- 
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persire  power  of  oil  of  cassia  is  much  greater  than  that  of  flint  glass,  especially  for 
4he  more  refrangible  rays  from  r  to  h,  and  hence  there  is  a  great  difterence  in  the 
length  of  the  two  spectra,  though  the  mean  refracting  powers  of  the  two  media 
-do  not  differ  materially.  The  comparative  lengths  of  these  spectra,  as  obtained 
from  prisms  of  equal  angles,  are  given  in  fig.  80.  No.  i  is  the  spectrum  of  oil 
•of  cassia ;  2  that  of  flint  glass. 

In  the  construction  of  achromatic  lenses,  two  media  which  differ  in  dispersive 
power  are  employed ;  by  this  means  the  fringe  of  colours,  which  ^s  always  per- 
ceptible around  the  margin  of  an  object  viewed  by  an  ordinary  lens  of  high  mag- 
nifying power,  is  removed. 

(105  b)  Sensitiveness  to  Seat, — Gladstone  and  Dale  have  published  {PkiL 
Trans.  1858,  p.  887)  the  results  of  an  inquiry  into  the  influence  of  temperature 
upon  the  refracting  and  dispersive  power  of  bodies  upon  light.  They  find  that  the 
index  of  refraction  diminishes  in  every  substance  as  the  temperature  increases. 
The  degree  of  this  sensitiveness  to  the  effect  of  heat  varies  much  in  different  sub- 
stances ;  melted  phosphorus  and  carbonic  disulphide  being  the  most  sensitive,  and 
.water  the  least  sensitive  of  the  bodies  experimented  on  by  them.  This  sensi- 
.tiveness,  however,  is  independent  of  the  refiracting  or  the  dispersive  power  of  the 
substance ;  ether,  for  example,  being  muck  more  sensitive  than  water  to  the  action 
^f  heat,  though  the  refracting  and  the  dispersive  powers  of  the  two  liquids  are 
nearly  the  same.  Those  bodies  which  expand  most  by  heat  are  generally 
the  most  sensitive.  No  sudden  change  of  sensitiveness  has,  however,  been 
observed  on  the  approach  of  the  liquid  to  the  boiling  point.  The  length  of  the 
spectrum  also  decre^^es  as  the  temperature  rises,  the  effect  of  heat  being  most 
marked  in  those  substances  which  have  the  highest  dispersive  power.  The  dis- 
persive power  is  invariably  diminished  by  rise  of  temperature,  thougn  not  at  the 
^ame  rate  as  the  refractive  index,  which  is  found  to  diminish  in  proportion  as  the 
density  diminishes. 

(105  c)  Influence  of  Chemical  Composition  on  Bef radian, — Dale  and 
Gladstone  further  found  that  the  refractive  index  of  any  body,  minus  unity, 
divided  by  the  density  or  the  atomic  weight,  gives  nearly  a  constant  quantity, 
which  they  term  the  specific  rtfractive  energy  of  the  body.  This  result  is  con- 
firmed by  Landolt,  who  has  made  an  extended  series  of  experiments  upon  the 
influence  of  chemical  composition  upon  refracting  power.  {Pogg.  AnnaL  cxxii. 
545,  cxxiii.  595.)  If  /x  c  be  the  refractive  index  of  the  line  C,  d  the  specific 
gravity  of  the  compound,  and  P  its  atomic  weight,  the  constant  ^^-j^  would  be 
what  Landolt  terms,  the  specific  refractive  energy,  and  P(^^^^)  its  equivalent  qf 
refraction.  From  his  observations  Landolt  'draws  the  following  conclusions, 
which  confirm  and  extend  those  of  Gladstone  and  Dale : — 

1.  Metameric  bodies  have  usually  very  nearly  the  same  specific  refractive 
energy,  and,  consequently,  the  same  equivalent  of  refraction.  Gladstone  and 
Dale,  however,  remark  that  though  this  is  true  where  there  is  close  chemical 
relationship,  isomeric  bodies  are  sometimes  widely  different  in  optical  properties, 
•as  in  the  case  of  aniline  and  picoline. 

2.  In  polymeric  bodies  the  index  of  refraction  and  the  density  increase  with 
each  duplication  of  the  formula,  but  the  specific  refractive  energy  diminishes 

-slightly ;  the  indices  of  refraction  do  not,  therefore,  increase  exactly  in  multiple 
proportion. 

3.  In  homologous  series,  with  few  exceptions,  the  index  of  refraction  and 
the  specific  refractive  energy  increase  as  the  terms  ascend  in  the  series,  the 
difference  for  each  addition  of  CH^  becoming  progressively  less :  the  equivalent 
-of  refraction,  on  the  other  hand,  increases  uniformly  for  each  addition  of  OH,. 

4.  On  comparing   together  compounds   belonging  to   different  series,  the 
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*  empirical  formuke  of  which  dififer  only  in  the  number  of  atoms  of  carbon,  the 
specific  gravity,  and  usually  also  the  refractive  index,  is  diminished  by  each  addi- 
tional atom  of  carbon :  the  specific  refractive  energy  is,  in  some  cases,  increased, 
and  in  others,  diminished,  but  the  equivalent  of  refraction  generally  increases 
very  uniformly. 

5.  When  the  proportion  of  hydrogen  only  is  increased,  the  specific  gravity, 
the  index  of  refraction,  the  specific  refractive  energy,  and  the  equivalent  of  re- 
fraction are  all  increased. 

6.  When  the  number  of  atoms  of  oxygen  alone  is  increased,  the  density,  the 
index  of  refraction,  and  the  equivalent  of  refraction  are  all  increased,  whilst  the 
specific  refractive  energy  is  diminished. 

The  equivalent  of  refraction,  it  appears,  then,  is  always  increased,  whether 
hydrogen,  oxygen,  or  carbon  be  added  to  the  compound ;  but  the  amount  of  the 
increase  is  not  uniform  for  each  additional  atom  of  the  same  element,  being  in 
some  cases  greater  than  in  others,  according  as  the  chemical  type  of  the  com- 
pound varies. 

In  the  case  of  mixtures,  unattended  by  contraction.  Dale  and  Gladstone  find 
that  the  specific  refractive  energy  is  the  arithmetical  mean  of  that  of  its  com- 
ponents ;  and  they  conclude,  from  the  results  of  their  entire  investigation,  that 
^*  every  liquid  has  a  specific  refractive  energy  composed  of  the  specific  refractive 
energies  of  its  component  elements,  modified  by  the  manner  of  combination,  and 
which  is  unaffected  by  change  of  temperature,  and  accompanies  it  when  mixed 
with  other  liquids"  {Phil.  Trans.  1863,  p.  337). 

(106)  Fhped Lines  in  the  Solar  Spectrum;  Fraunhofer^s Lines ; 
Bright  Lines  in  Artificial  Lights. — Newton,  by  admitting  a  beam 
of  solar  light  through  a  small  circular  aperture  into  a  darkened 
room,  and  allowing  it  to  fall  upon  a  triangular  prism  of  glass, 
obtained  the  magnificent  coloured  image  known  as  the  solar  spec- 
trum,  which  shades  oflf  by  insensible  gradations  from  the  least 
refipacted  red  into  the  most  refracted  or  violet  portion  of  the 
light.  But  it  does  not  appear  that  any  one,  till  Wollaston^s  time, 
a  century  later,  examined  the  efiect  of  admitting  the  light  through 
a  narrow  slit,  with  sides  parallel  to  those  of  the  prism,  and  view- 
ing it  directly,  by  placing  the  eye  immediately  behind  the  prism 
{Phil,  Titans.  1802^,  p.  378).  Wollaston  found  that  the  spectrum 
so  obtained  was  not,  as  it  appeared  to  be  by  the  ordinary  mode 
of  examination,  a  continuous  stripe  of  light,  but  that  it  was  crossed 
at  right  angles  to  its  length  by  dark  bands. 

It  was  not,  however,  till  3815,  that  these  dark  bands  were 
carefully  examined,  when  the  celebrated  German  optician,  Fraun- 
hofer,  published  a  minute  description  of  them,  accompanied  by  a 
careful  map,  in  which  he  figured  more  than  six  hundred  of  these 
lines,  which  have  ever  since  borne  the  name  of  Fraunhofer's  lines. 
The  more  important  of  these  lines  he  distinguished  by  the  letters 
of  the  alphabet,  and  in  the  uppermost  spectrum  shown  in  figs.  81 
and  83,  a  few  of  them  are  given  as  points  of  comparison  with 
other  spectra. 

In  order  to  observe  these  lines,  the  sun's  light,  ajfler  admission  through  a 
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narrow  vertical  slit  into  a  darkened  room,  was  allowed  to  fall  upon  a  prism  placed 
with  its  axis  parallel  to  the  slit,  and  at  a  distance  of  about  24  feet  (7  or  8  metres) 
from  it.  The  prism  was  fixed  before  the  object-glass  of  a  telescope,  of  low  power, 
in  such  a  manner  that  the  angle  formed  by  the  incident  light  ¥rith  the  first  face 
of  the  prism,  was  equal  to  that  formed  by  the  refracted  beam  ¥rith  the  second 
face,  so  that  the  position  of  the  prism  was  that  in  which  the  light  is  subjected  to 
the  minimum  amount  of  deviation.  This  is  consequently  generally  spoken  of 
as  the  position  of  minimum  deviation*  Under  these  circumstances  Fraunhofer 
observed  numberless  vertical  lines,  varying  in  breadth  and  in  strength  in  different 
parts  of  the  spectrum.  These  bands  were  always  visible,  whatever  was  the  solid  or 
liquid  medium  used  in  the  construction  of  the  priam,and  whether  its  refracting  augle 
were  great  or  small ;  and  under  all  circumstances  they  preserved  the  same  relative 
position  in  the  respective  coloured  spaces  in  which  they  occur.  This  fixed  position 
has  enabled  the  optical  observer  to  use  these  luies  as  points  of  reference  by  which 
the  refractive  indices  of  a  great  variety  of  bodies  have  been  determined  with 
precision. 

When,  however,  the  source  of  the  light  was  varied,  as  if  the 
flame  of  a  candle,  the  light  of  the  fixed  stars,*^  or  the  spark  from 
the  electrical  machine  was  made  use  of,  a  dififerent  set  of  lines  was 
in  each  case  observed  to  occur. 

Beyond  this  fact — viz.,  the  dependence  of  the  position  of  the 
lines  upon  the  source  of  the  light  employed — Fraunhofer  was 
unable  to  ascertain  anything  connected  with  their  cause. 

The  inquiry  thus  launched  by  Fraunhofer  has  been  followed  in 
four  principal  branches  of  research,  which  may  be  described  as 
relating  to — 

a.  Cosmical  lines,  or  the  black  lines  produced  in  the  light  of 
the  sun,  the  planetary  bodies,  and  the  fixed  stars. 

b.  Black  lines  produced  by  absorption,  a  class  of  phenomena 
discovered  by  Sir  D.  Brewster,  in  his  observations  upon  the  red 
vapours  of  nitrous  acid. 

c.  Bright  lines  produced  by  the  electric  spark  when  taken 
between  different  metallic  conductors. 

rf.  Bright  lines  produced  by  coloured  flames  or  by  the  intro- 
duction of  different  substances  into  flame. 

I  shall  enter  into  some  detail  upon  this  subject,  which  has 
acquired  great  interest  arid  importance  from  the  recent  remarkable 
investigations  of  Kirchhoff  and  Bunsen. 


•  The  Moon  and  the  planets,  including  Venus,  Jupiter,  Saturn,  and  Mars, 
exhibit  lines  corresponding  with  those  of  the  Sun.  In  the  case  of  Jupiter, 
Saturn,  and  Mars,  additional  luies  are  also  risible,  owing  to  an  absorptive  action, 
due,  as  is  believed,  to  the  atmospheres  surrounding  these  planets  (Huggins  and 
Miller,  Fhih  Trans.  1864,  421).  Sirius  shows  different  lines,  and  Castor 
others  somewhat  similar.  Amongst  the  lines  of  Procyon,  Fraunhofer  recognized 
the  solar  line  d,  and  in  those  of  CapeUa  and  Betelgeux,  both  D  and  ft  (Brewster's 
Edin.  Joum.  Science,  1828,  vol.  riii.  p.  7).     See  also  note,  p.  186. 
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a.  The  cosmical  lines  admit  of  partial  reproduction  by  means 
of  photographs  of  the  spectra  in  which  they  occur.  Most  of 
these  lines  shown  by  the  photograph  are,  however,  inmible  to  the 
eye,  as  they  occur  in  that  part  of  the  spectrum  which  is  more  re- 
frangible than  even  the  violet  rays.  Edmond  Becquerel  {Taylor's 
Scientific  Memoirs y  iii.  537)  was  the  first  who  received  the  im- 
pression of  the  spectrum  with  suitable  precautions  upon  a  Da- 
guerreotype plate ;  and  he  made  the  important  and  interesting 
discovery  that  the  inactive  spaces  in  the  portion  of  the  chemical 
spectrum  produced  by  visible  rays,  correspond  accurately  with  the 
dark  lines  of  Fraunhofer, — a  discovery  immediately  afterwards  cor- 
roborated by  the  independent  observations  of  Draper,  of  New 
York,  and  subsequently  confirmed  in  a  remarkable  manner  for 
the  invisible  rays,  by  Stokes,  who  {PhiL  Trans.  1 852)  succeeded 
in  rendering  the  lines  in  the  most  refirangible  and  extra-violet 
portions  apparent  to  the  eye,  by  his  discovery  that  the  fluorescent 
power  of  the  spectrum  is  interrupted  by  inactive  spaces,  the 
position  of  which  correspond  accurately  with  the  lines  observed 
by  Becquerel. 

b.  The  absorption  bands  produced  by  coloured  gases  were  first 
indicated  in  1832  by  Brewster  {Phil.  Mag.  May,  1836,  viii.  384), 
who  found  that  the  brownish-red  vapours  of  peroxide  of  nitrogen 
have  the  remarkable  power  of  absorbing  the  sun^s  rays  in  such  a 
manner  as  to  produce  a  series  of  dark  bands  in  the  light  when 
transmitted  through  it.  Professors  W.  H.  Miller  and  Daniell 
subsequently  showed  that  the  same  effect  is  produced,  whatever 
be  the  source  of  light  employed.  In  the  course  of  this  investigar- 
tion  an  important  observation  was  made  by  Brewster,  who  noticed 
distinct  lines  and  bands  in  the  red  and  green  spaces,  which  at  other 
times  wholly  disappeared.  This  he  found  to  be  due  to  an  ab- 
sorptive action  of  the  earth^s  atmosphere ;  for  these  bands  were 
only  visible  when  the  sun  approached  the  horizon.  A  few  years 
later  I  had  an  opportunity  myself,  whilst  examining  the  spectrum 
of  diffused  daylight  in  the  afternoon  during  a  violent  thunder- 
shower,  to  observe  the  sudden  appearance  of  a  group  of  lines  in  the 
brightest  part  of  the  spectrum,  between  d  and  e,  increasing  in  dis- 
tinctness with  the  violence  of  the  shower,  and  fading  and  disap- 
pearing as  the  rain  passed  away.  These  observations,  therefore, 
prove  that  certain  of  the  fixed  lines  in  the  solar  spectrum  are  de- 
pendent upon  the  absorptive  action  exerted  by  the  earth's  atmo- 
sphere.*   But  the  larger  portion,  it  is  supposed,  are  due  to  another 


*  Janssen  {Comptes  Rendus,  1863)  and  J.  P.  Cooke  have  since  studied 
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cause,  first  suggested  by  Kirchlioff.  Prof.  Miller,  of  Cambridge, 
in  conjunction  with  Daniell,  followed  up  these  experiments,  and 
showed  that  other  coloured  vapours — yiz.,  those  of  bromine,  iodine, 
and  euchlorine — ^possess  this  property  [Phil.  Mag,  1833,  ii.  381). 

Twelve  years  afterwards  I  myself  made  a  numerous  series  of 
experiments  upon  the  same  subject  {Phil,  Mag,  xxvii.  81).  The 
result  of  these  experiments  showed  that  mere  existence  of  colour 
in  a  vapour  does  not  indicate  of  necessity  the  existence  of  bands 
in  its  spectrum.  The  red  vapours  of  tungstic  chloride  give  no 
lines,  while  bromine  vapour,  which  has  to  the  eye  the  same  colour, 
produces  a  remarkable  series. 

The  probable  position  of  the  lines  cannot  be  inferred  from  the  colour  of  the 
gas :  with  the  green  oxychloride  of  manganese  the  lines  are  most  abundant  in 
the  green,  whilst  with  the  red  vapours  of  nitrous  acid  they  increase  in  number 
and  density  as  they  advance  towards  the  blue  end  of  the  spectrum.  Simple 
Ijodies,  as  well  as  compounds,  may  produce  lines;  and  two  simple  bodies,  which 
singly  do  not  produce  them,  may  in  their  compounds  occasion  them  abundantly ; 
e.g.y  neither  oxygen,  nitrogen,  nor  chlorine,  when  uncombined,  occasions  lines, 
but  some  of  the  oxides,  both  of  nitrogen  and  of  chlorine,  exhibit  the  phenomena 
in  the  most  striking  manner.  There  are,  however,  oxides  both  of  nitrogen  and 
chlorine,  some  of  them  coloured,  which  do  not  occasion  the  appearance  of  lines. 
We  find  also  that  lines  may  exist  in  the  vapour  of  simple  substances,  as  in  iodine, 
which  disappear  in  their  compounds.  This  is  exemplified  in  the  case  of  hydriodic 
acid.     Sometimes  the  same  lines  are  produced  by  different  degrees  of  oxidation 


the  conditions  under  which  these  atmospheric  bands  are  produced.  Cooke 
(Phil.  Mag,  1866)  has  found  that  certain  of  them  are  connected  with  the  mois- 
ture of  the  atmosphere,  and  these  lines  become  more  marked  in  proportion  to 
the  increase  in  the  quantity  of  aqueous  vapour.  In  October,  1864,  Janssen 
observed  a  fire  of  pine  wood  across  the  Lake  of  Geneva  at  a  distance  of  2 1  kilo- 
metres, or  after  the  light  had  traversed  a  stratum  of  rather  more  than  13  miles 
of  moist  air ;  and  he  found,  on  examining  the  spectrum  at  this  distance,  that 
certain  atmospheric  lines  appeared,  although  the  same  flame,  when  viewed  close 
at  hand,  presented  no  indication  of  such  lines.  A  still  more  decisive  observation 
was  made  by  Janssen  in  the  following  manner,  {Comptes  Sendus,  Ixiii.  289) : 
An  iron  tube,  37  metres  long,  was  enclosed  in  a  wooden  trough  of  the  same 
length,  and  packed  with  dry  sawdust ;  the  ends  of  the  iron  tube  were  closed 
with  thick  plate  glass,  and  the  atmospheric  air  was  displaced  by  steam,  under  a 
pressure  equal  to  7  atmospheres.  The  light  of  a  powerful  coal-gas  flame,  which 
has  no  lines  of  its  own,  was  then  made  to  traverse  the  tube,  and  the  spectrum  of 
the  transmitted  light  was  examined.  In  the  less  refrangible  portion  between 
the  lines  A  and  d  of  Fraunhofer,  five  obscure  bands  were  seen,  two  of  which  are 
well  marked ;  the  appearance  resembling  that  of  this  portion  of  the  solar  spec- 
trum when  viewed  at  sunset ;  and  at  the  same  time  a  general  absorption  of 
light  was  perceived  in  the  blue  and  violet  portions.  The  light  transmitted  had 
an  orange  or  red  tinge,  which  was  deeper  in  proportion  to  the  quantity  of 
aqueous  vapour.  It  appears  fi-om  those  observations,  though  at  present  no 
detailed  measurements  have  been  published,  that  the  groups  a,  b,  and  c  of 
Fraunhofer,  and  two  groups  between  c  and  D,  are  due  to  the  action  of  aqueous 
vapour  in  the  atmosphere. 
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of  the  same  sabstances,  a  remarkable  instance  of  which  is  furnished  in  the  oxides 
of  chlorine.  In  fig.  8i,  No.  i  shows  the  principal  dark  lines  of  the  pore  solar 
spectrum ;  2  represents  the  efiect  of  bromine ;  3,  that  of  peroxide  of  nitrogen. 

Pig.  81. 


the  system  of  lines  which  it  furnishes  being  totally  different  &om  that  of  bromine, 
notwithstanding  the  close  resemblance  in  colour  of  the  two  vapours ;  4  shows  the 
lines  in  the  green  vapours  of  oxychloride  of  manganese. 

c.  On  the  Spectra  of  the  Electric  Spark. — ^WoUaston  {Phil. 
Trans.  1802,  p.  380)  observed  that  the  spectrum  of  the  electric 
spark  is  not  continuous,  and  that  it  differs  from  that  of  ordinary 
sunlight,  as  well  as  from  that  furnished  by  the  light  of  a  candle. 
Fraunhofer  also  made  a  similar  observation ;  but  the  first  person 
who  called  attention  to  the  important  fact  that  the  nature  of  the 
metals  employed  modifies  the  resulting  spectrum,  was  Wheatstone, 
who,  at  the  Dublin  meeting  of  the  British  Association  for  1835, 
read  a  paper  '^  Oji  the  Prismatic  Decomposition  of  the  Electric, 
Voltaic,  and  Electro-Magnetic  Sparks.^'  In  the  abstract  pub- 
lished in  the  Report  of  the  Proceedings  of  the  Association  for  that 
year,  the  author  states  that  the  spectrum  of  the  electro-magnetic 
spark  taken  from  mercury,  as  well  as  from  zinc,  cadmium,  tin, 
bismuth,  and  lead  in  the  melted  state,  consists  of  definite  rays 
separated  by  dark  intervals  from  each  other ;  but  the  number, 
position,  and  colours  of  the  bright  lines  vary  in  each  case.  The 
appearances  are  so  different,  that  the  metals  may  be  readily  distin- 
guished from  each  other  by  this  mode  of  examination.  When  the 
voltaic  spark  from  mercury  was  taken  successively  in  the  ordinary 


Digitized  by  VjOOQIC 


SPECTRA  OF  IGNITED  GASES.  173 

vacuum  of  the  air-pump,  in  the  Torricellian  vacuum,  and  in 
gaseous  carbonic  anhydride,  the  same  results  were  obtained  as 
when  the  experiment  was  performed  in  air,  or  in  oxygen  gas.  The 
light,  therefore,  does  not  arise  from  the  combustion  of  the  metal. 

Masson,  in  1851  and  1855,  in  the  course  of  his  investigations 
on  electric  photometry  {Ann.  de  Chimie,  III.  xxxi.  295,  and  xlv. 
387),  examined  the  spectra  produced  by  various  metals  which  were 
employed  as  dischai^ers  to  the  Leyden  jar,  and  also  when  heated 
by  the  voltaic  arc,  and  gave  drawings  of  the  different  spectra, 
made  by  means  of  the  camera  lucida.  The  spectra  which  he  has 
given  of  the  same  metals  as  those  examined  by  Wheatstone,  are 
much  more  complicated  than  those  described  by  the  English 
philosopher.  These  discrepancies  were  subsequently  explained  by 
Angstrom  {Phil.  Mag.  1855,  p.  327),  who  showed  that  owing  to 
the  intense  heat  of  the  electric  discharges  employed  by  Masson, 
he  obtained  two  spectra  simultaneously,  one  due  to  the  metal,  the 
other  to  the  atmosphere  itself,  the  constituent  gases  of  which 
became  heated  by  the  spark  to  incandescence.  Certain  bright 
lines  remarked  by  Masson  as  common  to  the  spectra  of  all  the 
metals  were  really  these  atmospheric  lines.  By  causing  the  spark 
to  pass  between  the  same  metals  when  immersed  in  various  gases, 
the  particular  bright  lines  due  to  the  metal  remained  unaltered, 
whilst  the  others,  due  to  the  gaseous  medium,  disappeared,  and 
their  place  was  supplied  by  new  bright  lines.  Angstrom,  in  the 
course  of  his  paper,  suggests,  though  he  does  not  distinctly  state, 
the  explanation  of  Praunhofer's  dark  lines,  subsequently  brought 
forward  by  Kirchhoff. 

In  1858  and  1859,  an  important  series  of  investigations  was 
published  by  Pliicker  {Poggendorffs  Annal.  ciii.  88,  151,  civ. 
113,  622,  cv.  67,  cvii.  77,  497),  relating  to  the  character  of  the 
electric  light  produced  by  transmitting  the  secondary  discharge 
from  Ruhmkorff's  coil  through  narrow  tubes  filled  with  different 
gases,  and  subsequently  exhausted  as  completely  as  possible.  Va- 
cuous tubes  were  thus  obtained  with  only  imponderable  traces  of 
various  gases  and  vapours,  including  oxygen,  hydrogen,  nitrogen, 
chlorine,  bromine,  and  iodine.  Pliicker  found  that  each  exhausted 
tube  gave  its  own  characteristic  spectrum,  and  he  measured  with 
great  care  the  principal  bright  lines  visible  in  each.  These  results 
are  very  important  in  relation  to  Kirchhoff's  theory  of  the  cause  of 
the  dark  lines,  which  requires  that  the  position  of  the  bright  lines 
thus  obtained,  should  coincide  with  the  black  lines  produced  by 
absorption  when  light  is  transmitted  through  these  different  gases. 
Pliicker's  experiments  show  distinctly  that  this  is  not  the  case  in 
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these  gases  (see  also  p.  185).  Dr.  Robinson  subsequently  in- 
vestigated the  effect  of  varying  the  pressure  upon  the  nature  of  the 
electric  spectrum  of  an  incandescent  gas  {Phil.  Tram.  3862,  p. 
939)  :  he  finds  that  the  light  is  the  most  intense  under  ordinary 
pressures,  though  at  low  pressures  bright  lines  appear  which  are 
not  visible  at  the  ordinary  tension  of  the  gases. 

Van  der  Willigen  (Poggendorff's  Annul,  cvi.  617)  made  the 
interesting  remark  that,  by  placing  in  succession  upon  a  pair  of 
wires  consisting  of  a  metal  which,  like  platinum,  possesses  few 
special  bright  lines  of  its  own,  small  quantities  of  a  weak  solution 
of  chloride  of  calcium,  barium,  or  strontium,  or  of  nitrate  of 
calcium,  &c.,  new  bright  lines  are  produced,  and  these  lines  are 
characteristic  of  the  particular  metal  contained  in  each  of  these 
several  compounds. 

d.  Spectra  of  Coloured  Flames. — ^The  first  person  who  seems  ta 
have  analysed  coloured  flames  by  means  of  the  prism,  was  Sir  J. 
Herschel,  who  describes  briefly  {Edin.  Phil.  Trans.  1823,  p. 
455)>  tte  spectra  of  strontic,  calcic,  and  cupric  chloride,  of 
cupric  nitrate,  and  of  boracic  acid.  The  same  observer,  in 
the  article.  Light,  Encycl.  Metrop.  1827,  P-  438^  says: — ^^ Salts 
of  soda  give  a  copious  and  purely  homogeneous  yeUow,  of 
potash  a  beautiful  pale  violet  \"  and  he  then  gives  a  general  state- 
ment of  the  results  with  the  salts  of  calcium,  strontium,  lithium, 
barium,  copper,  and  iron.  He  further  continues, — "  Of  all  salta 
the  muriates  succeed  best,  from  their  volatility.  The  same  colours^ 
are- exhibited  also  when  any  of  the  salts  in  question  are  put  in 
powder  into  the  wick  of  a  spirit-lamp.  The  colours  thus  communi- 
cated by  the  different  bases  to  flame,  afford  in  many  cases  a  ready 
and  neat  way  of  detecting  extremely  minute  quantities  of  them.^^ 

The  analysis  of  the  spectra  of  artificial  lights  was  resumed  by 
Pox  Talbot  in  1826  (Brewster's  Journal  of  Science,  vol.  v.  p.  77). 
He  there  describes  a  method  of  obtaining  a  yellow  monochromatic 
light  by  the  use  of  an  ordinary  spirit-lamp  with  a  cotton  wick  fed 
with  dilute  alcohol  holding  common  salt  in  solution.  He  found 
the  same  effect,  whether  chloride,  sulphate,  or  carbonate  of 
sodium  was  employed. 

Nitrate,  sulphate,  chlorate,  and  carbonate  of  potassium  agreed 
in  giving  a  bluish-white  tinge  to  the  flame.  By  burning  a  mixture 
of  nitre  and  sulphur,  he  observed  a  red  line  of  low  but  definite 
re&angibility,  which  he  regarded  as  characteristic  of  the  salts  of 
potassium,  as  the  yellow  line  is  of  the  salts  of  sodium.  He  con- 
cludes his  paper  with  the  following  observation,  which  follows 
some  remarks  upon  certain  experiments  of  Herschel's : — ^^  If  this 
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opinion  should  be  correct  and  applicable  to  the  other  definite  rays, 
a  glance  at  the  prismatic  spectrum  of  a  flame  may  show  it  to  con- 
tain substances  which  it  would  otherwise  require  a  laborious 
chemical  analysis  to  effect/^ 

In  the  Phil.  Mag.  for  1834,  vol.  iv.  p.  114,  Pox  Talbot  fur- 
ther showed  how,  notwithstanding  the  similarity  in  colour  of  the 
light  of  lithium  and  strontium,  they  can  at  once  be  distinguished 
by  means  of  the  prism.  He  says, — ^^  The  strontia  flame  exhibits 
a  great  number  of  red  rays,  well  separated  from  each  other  by 
dark  intervals,  not  to  mention  an  orange  and  a  very  definite 
bright  blue  ray.  The  lithia  exhibits  one  single  red  ray.  Hence 
I  hesitate  not  to  say  that  optical  analysis  can  distinguish  the 
minutest  portions  of  these  two  substances  from  each  other  with  as 
much  certainty,  if  not  more,  than  any  other  known  method.^' 

The  spectra  of  coloured  flames  were  further  examined  in  1845 
by  myself,  and  an  account  of  these  experiments  was  given  in  a 
paper  read  that  year  before  the  Chemical  Section  of  the  British 
Association,  at  Cambridge.     {Phil.  Mag,  xxvii.  81.) 

In  these  experiments  an  alcohol  lamp,  fed  with  the  solution  of  the  compound 
the  flame  of  which  was  to  he  examined,  and  a  common  wick  supported  in  a  small 
glass  tuhe,  furnished  the  flame.  The  lamp  wa^  placed  opposite  the  vertical  slit, 
through  which  diffused  daylight  could  also  Le  transmitted  at  pleasure.  Fraun- 
hofer's  lines  thus  served  as  points  of  comparison  of  the  difl*erent  flames.  The 
paper  was  illustrated  by  coloured  lithographs  of  various  spectra,  including  those 
of  cupric  chloride,  boracic  acid,  strontic  nitrate,  calcic  and  baric  chlorides,  in 
.  minute  detail.  The  green  light  produced  by  burning  a  solution  of  cupric  chloride 
in  alcohol,  for  instance,  gives  the  spectrum  shown  in  fig.  81,  No.  5,  and  that 
fnmished  by  an  alcoholic  solution  of  boracic  acid  is  represented  in  No.  6.  Nume- 
rous other  spectra  were  also  described,  including  those  of  the  chlorides  of  sodium, 
manganese^  and  mercury,  and  of  a  large  number  of  other  metals. 

(107)  Spectrum  Analysis. — But  it  is  to  KirchhoflF  and  Bunsen 
[Poggendorff's  Annal.  ex.  p.  161)  that  we  are  indebted  for  re- 
ducing the  prismatic  observation  of  flame  tinged  by  the  salts  of 
different  metals  to  a  simple  and  systematic  method  of  qualitative 
analysis  for  the  alkalies  and  alkaline  earths ;  and  they  have  con- 
trived a  spectroscope  by  which  the  different  spectra  may  be  con- 
veniently examined  and  compared  with  one  another. 

Fig.  82  exhibits  a  very  complete  form  of  the  instrument  adapted  to  a  single 
prism  {Po^^ejidorff's  Annal.  cxiii.  374).  Ik  is  an  improvement  on  the  instru- 
ment used  by  Swan  and  by  Masson;  including  a  scale  for  ascertaining  the 
position  of  the  lines  in  different  cases,  as  well  as  a  reflecting  prism,  by  which  two 
spectra  can  be  compared  side  by  side,  f  represents  a  flint-glass  prism,  supported 
on  the  cast-iron  tripod,  F,  and  retained  in  its  place  by  the  spring,  c.  At  the  end 
of  the  tube,  a,  nearest  the  prism,  is  a  lens,  placed  at  the  distance  of  its  focus  for 
parallel  rays  from  a  vertical  slit  at  the  other  end  of  the  tube.  The  width  of  the 
'slit  can  be  regulated  by  means  of  the  screw,  e.  One-half  of  this  slit  is  covered 
by  a  small  rectangular  prism  designed  to  reflect  the  rays  proceeding  from  the 
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source  of  light,  D,  down  the  axis  of  the  tube,  whilst  the  rays  from  the  source  of 
light,  E,  pass  directly  down  the  tube.  By  this  arrangement  the  observer  sta- 
tioned at  the  end  of  the  telescope  b,  is  able  to  compare  the  spectra  of  both  lights, 
which  are  seen  one  above  the  other,  and  he  can  at  once  decide  whether  their  lines 
coincide  or  differ,  a  and  h  are  egi^ws  for  adjusting  the  axis  of  the  telescope  so 
as  to  bring  any  part  of  the  slit  at  e  into  the  centre  of  the  field  of  vision.  The 
telescope,  as  well  as  the  tube,  C,  is  moveable  in  a  horizontal  plane,  around  the 
axis  of  the  tripod.     The  tube  c  contains  a  lens  at  the  end  next  to  the  prism, 

Fia.  82. 


and  at  the  other  end  is  a  scale  formed  by  transparent  lines  on  an  opaque 
ground;  it  is  provided  with  a  levelling  screw,  d.  When  the  telescope  has 
been  properly  adjusted  to  the  examination  of  the  spectrum,  the  tube  c  is 
moved  until  it  is  placed  at  such  an  angle  with  the  telescope  and  the  face 
of  the  prism,  that  when  a  light  is  transmitted  through  the  scale,  the 
image  of  this  scale  is  reflected  into  the  telescope  from  the  face  of  the  prism 
nearest  the  observer.  This  image  is  rendered  perfectly  distinct  by  pushing  in 
the  tube  which  holds  the  scale  nearer  to  the  lens  in  c,  or  withdrawing  it  to  a 
greater  distance,  as  may  be  required.  The  reflected  lines  of  the  scale  can  then 
be  employed  for  reading  off  the  position  of  the  bright  or  dark  lines  of  the  spec- 
trum, as  both  will  appear  simultaneously,  overlapping  each  other,  in  the  field  of 
the  telescope.  By  turning  the  tube  c  round  upon  the  axis  of  the  tripod,  any 
particular  line  of  the  scale  can  be  brought  to  coincidence  with  any  desired  line  of 
the  spectrum.  Stray  light  is  excluded  by  covering  the  stand,  the  prism,  and 
the  ends  of  the  tubes  adjoining  it,  with  a  loose  black  cloth.  The  dispersive 
power  upon  the  spectrum  may  be  much  increased  by  using  several  prisms  instead 
of  one :  in  the  experiments  of  Elirchhofi'  upon  the  solar  spectrum,  he  used  four 
prisms;  Huggins  {PML  Trans,  1864)  in  his  observations  on  the  spectra  of  the 
metals  obtained  with  the  electric  spark  employed  six  prisms,  and  Gassiot  has  used 
an  apparatus  with  nine  prisms.  Much  care  is  required  in  placing  the  prisms : 
the  refracting  edge  of  each  prism  must  be  truly  vertical,  and  the  position  of 
minimum  deviation  for  the  rays  to  be  observed  must  be  obtained. 

The  extraordinary  delicacy  of  certain  of  these  spectrum  re- 
actions was  indicated  by  Swan  (JBdiw.  FMl,  Trans.  1857,  xxi.  413), 
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who  measured  it  for  sodium^  by  the  only  accurate  method,  namely^ 
by  dissolying  a  weighed  quantity  of  the  salt  in  a  known  quantity 
of  water,  and  he  thus  determined  with  precision  the  limit  of  the 
reaction.  Bunsen  and  Eirchhoff  attempted  to  estimate  the  sen- 
sitiveness of  the  reaction  by  deflagrating  a  given  weight  of  the 
various  salts  in  the  room  in  which  they  were  experimenting^  and 
diffusing  the  vapour  mechanically  through  the  air^  increasing  the 
quantity  of  the  salt,  until  a  gas  flame  showed  the  reaction  of  the 
peculiar  metal,  due  to  particles  in  suspension.  But  it  is  obvious 
that  this  ingenious  method  does  not  admit  of  precision,  and  is 
liable  to  lead  to  an  exaggerated  estimate  of  the  delicacy  of  the 
reaction,  from  the  impossibility  of  ensuring  uniformity  in  the 
diffusion  of  the  salt. 

The  sodium  reaction  is  the  most  sensitive  of  all ;  by  its  means 
Swan  could  detect  TiWoTnr  of  a  grain  of  sodium ;  and  so  exten- 
sively is  common  salt  diffused^  that  scarcely  any  flame  can  be  ob- 
tained in  which  the  indication  of  sodium  is  absent. 

Having  observed  the  position  of  the  bright  lines  produced  by 
introducing  into  the  flame  of  a  Bunsen  gas-burner  the  chlorides 
of  the  metals  of  the  various  alkalies  and  alkaline  earths,  each  of 
which  had  been  purified  for  these  experiments  with  great  care, 
Bunsen  and  Kirchhoff  constructed  a  chart  in  which  the  different 
lines  were  laid  down  for  each,  and  they  were  able,  by  observing 
the  position  of  the  lines  obtained  when  a  mixture  of  various  chlo- 
rides was  introduced  into  the  flame,  to  ascertain  the  presence  of 
these  different  metals  with  sufficient  readiness  to  use  the  method 
for  the  purposes  of  qualitative  analysis.  The  rapidity  with  which 
the  result  is  obtained  by  a  practised' observer,  and  the  minuteness 
of  the  quantity  required  for  the  examination,  give  this  method  a 
superiority  over  any  other  now  in  use  for  the  qualitative  analysis 
of  the  alkalies  and  alkaline  earths ;  moreover,  the  circumstance  « 
that  the  mere  inspection  of  a  source  of  light  famishes  informa- 
tion respecting  the  composition  of  the  bodies  undergoing  combus- 
tion or  volatilization  within  it,  extends  the  mode  of  inquiry  over 
distances  limited  only  by  the  distance  through  which  the  object 
is  visible  :  we  are  thus  famished  with  a  method  of  analysis  which 
is  applicable  to  the  luminous  atmosphere  of  the  sun,  the  stars,  as 
weU  as  to  the  light  of  the  planetary  bodies,  and  even  of  the 
nebulae.  This  circumstance  invests  the  subject  with  an  iiiterest 
like  that  which  attends  the  employment  of  the  telescope ;  at  the 
same  time  the  minuteness  of  its  search  enables  it  to  reveal,  like 
the  microscope,  quantities  of  matter  indefinitely  small. 

This  minuteness  in  its  scrutiny  has  already,  in  the  hands  of 
1  N 
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Bunsen  ajid  KirchhoflT,  led  to  the  discovery  that  many  bodies,  such 
as  lithia  and  strontia,  formerly  supposed  to  be  rare,  are  really 
widely  distributed  in  minute  quantities.  It  also  led  them  to  dis- 
cover the  two  new  alkalies  OBsia  and  rubidia,  the  first  named  from 
c(Bsius,  ^^  sky-coloured/^  in  allusion  to  two  characteristic  blue  lines 
in  its  spectrum ;  the  second  from  rubidus,  "  dark  red,^^  owing 
to  the  existence  in  its  spectrum  of  two  red  lines  of  remarkably  low 
refrangibility. 

These  bases  were  found  in  the  course  of  an  examination  by 
the  prism  of  the  residue  of  the  mother-liquor  from  the  Durkheim 
spring,  when  the  occurrence  of  these  hitherto  unobserved  lines 
induced  Bunsen  to  make  a  minute  chemical  examination  of  the 
water  which  furnished  them.  The  inquiry  showed  that  in  every 
ton  of  the  original  water,  about  three  grains  of  caesic  chloride, 
and  rather  less  than  four  grains  of  rubidic  chloride,  were  present. 
These  two  salts  so  closely  resemble  potassic  chloride  in  properties, 
that  it  would  have  been  impossible  to  have  ascertained  their  exis- 
tence in  the  minute  proportion  in  which  they  occur,  but  for  the 
method  of  spectrum  analysis.  To  these  bodies  Crookes,  in  May, 
1861,  added  a  third  metallic  element,  thallium^  so  called  from 
QaWoq,  a  budding  twig,  in  allusion  to  the  brilliant  green  line 
in  which  the  luminosity  of  its  spectrum  is  concentrated.  This 
body  was  found  in  minute  quantity  in  the  residue  from  a  sul- 
phuric acid  chamber  at  Tilkerode,  in  the  Hartz ;  and  it  has  since 
been  found  in  various  other  localities,  particularly  in  Belgian 
pyrites.  Still  more  recently  a  fourth  metal  has  been  found  by 
the  spectrum  examination  of  one  of  the  Freiberg  zinc  ores. 
Messrs.  Reich  and  Eichter,  its  discoverers,  named  it  indium^ 
iroxn.  its  pair  of  characteristic  lines  in  the  indigo. 

(107  a)  Influence  of  Different  Temperatures — Spectra  of  Com- 
pomids. — Kirchhoff  and  Bunsen  ignited  many  of  the  salts  of  the 
different  metals  in  flames  of  very  varying  temperature,  including 
those  of  sulphur,  carbonic  disulphide,  diluted  alcohol,  carbonic  oxide, 
hydrogen,  and  the  oxyhydrogen  mixture ;  and  they  state  that  the 
same  metal  always  produced  the  same  lines,  whichever  flame  they 
employed  to  heat  it. 

It  has,  however,  since  been  observed  by  Tyndall,  Frankland, 
Roscoe  and  Clifton,  myself,  and  others,  that,  as  the  temperature 
rises,  a  new  series  of  bands  becomes  visible  in  certain  cases.  The 
spectrum  of  lithic  chloride,  in  the  flame  of  a  Bunsen  burner,  gives 
but  a  single  intense  crimson  line ;  in  a  hotter  flame,  as  that  of 
hydrogen,  it  gives  an  additional  orange  ray ;  and  in  the  oxyhydro- 
gen jet,  or  the  voltaic  arc,  a  broad  brilliant  blue  band  comes  out 
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in  addition.  A  similar  efifect  is  perceived  in  the  case  of  metallic 
iron,  of  thallium,  and  of  other  metals  when  heated  by  the  voltaic 
arc,  which  at  elevated  temperatures  famish  much  more  compli- 
cated spectra  than  when  less  intensely  heated.  A.  Mitscherlich 
[Pogg.  AnnaL  cxvi.  p.  499)  has  also  shown  that  in  flames  of  low 
temperature,  the  lines  produced  by  diflTerent  compounds  of  the 
same  metal  vary  with  the  compound  employed:  in  these  cases 
the  spectrum  observed  is  that  due  to  the  compound,  and  not  to 
its  elementary  constituents :  the  spectrum  of  metallic  copper,  for 
example,  diflFers  considerably  from  that  of  an  alcoholic  solution  of 
cupric  chloride,  whilst  that  from  an  alcoholic  solution  of  cupric 
iodide  differs  from  both.  These  obi^ervations  do  not  destroy  the 
value  of  spectrum  examination  as  a  means  of  qualitative  analysis, 
provided  that  the  operator  adopts  the  method  laid  down  by  Bunsen 
and  KirchhoflF,  who  introduce  into  a  coal-gas  flame,  furnished  by  one 
of  Bunsen's  gas-burners,  a  chloride  of  the  metal  for  examination, 
supported  on  a  loop  of  platinum  wire. 

The  spectra  figured  by  Bunsen  and  KirchhoflF  were  obtained 
in  each  case  by  acting  upon  the  chlorides  of  the  several  metals ; 
and  those  of  the  alkaline  earths  represent,  according  to  the  re- 
searches of  Diacon  {Ann.  de  Chimie,  IV.  vi.  25),  mixed  spectra,  due 
in  part  to  the  oxides,  and  in  part  to  the  chlorides  of  the  metals. 
In  the  memoir  just  cited  Diacon  has  confirmed  the  observation  of 
A.  Mitscherlich  that  many  classes  of  binary  compounds  possess 
proper  spectra,  diflfering  from  those  of  the  pure  metals  both  in 
the  arrangement  and  the  number  of  the  lines. 

During  the  decomposition  of  the  iodides,  bromides,  chlorides, 
and  fluorides  of  certain  metals  in  the  flame  of  the  blow-pipe  fed 
usually  with  air,  or  in  particular  cases  with  oxygen,  brilliant  lines 
were  observed,  due  to  the  halogen  present  in  the  compound ;  but 
these  lines,  the  duration  of  which  is  very  variable,  are  always  ac- 
companied by  the  spectrum  due  to  the  oxide  of  the  metal. 

By  heating  even  the  easily  decomposable  chlorides  of  certain 
metals  in  a  hydrogen  flame  fed  with  excess  of  chlorine,  the  special 
spectrum  of  the  chloride  may  frequently  be  obtained,  when  it  is 
seen  to  diflfer  from  the  spectrum  obtained  from  a  flame  supplied 
with  oxygen.  For  example,  in  a  chlorinating  flame,  the  chlorides 
of  the  alkali-metals  potassium  and  sodium  give  no  spectrum  at 
all ;  the  spectrum  of  lithic  chloride  is  not  altered,  and  pure  strontic 
chloride  does  not  show  the  orange  and  blue  lines  usually  regarded . 
as  characteristic  of  the  compounds  of  strontium. 

The  spectrum  reactions  of  the  halogens,  however,  are  not  suffi- 
ciently delicate,  nor  can  they  be  as  yet  secured  with  sufficient 
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facility  to  render  the  spectrum  test  superior  to  the  methods  in 
use  by  the  ordinary  mode  of  analysis :  though  both  Mitscherlich 
(Pogg.  Annul,  cxxi.  459)  and  Diacon  give  processes  for  applying  the 
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spectroscope  for  the  discrimination  of  the  halogens  when  in 
combination. 

The  first  spectrum  shown  in  fig.  83  exhibits  some  of  the  fixed 
dark  lines  of  the  solar  spectrom  contrasted  with  the  position  of 
some  of  the  most  important  bright  lines  furnished  by  the  spectra 
of  the  alkalies  and  alkaline  earths^  when  their  chlorides  are  heated 
upon  a  loop  of  platinum  wire  introduced  into  the  flame  of  a 
Bunsen  gas-burner.  The  characteristic  bright  lines  in  the  case 
of  each  metal  are  distinguished  by  the  letters  of  the  Greek 
alphabet^  the  most  strongly  marked  lines  being  those  indicated 
by  the  earliest  letter. 

Amongst  the  various  spectra,  that  of  thallium  and  those  of  the 
alkali-metals  are  the  simplest.  In  the  potas^um  spectrum  the 
most  characteristic  bright  lines  are  the  red  line  K  a,  and  violet 
line,  K  )3.  A  copious  difiused  light  fills  up  the  central  portion 
of  the  spectrum.  In  the  case  of  sodium,  nearly  the  whole  of  the 
light  is  concentrated  on  the  intense  yellow  double  line,  Na  a.  In 
the  lithium  spectrum,  a  crimson  band,  Li  a,  is  the  prominent 
line ;  Li  /3  is  seldom  visible ;  but  at  the  elevated  temperature  of.  the 
voltaic  arc,  an  additional  blue  line  becomes  very  intense.  In  the 
spectrum  of  caesium,  a  good  deal  of  diffused  light  is  visible,  but 
the  two  lines  in  the  blue,  Cs  a  and  Cs  j3,  are  strongly  marked, 
and  may  be  seen  when  a  quantity  of  the  chloride  not  exceeding 
1  ^  0^0  0  0  of  a  grain  of  the  pure  salt  is  used,  or  ywo  of  ^  grain  if 
diluted  with  fifteen  hundred  times  its  weight  of  lithic  chloride. 
Rubidium  is  not  distinguishable  in  quantities  quite  so  minute.  The 
lines,  Rb  a  and  Rb  /3,  in  the  blue,  and  Rb  y  in  the  red,  are 
almost  equally  characteristic,  but  about  ^3^00  of  a  grain  of  the 
chloride  is  required  to  render  them  visible.  Thallium  is  recog- 
nized by  the  single  intense  green  line  Tl  a.  The  spectra  of  the 
alkaline  earths  are  equally  definite  though  .more  complicated. 

The  salts  which  are  most  readily  volatilized,  such  as  the 
chlorides,  bromides,  and  iodides  of  the  different  metals,  give  the 
most  brilliant  spectra.  But  it  is  only  in  the  case  of  the  alkalies 
and  the  alkaline  earths  that  the  spectra  thus  obtained  are 
characteristic.  Where  the  spectra  of  the  other  metals  are  re- 
quired, recourse  must  be  had  to  Wheatstone^s  method  of  taking 
electric  sparks,  between  wires  consisting  of  the  metal  of  which  the 
spectrum  is  required;  and  the  electric  sparks  may  conveniently  be 
procured  by  the  employment  of  Ruhmkorff's  coil.  The  tempera- 
ture obtained  in  this  way  is  very  intense,  and  developes  bright 
lines  not  produced  by  the  heat  of  ordinary  flames.  When  a  com- 
pound gas  or  vapour  is  made  the  medium  of  the  electric  discharge. 
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the  spectra  produced  are  those  of  the  elementary  components  of 
the  gas.  It  seems  as  though,  at  these  intense  temperatures, 
chemical  combination  were  impossible ;  and  oxygen  and  hydrogen, 
chlorine  and  the  metals,  may  therefore  all  coexist  in  a  separate 
form,  although  mechanically  intermingled. 

The  application  of  these  processes  of  optical  analysis  to  the 
examination  of  furnace  flames,  at  diflferent  stages  of  various  pro- 
cesses in  the  arts,  cannot  fail  to  afford  information  of  high 
interest,  which  can  be  obtained  in  no  other  way.  Roscoe  has^ 
already  applied  it  successfully  in  studying  the  Bessemer  process, 
for  steel. 

(108)  Projection  of  Spectra  on  a  Screen, — 
When  it  is  desired  to  render  the  lines  produced  by 
the  spectra  from  different  metals  visible  to  a  large 
andience,  they  may  be  shown  by  the  employment  of 
the  voltaic  battery.  About  forty  pairs  of  Grove's 
construction  will  answer  well.  The  wires  of  the 
battery  must  be  connected  with  the  carbon  electrodes 
of  a  Duboscq's  electric  lamp.  The  metals  to  be 
burned  are  supported  upon  the  lower  or  positive 
electrode  made  of  the  hard  carbon  deposited  in  the 
gas  retorts ;  and  when  the  salts  of  the  metals  are  to 
be  employed,  two  or  three  vertical  holes  are  drilled  , 
into  the  upper  end  of  the  charcoal  point,  and  into 
these  the  salt  for  experiment  is  introduced.  On 
completing  the  connexion  with  the  battery,  the  arc 
is  produced  as  usual.  The  general  arrangement  of 
the  apparatus  is  shown  in  Fig.  84.  The  light  is 
allowed  to  escape  from  the  lamp  through  a  narrow 
vertical  slit  s,  of  which  a  distinct  image  must  be 
produced  upon  the  white  screen  w  w,  destined  to 
receive  the  spectrum  at  a  distance  of  from  fifteen  to 
twenty  feet  from  the  lamp.  When  the  arrangement 
is  thus  far  completed,  a  hollow  prism  p^,  filled  with 
carbonic  disulphide,  19  interposed  between  the  con- 
denser c  and  the  screen,  and  the  lamp  with  the  con- 
densing lens  is  turned  round  until  an  image  of  the 
spectrum  falls  upon  the  screen,  the  prism  being 
brought  to  the  angle  of  minimum  deviation,  when  the 
incident  and  i^racted  rays  form  equal  angles  with 
its  faces.  When  this  is  properly  adjusted,  ^e  bands 
peculiar  to  each  spectrum  are  distinctly  visible  on 
the  screen.  If  it  be  desired  to  obtain  a  longer  image 
of  tiie  spectnim,  this  may  be  effected  by  making  the 
>ve£racted  rays  fall 
at  the  proper  angle 
upon  a  isecond 
prism  jpg,  before 
they  reach  the 
screen. 
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(109)  Kirchhoffs  Theory  of  Fraunhofer's  Lines. — From  what 
has  been  already  stated^  it  is  obvious  that  a  large  number  of  the 
principal  facts  in  relation  to  the  occurrence  of  the  bands  of  the 
spectrum  were  known  before  Kirchhoff  and  Bunsen  directed  their 
attention  to  the  subject.  But  it  has  been  invested  with  a  new 
interest  by  the  discovery  of  the  new  metals,  caesium,  rubidium, 
thallium,  and  indium,  and  particularly  by  a  theory  of  Kirchhoff^s, 
which  embraces  and  generalizes  the  greater  number  of  the 
phenomena.     This  theory  we  shall  now  consider. 

It  is  to  be  remembered  that  the  spectrum  produced  by  the 
ignition  of  a  solid  or  of  a  liquid  always  yields  a  continuous  band 
of  light,  containing  rays  of  all  degrees  of  refrangibility  within  the 
range  of  its  two  extremes ;  but  the  same  body,  when  converted 
into  vapour,  may  produce  a  luminous  atmosphere  which  may  emit 
light  of  certain  definite  refrangibilities  only,  so  as  to  produce  a 
spectrum  consisttug  of  a  series  of  bright  bands  of  particular 
colours,  separated  from  each  other  by  intervals  more  or  less  com- 
pletely dark.  Bearing  these  facts  in  mind,  the  theory  proposed 
to  account  for  Fraimhofer's  lines  will  be  readily  understood. 

In  1858,  Balfour.  Stewart  published  {Edin.  Phil,  Trans,  vol, 
xxii.  p.  i)  a  paper  on  the  law  of  exchanges  in  radiant  heat,  and  in 
the  following  year  the  subject  was  taken  up  by  KirchhoflF,  who 
arrived  at  the  same  conclusions  as  Stewart,  independently;  and 
the  German  philosopher  extended  his  theory  to  the  phenomena  of 
light  as  well  as  those  of  heat.  The  conclusion  at  which  he  arrived 
may  be  thus  stated :  That  when  any  substance  is  heated  or  is  ren- 
dered liuninous,  rays  of  a  certain  and  definite  degree  of  refrangi- 
bility are  given  out  by  it ;  whilst  the  same  substance  has  also  the 
power  of  absorbing  rays  of  this  identical  refrangibility. 

Sodium,  for  example,  when  vaporized  at  a  high  temperature, 
emits  an  intensely  brilliant  yellow  light,  which  is  concentrated  into 
two  closely  contiguous  bands  or  bright  lines  coincident  in  position 
with  Praunhofer's  double  black  line  n  in  the  solar  spectrum.  Fraun- 
hofer  had  himself  observed  the  exact  coincidence  of  the  double  black 
line  D  in  the  solar  spectrum,  with  the  double  bright  line  in  artificial 
lights,  now  known  to  be  characteristic  of  sodium.  If  through  a  flame 
coloured  by  sodium,  the  more  powerful  light  of  the  charcoal  points 
or  ignited  lime  be  transmitted,  the  continuous  spectrum  due  to 
this  stronger  source  of  light  is  interrupted  by  a  double  black  line 
coincident  with  the  solar  black  double  line,  d."^     Kirchhoflf  has 


*  Foucault  {Journal  de  VInstiiut,  Feb.  yth,  1849)  had  akeady  made  this 
observation   in   a   particular   instance.      He  caused  the  image  of  the  sun  to 
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also  ascertained  that  certain  of  the  bright  bands  in  the  spectra  of 
potassium^  lithinm,  barium,  and  strontium,  may  in  like  manner 
be  reversed,  and  I  have  found  that  some  of  the  strongest  lines 
in  the  blue  in  the  spectrum  of  copper  may  be  similarly  reversed. 

Now  Kirchhoff  has  applied  these  facts  to  the  explanation  of 
Praunhofer's  dark  lines.  He  supposes  that  in  the  luminous  atmo- 
sphere of  the  sun,  the  vapours  of  various  metals  are  present,  each 
of  which  would  give  its  characteristic  system  of  bright  lines ;  but 
behind  this  incandescent  atmosphere  containing  metallic  vapour,  is 
the  still  more  intensely  heated  solid  or  liquid  nucleus  of  the  sun, 
which  emits  a  brilliant  continuous  spectrum  containing  rays  of  all 
degrees  of  refrangibility.  When  the  light  of  this  intensely  heated 
nucleus  is  transmitted  through  the  incandescent  photosphere  of 
the  sun,  the  bright  lines  which  would  be  produced  by  the  photo- 
sphere are  reversed;  and  Praunhofer^s  black  lines  are  only  the 
reversed  bright  lines  which  would  be  visible  if  the  intensely  heated 
nucleus  were  no  longer  there. 

Kirchhoff  has  proceeded  to  test  this  theory  by  submitting  the 
solar  spectrum  to  a  most  minute  investigation  {Researches  on  the 
Solar  Spectrum,  and  on  the  Spectra  of  the.  Chemical  Elements, 
translated  by  Roscoe,  and  published  in  a  separate  form.) 

The  diagram  on  the  following  page  is  copied  from  a  small  portion 
of  Kirchhoff's  detailed  drawing,  including  the  part  of  the  spectrum 
extending  from  e  to  J  (fig.  85),  and  he  states  that  for  every  bright 
line  in  the  spectrum  of  iron  there  is  a  corresponding  black  line  in 
the  solar  spectrum.  About  sixty  such  lines  occur  between  n  and  f, 
and  in  the  small  portion  contained  in  the  figure  there  are  fourteen 
such  lines  indicated  by  the  mark  Fe.  The  strong  black  lines  near 
i,  marked  Mff,  coincide  with  the  brilliant  green  lines  in  the 
spectrum  of  magnesium.  Chromium,  nickel,  cobalt,  and  calcium, 
also  give  less  distinctly  marked  lines,  indicated  by  the  letters 
Cr,  Ni,  Co,  and  Ca. 

Kirchhoff,  from  these  and  other  more  extended  observations, 
draws  the  conclusion  that  in  the  atmosphere  of  the  sun  the 
vapours  of  sodium,  magnesium,  calcium,  iron,  chromium,  and 
nickel,  and  possibly  zinc,  cobalt,  and  manganese,   are  present ; 

fall  exactly  on  the  voltaic  arc,  and  by  viewing  this  compound  light  through  a 
prism,  he  observed  that  the  double  brilliant  line  of  the  arc  coincided  exactly  with 
the  double  black  line  of  the  solar  light,  and  when  they  overlapped,  the  black  line 
of  the  solar  spectrum  was  rendered  considerably  more  intense.  This  absorption 
by  a  heated  gas  of  rays  of  the  same  refrangibility  as  those  which  it  emits,  is  not 
"without  an  analogy  in  the  case  of  sound ;  for  a  stretched  string  will  absorb  the 
vibrations  of  a  second  string  in  unison  with  itself,  and  will  in  consequence  itself 
respond  to  the  note  when  sounded  by  the  second  string. 
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but  that  lithium,  copper,  and 
silver  are  not  present.  Angstrom 
considers  the  existence  of  hydro- 
gen, aluminum,  and  probably  of 
barium  and  strontiurt,  may  also 
be  inferred.t 

Fascinating  as  this  theory  is, 
it  must  be  remembered  that  it 
does  not  explain  all  the  facts  at 
present  known  respecting  the  va- 
pours of  hydrogen,  mercury,  chlo- 
rine, bromine,  iodine,  and  nitrogen 
(p.  1 73).  Some  of  these  anomalies 
may  possibly  receive  their  expla- 
nation from  the  recent  investi- 
gations of  Pliicker  and  Hittorf 
{Phil  Trans.  1865,  j).  They  have 
found  that  certain  elements,  such 
as  sulphur  and  nitrogen,  give  two 
di£Perent  spectra,  the  spectrum  at 
a  very  elevated  temperature  being 
entirely  different  from  that  at  a 
lower  temperature,  the  two  not 
having  any  line  or  band  in  com- 
mon. Those  formed  at  the  lower 
temperature  are  designated  spectra 
of  the  first  order,  those  at  the 
higher,  spectra  of  the  second  order. 
With  sulphur,  for  example,  the 
following  experiments  may  be 
made : — ^A  tube  of  the  form  shown 
in  fig.  86,  consisting  of  two  wide 
portions  connected  together  by  a 
capillary  tube,  is  prepared  with 
glass  of  difficult  fiisibility :  into 
this  sxQphur  is  introduced,  and  the 


Fig.  85  .• 
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*  For  want  of  space,  the  figure  is 
arranged  vertically  instead  of  across  the 
page.  The  upper  extremity  is  the  most 
refrangible  end. 

t  Subsequently  to  these  researches  of  Eirchhoff,  Donati,  Secchi,  and  Airy,  each 
published  observations  on  the  spectra  of  some  of  the  fixed  stars,  and  a  more  com- 
plete series  was  given  by  Eutherfurd  (Silliman's  Journal,  1863,  vol.  xxxv.  p. 
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Fig.  86^     last  traces  of  air  having  been  removed,  the  whole  is 
hermetically  sealed.     The   tube  having  been  placed 
in  the  proper  position  before  the  slit  of  the  spectro- 
scope, is  gently  warmed  by  a  spirit-lamp,  and  sparks 
from   an  induction  coil  and  Bfeyden  jar   are   trans- 
mitted by  the  wires — h.     As  the  temperature   of 
the  tube  is  raised,  the  tension  of  the  sulphur  vapour 
increases,  and  the   first  spectrum  increases  in  bril- 
liancy,  whilst   at  the  same  time  the  resistance    to 
the  passage  of  the  spark  continues  to  increase,  and 
as  a  necessary  consequence  the  temperature  of  the 
discharge  continues  to  rise.     The  brilliancy  of  the 
^  -  spectrum  gradually  increases,  and  then  suddenly  the 
first  spectrum  vanishes,  and  is  instantaneously  dis- 
placed by  the   second  spectrum,  which  is  very  rich   in  brilliant 
lines.     On  removing  the  spirit-lamp  the  temperature  falls  and 
the  first  spectrum  reappears,  whilst  the  second  vanishes.     Nitro- 


71).  In  the  Phil.  Trans,  for  1 864,  already  quoted,  is  a  paper  on  the  spectra  of  some 
of  the  heavenly  bodies,  by  Messrs.  Huggins  and  W.  A.  Miller,  describing  a  form 
of  apparatus  by  which  they  have  been  enabled,  by  a  method  of  simultaneous  ob- 
servation, to  effect  a  direct  comparison  of  the  spectra  of  the  heavenly  bodies  with 
those  of  different  metials. 

By  this  means  they  have  discovered  that  the  spectra  of  many  of  the  brighter 
stars  contain  dark  lines  corresponding  in  position  with  the  bright  lines  of  cer- 
tain terrestrial  elements.  For  example,  in  the  red  star  Aldebaran  they  observed 
lines  corresponding  with  those  of  sodium,  magnesium,  hydrogen,  calcium,  iron, 
bismuth,  tellurium,  antimony,  and  mercury.  In  the  remarkable  spectrum  of  the 
orange-tinted  star  a  Orionis,  the  lines  of  sodium,  magnesium,  calcium,  and  bis- 
muth were  observed.  The  spectrum  of  /3  Pegasi,  though  fainter,  appears  to  be 
similar  to  that  of  a  Orionis.  The  brilliant  white  star  Sirius  gives  evidence  of  the 
presence  of  sodium,  magnesium,  hydrogen,  and  iron,  a  LyrsB  and  Pollux  both 
contain  sodium  and  magnesium ;  the  former  also  shows  hydrogen,  and  the  latter 
iron.  Capella,  Arcturus,  a  Cygni,  and  Procyon,  all  show  the  presence  of  sodium, 
and  no  doubt  of  various  other  terrestrial  elements  also,  but  the  comparison  of 
their  spectra  with  the  telluric  elements  is  at  present  incomplete.  About  forty 
other  stars  were  examined  less  perfectly  by  the  same  observers:  in  every  case 
numerous  fine  lines  were  seen  crossing  the  stellar  spectrum.  Hence  it  may  be 
inferred  that  the  stars,  while  differing  the  one  from  the  other  in  the  kinds  of 
matter  of  which  they  consist,  are  all  constructed  upon  the  same  plan  as  our  sun, 
and  many  of  them,  if  not  all,  are  composed  of  matter  identical,  at  least  in  part, 
with  the  materials  of  our  system. 

Extending  these  observations  from  the  stars  to  the  nebulse,  Huggins  ascer- 
tained that  the  brighter  nebulas,  including  those  known  as  planetary  nebula?,  and 
certain  others  of  sufficient  luminosity  to  admit  of  such  examination,  give  spectra 
of  an  entirely  different  kind.  Their  light  is  greenish  blue,  and  is  almost  mono- 
chromatic, being  nearly  all  concentrated  into  a  single  bright  line,  which  coincides 
in  position  with  a  bright  line  in  the  spectrum  of  nitrogen  about  midway  between 
the  lines  b  and  P  of  the  solar  spectrum.     In  some  nebulae  a  narrower  and  much 
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gen  even  appears  to  give  three  diflFerent  spectra;    two  of  these 
are  of  the  first  order.^ 

In  the  case  of  hydrogen,  the  three  characteristic  hright  bands  of  its  ordinary 
Fpeefcrum  become  broader  and  broader  as  the  intensity  of  the  cnrrent  is  gradually 
increased,  until  the  light  becomes  nearly  continuous ;  the  violet  band  expands 
first,  whilst  the  red  always  preserves  a  certain  definite  character. 

In  the  case  of  sodium,  the  brii;ht  lines  at  D  gradually  expand  and  coalesce, ' 
as  the  intensity  of  the  current  is  increased;  finally,  this  band  expands,  and. 
becomes  traversed  by  two  black  lines  coincident  in  position  with  the  original 
bright  lines. 

Oxygen,  chlorine,  bromine,  iodine,  and  phosphorus  furnish  only  a  single 
spectrum ;  these  spectra  are  of  the  second  order,  and  are  figured  in  the  memoir 
above  cited.  Arsenicam  and  mercury  also  give  spectra  of  the  second  order  only. 
The  general  appearance  of  the  first  spectrum  of  a  gas  or  vapour  consists  of  broad 
luminous  bands,  generally  nearly  equidistant,  and  very  similar  one  to  the  other, 
throughout  the  particular  spectrum.  These  bright  bands  are  crossed  by  number- 
less dark  lines,  as  well  defined  as  those  of  Fraunhofer.  The  general  character  of  the 
second  spectrum  is  that  of  brilliant  bands  upon  a  more  or  less  luminous  ground. 
These  bright  bands  have  a  breadth  regulated  by  the  width  of  the  slit  of  the 
spectroscope. 

(no)  Change  in  the  Refrangibility  of  Light — Fluorescence, — 
A  remarkable  discovery  was  made  by  Stokes,  whilst  engaged  iu 
pursuing  the  observations  of  Sir  J.  Herschel  respecting  the  eflfect 
of  light  upon  an  acid  solution  of  quinia  sulphate.  This  liquid  is 
colourless  when  viewed  by  transmitted  light,  but  if  placed  in  a 
glass  and  looked  at  from  above,  it  exhibits,  when  exposed  to  direct 
light,  a  beautiful  and  intense  bli:^e  upon  its  front  surface ;  but  the 
light  which  has  passed  through  one  vessel  containing  the  sulphate 
exhibits  no  such  appearance  on  the  front  face  of  a  second  vessel  of 
the  liquid  which  is  similarly  exposed  to  it.     Now,  the  rays  which 


fainter,  more  refrangible  line  was  seen,  and  in  a  few  a  third  still  fainter,  corre- 
sponding in  position  with  the  hydrogen  line,  F. 

Such  of  the  nebnlsa  as  exhibit  spectra  of  this  kind  can  no  longer  be  regarded 
as  aggregations  of  suns  of  the  same  order  as  those  to  which  our  own  sun  and 
the  fixed  stars  belong.  "  In  place  of  an  incandescent  solid  or  liquid  body  trans- 
mitting light  of  all  refrangibilities  through  an  atmosphere  which  intercepts  by 
absorption  a  certain  number  of  them,  such  as  our  sun  appears  to  be,  we  must 
probably  regard  these  objects,  or  at  least  their  photo-surfaces, .  as  enormous 
masses  of  luminous  gas  or  vapom*.  For  it  is  alone  from  matter  in  the  gaseous 
state  that  light  consisting  of  certain  definite  refrangibilities  only,  as  is  the  case; 
with  the  light  of  these  nebulsB,  is  known  to  be  emitted."  (Huggins,  Phil. 
Trans.  1864,  442). 

*  Generally  speaking,  spectra  of  ^q  first  order  may  be  obtained  by  trans- 
mitting the  secondary  discharge  from  an  induction  coil  through  an  exhausted 
tube,  which  had  previously  been  filled  with  the  gas  intended  for  experiment.  Such 
spectra  of  the  fost  oi-der  are  usually  succeeded  by  those  of  the  second  orders 
when  the  secondary  dischai^  is  made  through  the  tube,  whilst  at  the  same 
time  a  Leyden  jar  is  included  in  the  circuit,  by  connecting  one  of  the  insulated 
secondary  wires  with  the  outer  coating  and  the  other  with  the  inner  coating  of 
the  jar. 
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produce  this  beautiful  blue  colour  are  not  the  ordinary  blue  rays, 
but  those  of  the  most  refrangible  portion  of  the  spectrum,  which, 
under  ordinary  circumstances,  are  not  perceptible  to  the  ^ye,  but 
which  are  remarkable  for  their  powerful  chemical  action,  and 
show  their  presence  by  their  chemical  effect  upon  a  surface 
covered  with  argentic  chloride,  or  with  some  other  photographic 
preparation. 

Stokes  {Phil.  Trans.  1852,  p.  468)  found  that  when  a  tube 
filled  with  an  acid  solution  of  quinia  sulphate  was  placed 
successively  in  each  of  the  colours  of  the  prismatic  spectrum, 
'  throughout  nearly  the  whole  of  the  visible  spectrum  the  light 
passed  through  the  fluid  as  it  would  have  done  through  so  much 
water,  but  on  arriving  nearly  at  the  violet  extremity,  a  ghostlike 
gleam  of  pale  blue  light  shot  right  across  the  tube.  On  con- 
tinuing to  move  the  tube,  the  blue  light  at  first  increased  in 
intensity,  and  afterwards  gradually  died  away.  It  did  dot,  how- 
ever, cease  to  appear  until  the  tube  had  been  moved  far  beyond 
the  violet  extremity  of  the  spectrum  visible  on  a  screen.*  On 
examining  by  a  second  prism  the  dispersed  light  thus  obtained,  it 
was  found  that  it  contained  rays  extending  over  a  considerable 
range  of  refrangibility  within  the  limits  of  the  visible  spectrum  ; 
but  the  least  refrangible  rays,  or  those  of  the  red  end  of  the 
spectrum,  were  wanting. 

This  power  of  changing  the  refrangibility  is  by  no  means  un- 
common, especially  amongst  organic  substances,  most  of  which  show 
it  in  a  degree  more  or  less  marked.  The  change  is  not  confined  to 
the  invisible  rays,  but  extends  also  to  those  already  visible,  the  more 
refrangible  being  generally  the  most  affected,  though  it  is  not  limited 
to  this  portion  of  the  spectrum,  for  with  an  alcoholic  solution  of 
chlorophyll  the  effect  is  seen  to  commence  in  the  red  rays.  It  is, 
however,  to  be  remarked,  that  as  yet,  in  every  instance,  the  altered 
ray  gives  rise  to  others  which  are  less  refrangible.  The  change  is 
never  to  rays  of  greater  refrangibility. 

Amongst  the  bodies  in  which  this  phenomenon  is  most  strikingly  exhibited, 
may  be  mentioned,  decoction  of  the  bark  of  the  horse-chestnut  (which  contains 
the  vegetable  principle  termed  asculin),  an  alcoholic  tincture  of  chlorophyll  (the 
green  colouring  matter  of  leaves),  tincture  of  the  seeds  of  stramonium,  and  tincture 
of  turmeric.  Many  of  these  substances,  when  spread  upon  paper,  form  surfaces 
which,  if  used  as  a  screen  for  receiving  the  solar  spectrum,  exhibit  a  prolongation 
of  the  more  refrangible  end  far  beyond  the  violet  and  lavender  rays  which  are 
visible  on  ordinary  white  paper ;  and  with  due  precaution  the  fixed  lines  of  this 
prolongation  may  be  distinctly  seen.  A  slip  of  ivory  makes  a  very  tolerable 
screen  for  this  purpose.  Glass,  coloured  yellow  with  uranic  oxide,  also  exhibits 
these  phenomena  in  a  very  striking  and  beautiful  form,  but  the  material  which 
famishes  the  best  screen  is,  according  to  Stokes,  a  particular  uranic  phosphate 
{Phil.  Trans.  1862,  p.  602.) 
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The  light  of  many  artificial  flames  which  are  of  feeble  illaminating  power 
often  contains  beams  fitted  to  exhibit  this  kind  of  reduction  in  refrangibiUty  in 
a  conspicuous  manner.  The  flame  of  a  common  spirit-lamp,  and  that  of  burning 
sulphur,  are  especially  remarkable.  If  a  weak  infusion  of  horse-chestnut  bark 
be  poured  into  a  tall  jar  of  water,  illuminated  by  sulphur  when  burning  in 
oxygen,  beautiful  waves  of  phosphorescent  light  are  seen  as  the  two  liquids 
mingle,  owing  to  the  dispersion  of  the  light  rendered  visible  by  the  sesculin  in 
solution.  In  the  same  way,  characters  traced  with  tincture  of  stramonium  on 
white  paper,  and  nearly  invisible  in  daylight,  when  exposed  to  the  light  of 
burning  sulphur,  appear  distinctly  upon  the  paper  in  Hues  of  a  pale  blue  phos- 
phorescent light. 

The  appearance  produced  by  this  change  in  the  refrangibiUty 
of  light  is  termed  fluorescence^  and  bodies  which  have  the  power  of 
effecting  it  are  spoken  of  2^  fluorescent  substances.  If  the  incident 
light  be  polarized  (119  et  seq,),  the  dispersed  light  of  the  fluorescent 
body  is  found  to  have  entirely  lost  the  polarized  condition.  Hence 
it  seems  that  the  rays  which  produce  fluorescence  are  first  absorbed 
and  then  re-radiated,  but  in  a  condition  of  lower  refrangibility. 

The  colour  of  the  fluorescence  produced  by  a  substance  is 
constant  throughout  the  spectrum,  or  nearly  so,  though  at  dif- 
ferent parts  of  the  spectrum  it  varies  in  intensity.  Stokes 
remarks  {Joum,  Chem.  Soc.  1864,  p.  313)  that  if  on  examining 
a  solution  in  a  pure  spectrum  "  we  find  the  fluorescence  taking 
a  fresh  start  with  a  different  colour,  we  may  be  almost  certain 
that  we  have  to,  do  with  a  mixture  of  two  different  fluorescent 
substances,  the  presence  of  which  is  thus  revealed  without  any 
chemical  process.^' 

It  has  been  further  ascertained  that  the  nature  and  intensity 
of  the  dispersed  light  are  independent  of  the  state  of  polariza- 
tion of  the  incident  rays.  The  dispersed  light  is  always  un- 
polarized,  and  appears  to  be  emitted  equally  in  all  directions,  as 
though  the  body  were  self-luminous. 

It  is  to  be  noted,  even  when  the  exciting  rays  are  homo- 
geneous, that  the  light  emitted  after  absorption  of  the  exciting 
rays  consists  of  a  mixture  of  differently  coloured  rays,  without 
any  indication  being  afforded  of  the  kind  of  rays  by  which  the 
fluoresdence  was  excited. 

When  the  fluorescent  property  of  a  body  is  but  feeble,  Stokes  directs  the 
following  means  to  be  used  for  its  detection: — ^Place  over  an  aperture  in  the 
shutter  of  a  darkened  room  a  transparent  body,  which  transmits  only  feebly 
luminous  rays  and  rays  of  high  refrangibility,  and  place  behind  it  a  second 
medium  which  absorbs  as  completely  as  possible  the  rays  transmitted  by  the 
first,  whilst  it  transmits  those  rays  which  are  absorbed  by  the  first.  If  these 
media  be  well  chosen,  no  light  will  traverse  the  second  screen.  Two  glass 
troughs,  one  filled  with  the  pure  solution  of  ammonio-cupric  sulphate,  the  second 
with  the  yellow  solution  of  potassic  chromate,  will  act  very  well  in  many  cases. 
Now  interpose  between  the  two  screens  the  object  the  fluorescence  of  which  is  to 
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be  determined;  aa  soon  as  this  is  done,  the  object,  when  viewed  through  the 
second  screen,  will  appear  to  be  more  or  less  luminous,  according  to  the  degree 
in  which  it  possesses  the  property  in  question.     {PhiL  Trans,  1853,  p.  385.) 

These  highly  refrangible  rays  do  not  pass  readily  through  glass ; 
indeed,  most  transparent  bodies  absorb  these  rays  to  a  greater  or 
less  extent.  This  subject  will  be  again  adverted  to  when  speaking 
of  photography  (p.  229).  By  employing  a  prism  of  quartz  and  lenses 
of  the  same  material,  rays  have  been  found,  in  the  examination  of 
lights  from  different  sources,  which  extend  far  beyond  the  limits 
of  the  solar  spectrum.  The  invisible  rays  in  the  solar  spectrum, 
,  for  example,  extend  beyond  the  violet  extremity  of  the  spectrum 
for  a  distance  nearly  equal  in  length  to  twice  that  of  the  luminous 
portion ;  but  in  the  electric  light  obtained  by  the  ignition  of  char- 
coal points,  the  invisible  spectrum  can  be  traced  nearly  six  times  as 
far.  Each  of  the  metals  also  furnishes  a  similar  elongated  spectrum, 
when  the  secondary  sparks  from  an  induction  coil  are  transmitted 
between  them.  The  spectra  so  obtained  are  quite  characteristic. 
(W.  A.  Miller,  Phil  Trans.  1862,  p.  876;  Stokes,  Phil.  Trans. 
1862,  p.  599.)  By  interposing  a  coloured  absorbent  medium, 
such  as  gaseous  chlorous  anhydride,  in  the  track  of  the  beam 
before  it  is  transmitted  through  the  prism,  fixed  dark  lines  can  be 
traced  at  different  points  through  this  greatly  elongated  spectrum. 

(ill)  Prismatic  analysis  of  the  solar  beam,  however,  discloses 
to  us  other  phenomena  besides  the  separation  of  light  into  portions 
of  different  colours.  The  radiations  from  the  sun  contain  not  only 
luminiferous  rays,  but  they  are  accompanied  by  a  large  amount  of 
heat ;  these  rays  of  heat  are  susceptible  of  refraction,  like  those 
of  light,  though  as  they  are  for  the  most  part  less  refrangible  than 
the  rays  of  light,  the  calorific  or  heating  rays  are  most  abundant 
near  the  red  end  of  the  spectrum ;  a  large  proportion  of  the  rays 
of  heat  are  less  refrangible  than  any  of  the  rays  of  light,  and  fall 
in  the  dark  space  below  the  red.  It  has  long  been  well  known 
that  light  is  essential  to  the  health  of  growing  plants,  on  which 
it  exerts  a  powerful  chemical  effect,  the  more  luminous  part  of 
the  spectrum,  according  to  the  experiments  of  Daubeny  and 
Draper,  being  the  most  active  in  this  respect :  many  metallic  and 
other  compounds  are  also  decomposed  by  rays  which  occur  in 
greatest  abundance  in  the  more  refrangible  portions  in  and 
beyond  the  blue  and  violet  rays. 

In  fig.  87  the  black  unbroken  curve  will  serve  to  give  some 
idea  of  the  distribution  in  the  solar  spectrum  of  the  thermic  rays, 
the  maximum  intensity  of  which  is  beyond  the  extreme  red  R, 
the  quantity  of  heat  becoming  less  and  less  towards  the  violet  V, 
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beyond  whicli  point  Miiller  found  it  to  be  nearly  imperceptible. 
The  distribution  of  light  is  indicated  by  the  dotted  line,  show- 
ing the  maximum  luminosity  in  the  yellow :  while  the  broken 
curve  shows  the  chemical  effect  on  compounds  of  silver,  with  a 
maximum  in  the  violet.  Upon  the  undulatory  theory  it  is  ad- 
mitted that  the  differences  between  the  heating,  the  luminous, 
and  the  chemical  rays,  are  due  to  differences  in  the  relative 
wave  lengths  of  the  rays,  those  of  greatest  wave  length  being 
the  least  refrangible  (114).  The  luminous  effect  depends  upon  the 
peculiar  sensitiveness  of  the  retina  to  rays  of  a  certain  wave 
length ;  and  in  like  manner  the  chemical  action  appears  to  depend 
upon  the  nature  of  the  sensitive  substance  employed,  and  its  sus- 
ceptibility to  change  under  the  influence  of  rays  usually  of  high 
refrangibility  and  of  reduced  wave  length;  each  sensitive  sub- 
stance being  acted  upon  by  rays  of  certain  wave  lengths  only. 

The  annexed  diagram  will  show  the  relative  intensity  of  the 
heating,  luminous,  and  chemical  rays ;  the' heating  effect,  as  occur- 
ring in  the  different  portions  of  the  spectrum,  being  usually 
accepted  as  the  measure  of  the  force  of  radiation  at  any  particular 
part  of  the  spectrum. 

Pig.  87. 
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(112)  Phosphorogenic  Rays, — The  complex  nature  of  the  solar 
spectrum  may  be  farther  illustrated  by  its  action  upon  phospho- 
rescent bodies.  A  certain  number  of  bodies  are  known  which, 
although  they  do  not,  under  ordinary  circumstances,  emit  light 
in  the  dark,  yet,  after  exposure  in  the  solar  ray,  continue,  with- 
out undergoing  any  perceptible  chemical  change,  to  be  faintly 
luminous,  after  having  been  removed  to  a  darkened  room,  for  an 
interval  varying  from  a  minute  fraction  of  a  second  to  several 
hours.  Amongst  these  substances  Canton's  phosphorus,  or  impure 
calcic  sulphide,  Baldwin's  phosphorus,  or  fused  calcic  nitrate,  and 
Bologna  stone,  which  is  a  barium  sulphide,  have  been  long  known ; 
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but  the  researches  of  E.  Becquerel  {Ann.  de  Chimie,  III.  Iv.  5, 
and  Ivii.  40)  have  shown  that  this  property  is  far  more  common 
than  was  previously  supposed^  though  the  duration  of  the  phos- 
phorescent effect  is  often  extremely  brief.  Strontic  sulphide^  and 
certain  varieties  of  diamond  and  of  fluor  spar^  show  it  strongly ; 
alumina  also  exhibits  it  powerfully,  though  but  for  a  short  time, 
and  it  is  equally  marked  whether  the  alumina  be  crystallized,  as 
in  ruby  and  sapphire,  or  amorphous,  as  when  recently  precipi- 
tated. It  is  worthy  of  note  that  silica  does  not  exhibit  this  pro- 
perty in  any  of  its  forms ;  but  the  salts  of  the  alkalies,  and  of  the 
alkaline  earths,  generally,  show  it  strongly;  most  other  trans- 
parent objects,  particularly  those  of  organic  origin,  such  as  sugar, 
tartaric  acid,  and  quinia,  likewise  possess  the  power,  though  in  a 
much  more  feeble  degree.  Bodies  of  dark  colour,  and  the  metals, 
generally,  do  not  show  it. 

It  has  been  remarked  that  all  phoephorescent  solids  lose  the  power  of  emit- 
ting light  when  they  are  brought  into  solution.  Indeed,  the  liquid  form  seems 
to  be  unfavourable  to  its  display ;  for  solid  bodies,  such  as  potassic  hydrate  and 
uranic  nitrate,  which  melt  at  a  moderate  heat,  lose  the  property  whilst  fused,  but 
recover  it  again  immediately  that  they  become  solid. 

Some  gases,  when  enclosed  in  glass  tubes  and  subjected  to  the  transmission 
of  electric  sparks,  exhibit  a  phosphorescence  which  lasts  for  a  few  seconds. 
Faraday  ascribes  the  luminous  trail,  which  is  sometimes  observed  upon  a  doud 
after  the  passage  of  a  flash  of  lightning,  to  a  brief  phosphorescence  of  that  portion 
of  the  atmosphere  which  the  flash  has  traversed.  According  to  Morren,  pure 
oxygen,  pure  nitrogen,  and  the  pure  gases  generally,  do  not  produce  this  phe- 
nomenon, which  he  thinks  he  has  traced  to  the  formation  of  nitric  peroxide,  NO,. 
The  phosphorescence  is  most  vivid  and  prolonged  if  a  little  SO,  be  added,  but 
other  gases,  such  as  sulphurous  and  carbonic  anhydride,  may  be  substituted, 
though  with  inferior  effect,  for  the  sulphuric  anhydnde. 

Certain  of  the  phenomena  of  phosphorescence  may  be  observed  by  selecting 
one  of  those  phosphori  which  retains  its  luminosity  for  some  time,  such  as  calcic 
sulphide,  and,  afler  it  has  ceased  to  emit  light  in  the  dark,  sprinkling  it  in 
powder,  over  a  piece  of  paper,  in  a  darkened  room,  and  submitting  it  to  the  action 
of  the  solar  spectrum :  phosphorescence  wiU  be  produced  in  it,  but  by  the  more 
refrangible  rays  only.  There  are  two  maxima  of  illumination,  one  of  which  is 
within  the  ^lue  and  violet  portion  of  the  spectrum ;  the  other  is  beyond  the 
termination  of  the  violet     In  fig.  88  the  stripe  i  represents  the  diffusion  of 

Fig.  88. 


light  in  the  solar  spectrum,  whilst  2  gives  the  relative  position  of  the  points  ot 
maximum  phosphorescence  with  the  calcic  sulphide,  compared  with  the  luminous 
spectrum. 
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The  flash  of  an  electric  spark,  made  to  pass  so  that  its  light  shall  fall  upon  a 
piece  of  paper  thus  prepared,  is  sufficient  to  render  phosphorescent  the  whole  ex- 
posed surface  of  the  sulphide :  hut  if  the  paper  he  partially  covered  by  a  plate  of 
even  the  most  transparent  glass,  the  screened  portion  will  not  exhibit  any  phos- 
phorescence. A  screen  of  rock  crystal,  however,  produces  no  such  absorbent 
effect,  all  the  portions  of  the  prepared  surface  being  in  this  latter  case  equally 
luminous.  The  light  emitted  from  charcoal-points  ignited  by  a  voltaic  current, 
if  it  be  only  instantaneous  in  duration,  is  equally  unable  to  penetrate  glass  so  as 
to  produce  phosphorescence,  although  it  traveraes  rock  crystal  readily.  The  solar 
rays,  however,  traverse  either  medium  equally,  without  loss  of  phosphorogenic 
power.  A  long-continued  voltaic  light  produces  a  similar  result.  Glass  is  only 
less  perfectly  permeable  than  rock  crystal  to  the  phosphorogenic  rays  that  ac- 
company the  luminous  ones.  It  is  interesting  to  observe  that  in  the  phospho- 
rogenic spectrum,  inactive  spaces  occur,  corresponding  exactly  with  the  position 
of  Fraunhofer^s  lines,  and  with  the  dark  bands  of  the  chemical  spectrum.  (E. 
Becquerel,  Ann.  de  Chimiet  III.  ix.  321.) 

An  ingenious  instrument  has  been  devised  by  E.  Becquerel  for  the  purpose  of 
observing  phosphorescence  of  very  brief  duration.  One  of  the  forms  of  this 
phosph-oroscopct  ^  ^^  terms  it,  is  represented  both  in  section  and  in  plan  in  fig* 
^g^  I  and  2.     It  consists  of  a  circular  box,  a  b,  of  about  six  inches,  or  15  centi- 

Fig.  89. 


metres  in  diameter,  upon  the  centre  of  the  floor  of  which  the  object  to  be  tested, 
p,  is  placed ;  this  box  is  provided  with  a  fixed  lid,  s  t,  in  which  are  two  aper- 
tures, m,  n,  near  the  circumference,  and  on  opposite  sides,  as  shown  in  the  plan,  2. 

In  order  to  use  the  instrument,  it  is  placed  in  the  shutter,  w  w,  of  a  darkened 
room,  so  that  one-half  of  the  box  shall  be  within  the  chamber,  and  the  other  half 
shall  project  outside  it.  Under  these  circumstanced,  a  beam  of  light,  L,  may  enter 
the  box  at  m,  and  can  be  concentrated,  if  necessary,  by  a  lens,  upon  the  object,^, 
the  phosphorescence  of  which  is  to  be  tried.  An  observer,  stationed  within  the 
dark  room  at  o,  would  see  this  object  through  the  second  aperture,  ».  Beneath 
this  fixed  lid,  however,  is  placed  a  second  moveable  cover,  which  by  means  of  wheel- 
work  (»n  be  made  to  rotate  rapidly  in  a  plane  parallel  to  that  of  the  fixed  lid* 
In  this  revolving  cover  are  three  openings,  1,  2,  3,  shown  in  the  plan.  These 
correspond  in  size  to  the  fixed  apertures,  m,  n,  but  are  situated  at  angular  dis- 
tances of  1 20°  from  each  other  :  so  that,  whenever  light  is  entering  by  the  outer 
aperture,  m,  in  the  fixed  lid,  the  inner  aperture,  n,  is  dosed ;  and  wbenever  t!ie 

1  o 
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object  of  which  the  phofitphoresoenoe  is  to  be  tested  is  exposed  to  the  observer,  no 
light  from  withont  can  reach  it.  Now,  if  the  object  be  visible  to  the  observer  at  o, 
whilst  the  disk  is  in  rotation,  it  can  only  become  so  b j  a  phosphorescent  action  : 
and,  by  varying  the  rate  of  rotation,  the  interval  between  the  action  of  the  light 
on  the  sensitive  8ar£EU»,  and  the  exposure  of  the  object  to  the  eye  of  the  observer, 
can  be  made  to  vary  from  a  period  as  short  as  the  ^^  of  a  second  to  any  greater 
interval.  Other  and  still  more  sensitive  forms  of  the  instrument  have  been  em- 
ployed ;  but  for  a  description  of  these  the  reader  is  referred  to  the  original 
memoirs  above  cited. 

The  colour  of  the  light  emitted  by  these  phoephori  is  peculiar  to  each  sub- 
stance, and  seldom  corresponds  with  that  of  the  incident  ray  :  it  is  generally  of  a 
lower  degree  of  reirangibility,  never  of  higher  refrangibility ;  for  instance,  baric 
aalphide  emits  a  yellow  light,  though  excited  by  the  violet  and  extra-violet  rays : 
and  calcic  sulphide,  which  in  different  specimens  emits  an  orange,  a  green,  or  a 
blue  phosphorescence,  is  in  all  cases  exdted  by  the  more  refrangible  portion  of  the 
spectrum  beyond  the  line  o. 

The  cause  of  the  variation  in  tint  of  the  phosphorescence  produced  by  different 
specimens  of  the  same  substance,  has  been  minutely  examined  by  Becquerel ;  and 
.  he  attributes  it  to  molecular,  and  not  to  chemical  cUfferences  in  the  phosphori,  the 
results  being  influenced  by  the  temperature  at  which  the  pho^horescent  body 
was  prepared,  and  the  crystalline  structure  and  greater  or  less  compactness  of  the 
material  (e.y.,  calcic  sulphate  or  carbonate)  employed  in  the  preparation  of  the 
phosphorL  A  phosphorescent  body,  which  has  been  fused,  and  allowed  to  solidify- 
again,  when  placed  in  the  phosphoroscope,  often  emits  light  of  a  tint  different 
from  that  which  it  exhibited  before  it  haii  undergone  fusion;  for  example,  plates  of 
crystallized  boracic  acid  furnish  a  greenish-blue  light,  but  after  the  acid  has 
been  fiised  the  phospborescence  is  yellow.  Loaf-sugar  emits  a  pale  greenish  light, 
but  after  fusion,  on  again  exposing  it  in  the  phosphoroscope,  it  gives  off  a  much 
more  intense  yellowish  light 

It  is  to  be  remarked  that,  in  many  cases,  the  less  refrangible  rays  of  the  spec- 
trum actually  destroy  the  phosphorescence  produced  by  the  more  refrangible  rays. 

Where  the  phosphorescence  has  a  considerable  duration,  it  is  found  that  eleva- 
tion of  temperature  heightens  the  luminosity,  but  shortens  the  duration  of  the 
phosphorescence.  The  effect  of  heat  upon  strontic  sulphide,  when  prepared  with 
due  precaution,  is  very  remarkable.  Certain  specimens  of  it  at  o°  F.  ( -  i8°  C.) 
emit  a  very  beautiful  violet  phosphorescence;  by  raising  the  temperature  to  i6o^ 
(70°  C),  the  light  emitted  has  a  greenish  hue,  and  if  the  tube  which  contahis  the 
sulphide  be  heated  to  about  392°  (200°  C.)  the  light  becomes  of  an  orange 
yellow. 

Seoquerel  is  of  opinion  that  the  phenomena  of  phosphorescence 
and  those  of  fluorescence  have  a  common  origin — many  phospho- 
rescent bodies^  such  as  uranic  nitrate^  sesculin^  and  quinia  sul- 
phate^ emitting  light  of  the  same  tint  as  that  "which  they  display 
when  fluorescent.  This  pointy  however,  requires  further  investiga- 
tion, since  many  bodies  which  are  highly  phosphorescent  show  no 
signs  of  fluorescence,  and  the  range  of  colour  in  the  light  emitted 
by  phosphorescent  bodies  is  smaller  than  in  the  same  bodies  when 
they  become  fluorescent. 

{113)  Velocity  of  Light, — It  is  certain  that  light  is  the  result 
of  a  series  of  progressive  actions,  since  it  requires  time  for  its  pro- 
pagation.   Astronomers  have  ascertained  from  observations  on  the 
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eclipses  or  occuUations  of  the  satelKtes  of  Jupiter,  the  periods  of 
which  are  accurately  known,  that  when  the  earth,  as  represented  at 
F,  fig.  90,  is  situated  at  its  greatest  distance  from  that  planet,  i, 
these  occultations  appear  to  occur  about  a  quarter  of  an  hour 
later  than  they  do  when  the  earth  is  nearest  to  it,  as  at  b  ; 
consequently,    between  ^la.  90. 

15  and  16  minutes  are 

required  by  light  in  tra-  ^•^<^"^^^  ^^ ^^  ^""^-^ 

versing  the  width  b,  f,  .9J  K.^      ®     ^  J^^  J 

of    the    earth's    orbit,       "^"-- — — -"" 

a     space     of    about 

1 90,000/500  miles  *  Light  would  therefore  traverse  a  space  equal 
to  the  circumference  of  the  earth  in  about  the  eighth  part  of  a 
second  of  time. 

The  velocity  of  light,  however,  varies  with  the  medium  through 
which  it  passes  j  in  a  denser  medium  its  velocity  is  retarded,  but. 
in  a  medium  of  uniform  density,  if  it  travdi  in  a  uniform  direction, 
its  velocity  is  also  uniform.  It  may  be  shown  mathematically 
that  if  the  hypothesis  of  emission  be  correct,  the  velocity  must  be 
quickened  in  a  denser  medium,  whilst  on  the  undulatory  theory 
it  should  be  retarded ;  the  decision  of  this  question,  therefore, 
affords  an  experimentum  crucis  between  the  two  theories. 

Poucault  {Ann.  de  Chimie,  III.  xli.  129)  and  Fizeau  have,  in- 
dependently of  each  other,  by  a  beautiftil  application  of  the  re- 
volving mirror,  first  used  by  Wheatstone,  succeeded  in  solving  this 
important  question ;  by  direct  measurement  they  find  that  light  is 
retarded  in  the  denser  medium :  the  relative  velocity  being  in- 
versely as  the  refracting  indices  of  the  media  compared.  Conse- 
quently the  theory  of  emission  cannot  be  longer  maintained. 

(114)  Width  and  Frequency  of  Undulations  of  Light. — ^The  un* 
dulatory  hypothesis  accounts  for  differences  in  the  intensity  of  the 
light  B  s,  fig.  91,  by  differences  in  the  ■» 

amplitude  or  excursion,  a  b,  of  the  un- 
dulation ;  and  for  the  phenomena  of 


colour  by  differences  in  the  length,  ^^'\^     \f — \)^ 
a  c,  and  in  the  frequjency  of  the  un-      * 

dulations ;  just  as  in  the  phenomena  of  sound,  the  pitch  of  the 
note  is  proved  to  depend  upon  the  number  of  waves  or  impulses 
which  occur  in  a  given  time :  if  one  note  be  an  octave  higher 
than  another  note,  it  will  have  twice  the  number  of  vibrations  im 


*  Or,  aooording  to  more  reoent  oompntations  of  astronom^rsy  1824OOO4OOO 
miles  (23,573  radii  of  the  earth  ;  Delaunaj). 
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the  same  interval  of  time ;  while  the  length  of  each  wave  will  be 
just  half  that  of  the  waves  which  produce  the  lower  note ;  but 
the  extent  through  which  the  ear  appreciates  proportionate  diffe- 
rences of  rapidity  in  the  undulations  which  produce  sound,  is 
much  greater  than  that  which  the  eye  can  estimate  in  the  case 
of  light.  Most  persons  can  perceive  musical  sounds  in  which 
all  possible  variety  exists  between  16  and  3048  vibrations  in  a 
second,  Le,,  including  a  range  of  seven  octaves,  in  the  highest  of 
which  the  vibrations  are  128  times  more  numerous  than  in  the 
lowest.  With  light  the  range  is  much  more  limited,  and  ex- 
tends not  quite  so  far  as  from  1*00  to  1*75.*  The  average 
length  of  a  wave  of  white  light  is  ^p^po  of  an  inch,  or 
O'™™'ooo588,  which  is  nearly  equal  to  the  thickness  of  6  leaves 
of  gold ;  but  the  length  of  the  wave,  as  well  as  its  frequency, 
differs  in  the  different  colours :  in  red  light  it  is  longer,  being 
about  34^00  of  a^  iiich  (or  o*™°*ooo75o),  while  in  violet  it  is  only 
^0066^  or  o*°^ooo340  according  to  the  measurements  of  Fraun- 
hofer.  The  number  of  vibrations  is  estimated  at  five  hundred 
million  millions  per  second  (500,000000,000000)  in  white  light  ; 
in  red  light  at  482,000000,000000;  and  in  violet  light  at  as 
much  as  707,000000,000000. 

Interference. 

(115)  Illustrations  of  Interference  of  Undulations, — One  of 
the  simplest,  and  at  the  same  time  most  beautiful  proofs  of  the 
analogy  in  the  mechanism  by  which  sound  and  light  are  pro- 
duced, is  exhibited  in  the  phenomena  included  under  the  term 
interference. 

It  is  well  known  that  when  two  stretched  strings,  not  quite 
in  unison  with  each  other,  are  struck  simultaneously,  each  gives 
its  own  note,  and  the  compound  sound  produced,  instead  of  dying^ 
away  gradually  and  uniformly,  is  subject  to  a  succession  of  alternate 
maxima  and  minima  of  intensity ;  the  sound  alternately  dies  away 
and  revives  several  times  in  succession  before  it  becomes  finally 
inaudible ;  it  thus  produces  what  are  'termed  beats  in  the  notes. 
These  beats  are  due  to  the  interference  with  each  other  of  the 
vibrations  from  the  two  strings.  As  one  string  is  vibrating  a  little 
faster  than  the  other,  it  must  happen  that  the  direction  of  the 
vibrations  in  the  two  strings  at  certain  moments  must  coincide ; 
at  this  point  we  have  the  maximum  of  sound ;  the  periods  of  vibra- 


^     •  The  range  in  the  invisible  portion  of  the  spectrum  is,  however,  much 
greater  for  the  rays  which  produce  fluorescence  and  chemical  action. 
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tion  will  then  gradually  recede,  and  ultimately  oppose  each  other, 
when  they  produce  a  momentary  silence. 

Again^  when  two  equal  impulses  are  given  at  a  little  distance 
from  each  other  upon  the  surface  of  a  sheet  of  still  water,  each 
becomes  the  centre  of  a  system  of  waves,  which  ultimately  cross 
each  other,  and  alternately  increase  and  diminish  the  eflTect  of  each 
other.  For  example,  if  in  fig.  92  the  concentric  circles  represent 
two  equal  systems  of  waves  in  water,  setting  out  simultaneously, 
they  will  intersect  each  other;  the  length  of  the  wave  in  each 
system  is  the  same :  where  the  crests  of  the  waves  coincide,  the 
elevation  will  be  doubled: 

but  where  the  crest  of  one  ^^* 

wave  coincides  with  the  de- 
pression of  the  other,  the 
water  will  retain  its  level 
surface.  These  points  will 
occur  in  regular  succession, 
and  form  '  lines  of  double 
disturbance  and  no  distur- 
bance.' The  lines  of  double 
disturbance,  indicated  in 
the  diagram  by  the  points  where  the  circles  touch  or  cut  each 
other,  occur  at  distances  which  differ  by  the  entire  width  of  one 
or  more  waves,  or  by  an  even  number  of  half  waves.  The  inter- 
mediate points,  or  points  of  no  disturbance,  are  situated  at  dis- 
tances from  the  centres  differing  by  an  odd  number  of  half  waves  : 
the  first  will  occur  at  the  distance  of  half  a  wave ;  the  second  at 
a  wave  and  a  half;  the  third  at  two  waves  and  a  half,  and  so  on. 
Now  these  phenomena  of  undulation  in  air  and  in  water  have  an 
exact  counterpart  in  the  case  of  light. 

If  a  beam  of  light  of  a  single  colour  be  admitted  into  a  darkened 
room  by  two  small  apertures  in  a  thin  sheet  of  metal,  such  as  pin- 
holes, placed  very  near  each  other,  and  the  light  which  enters  be 
allowed  to  fall  upon  a  screen  just  beyond  the  point  where  the  outer- 
most rays  of  the  two  cones  intersect  each  other, — a  spot  of  increased 
brightness  is  seen  where  the  screen  is  intersected  by  a  line  at  right 
angles  to  it,  which  line  also  bisects  at  right  angles  the  line  joining 
the  two  pin-holes ;  on  either  side  of  this  bright  spot  will  be  a 
series  of  bands,  alternately  dark  and  bright,  although  the  dark  bands 
as  well  as  the  bright  ones  are  receiving  the  rays  from  both  aper- 
tures. The  addition  of  light  to  light  has  here  produced  darkness. 
Let  o,  Q,  fig.  93,  represent  the  two  pin-holes,  and  a  b  c  d,  a  section 
of  the  screen ;  let  f  a  bisect  the  distance  between  the  apertures  at 
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right  angles,  and  fall  vertically  on  the  screen.     If  the  spots  a,  b, 
c,  D,  each  represent  the  centre  of  a  bright  band,  o  a,  q  a,  will  be 

formed  of  rays  the  paths  of  which 
'  ^^*  are  equal ;  o  b,  q  b,  will  diflFer  by 

the  length  of  one  wave;  o  c,  q  c, 
by  two  waves ;  o  d,  q  d,  by  three 
waves:  and  the  black  bands  be- 
*  tween  the  bright  ones  will  be 
formed  by  the  interfering  of  rays,  the  paths  of  which  differ  in 
length  successively  by  half  a  wave,  a  wave  and  a  half,  two  waves 
and  a  half,  &c. — (Lloyd's  Lectures  on  the  Wave  Theory  of  Light,) 
The  length  of  the  paths  traversed  by  the  rays  from  each 
aperture  is  equal  in  the  central  spot  a,  and  the  intensity  of  the 
light  is  therefore  increased ;  but  since  the  path  of  the  rays  on  either 
side  of  this  becomes  inore  or  less  oblique  by  regular  increase  or 
decrease,  the  lengths  of  those  paths  must  necessarily  be  gradually 
and  progressively  either  augmented  or  diminished  j  consequently 
the  number  of  undulations  in  each  will  as  gradually  be  propor- 
tionately increased  or  diminished.  When,  the  lengths  of  the  paths 
of  the  two  rays  differ  by  an  even  number  of  half  undulations, 
that  is  to  say  by  entire  undulations,  a  bright  band  is  the  result ; 
^hen  they  differ  by  an  odd  number  of  half  undulations,  darkness 
ensues.  Now  as  the  inclination  is  progressive,  there  is  neces- 
sarily a  progressive  passage  from  the  brightest  light  to  the  most 
complete  darkness.  By  intercepting  the  light  from  one  aperture, 
all  the  dark  bands  disappear.  The  measurement  of  the  breadth 
of  one  of  these  bands  affords  one  means  of  determining  the  length 
of  a  wave  of  light  of  that  particular  colour,  if  the  length  of  a  p 
be  known.  Further,  since  the  length  of  a  wave  of  light  differs 
in  lights  of  different  colour  and  refrangibility,  being  longest  in 
the  red  or  least  refrangible,  and  shortest  in  the  violet  or  most 
refrangible  ones,  the  coloured  bands  are  broadest  in  the  red  and 
narrowest  in  the  violet ;  and  if  the  experiment  illustrated  by  fig. 
93  be  performed  with  white  light  instead  of  with  monochromatic 
light,  the  overlapping  of  the  bands  of  the  different  colours  will 
produce  a  succession  of  iridescent  or  coloured  bands,  instead  of 
mere  alternations  of  light  and  darkness. 

The  phenomenon  of  interference  is  one  of  the  most  fimda* 
mental  properties  of  light :  indeed  it  takes  place  with  common  light 
under  all  circumstances;  but  the  disturbing  causes  in  ordinary 
,  cases  exactly  compensate  each  other,  and  it  is  only  by  intercepting 
part  of  a  pencil  of  rays,  so  as  to  remove  one  half  of  the  compen- 
sating system,  that  the  disturbance  produced  by  the  remaining  half 
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becomes  manifest^  as  in  the  expenments  just  described.  If  upon 
a  brilliant  plane  reflecting  surface^  such  as  a  polished  plate  of  steely 
a  number  of  yery  fine  lines  or  grooyes  be  traced  at  equal  intervals, 
so  that  there  may  be  from  40  to  800  per  millimetre,  a  surface  is 
obtained  which  reflects  a  multitude  of  diverging  cones  of  light, 
in  consequence  of  the  absence  of  reflection  at  regular  intervals 
corresponding  to  the  grooyes :  these  cones  of  rays  interfere  at  their 
edges  without  compensation,  and  a  series  of  colours  of  the  most 
brilliant  tints  is  perceptible.  A  variety  of  natural  objects  owe 
the  beautiful  iridescent  play  of  colours  which  they  exhibit,  to  a 
structure  of  this  kind ;  instances  of  this  occur  in  the  feathers  of 
many  birds.  The  hues  of  mother  of  pearl  and  other  shelly 
structures  are  also  due  to  their  mode  of  formation  in  successive 
extremely  thin  laminae,  the  edges  of  which  form  a  series  of  grooves 
upon  their  surfaces,  and  thus  produce  the  phenomenon;  im- 
pressions of  these  grooves  may  often  be  taken  iu  sealing-wax  or 
in  fiisible  metal,  and  the  same  play  of  colours  is  then  obtained  in 
the  impressions. 

(116)  Colours  of  Thin  Plates. — ^A  different  set  of  colours,  also 
dependent  for  their  origin  upon  interference,  are  those  termed  the 
colours  oithin  plates.  By  dipping  the  mouth  of  a  wine-glass  into 
a  solution  of  soap  in  water,  or  what  is  still  better,  into  gum-water, 
a  bubble  may  be  formed  across  it ;  if  the  glass  be  laid  upon  its 
side,  the  film  becomes  gradually  thinner  and  thinner  from  the 
action  of  gravity,  and,  if  viewed  by  reflected  light,  a  series  of  irides- 
cent tints  is  developed,  increasing  in  brilliancy  imtil  the  bubble 
becomes  reduced  to  a  state  of  extreme  tenuity ;  it  then  appears  tO' 
become  black  at  the  thinnest  point,  and  speedily  bursts.  These 
colours  are  due  to  the  interference  of  a  part  of  the  light  which  is 
reflected  from  the  second  surface  of  the  film,  with  that  which  is 
reflected  from  the  first  surface.  Any  transparent  object,  such 
as  glass,  thin  films  of  metallic  oxides,  mica,  &c.,  if  reduced  to 
laminae  of  sufficient  thinness,  will  produce  the  same  effect.  The 
particular  colour  is  dependent  on  the  thickness  of  the  film.  In 
tempering  steel,  its  surface  becomes  covered  with  a  film  of  oxide, 
and  the  workmen  judge  of  the  heat  by  the  colour  produced ;  the 
higher  the  temperature  which  is  applied,  the  thicker  does  the  film 
become. 

The  laws  which  regulate  this  Fia.  94/ 

phenomenon  were  traced  with        ^^^^^-^^ 

great  success  by  Newton.     He  f}C__^ 

placed  a  convex  lens,  of  a  very  UlLr^T"T-T     -  ^ 

long  radius  of  curvature,  upon 
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the  flat  surface  of  a  plano-convex  lens.  Kg.  94  shows  a  section 
of  both  lenses^  the  curvature  of  which  is  much  exaggerated, 
Fig.  o«t.      in  Around  the  point  of  contact  the  rings 

developed  themselves  with  a  black  spot 
in  the  centre,  in  an  order  dependent 
upon  the  thickness  of  the  film  of  air 
included  between  the  two  plates  (fig. 
I  95).  Knowing  the  convexity  of  the 
upper  lens,  he  was  able  to  calculate 
the  thickness  of  the  film  required  to 
produce  any  given  tint.  He  thus  found  that  there  is  a  limit  to  the 
thickness  of  all  transparent  objects,  below  which  they  cease  to  be 
visible  in  reflected  light,  and  another  limit  in  thickness  above 
this,  beyond  which  they  reflect  only  white  light :  between  these 
two  thicknesses  the  phenomena  which  we  are  now  considering 
take  place.  The  thickness  of  the  film  which  produces  any  given 
colour  varies  with  the  nature  of  the  reflecting  plate,  being  in  the 
inverse  ratio  of  its  refractive  index.  At  and  below  the  thickness  of 
a^ 000 00  of  an  inch  the  film  of  air  exhibits  a  black  spot  when 
viewed  by  reflection,  and  above  To-boo  0  0.  i*  reflects  white  light. 
In  water  at  f  of  a  millionth  of  an  inch  a  black  spot  is  formed-; 
ftt)ove  1 0  oVo  0  0  ttie  reflected  light  is  white.  Glass  produces  the 
same  result  at  all  thicknesses  below  the  millionth  of  an  inch, 
and  reflects  white  light  at  all  thicknesses  above  -i  ooVooo  of 
an  inch. 

The  order  of  succession  of  the  colours  constitutes  what  is  termed 
Newton's  scale.  Six  or  seven  series  of  coloured  bands  may  thus 
be  distinctly  traced.  These  rings  when  produced  by  homogeneous 
light  are  alternately  bright  and  black ;  the  width  of  the  ring  is 
dependent  upon  the  colour,  aud  is  greatest  in  the  least  refrangible 
light.  The  overlapping  of  the  narrow  rings  by  the  broader  ones 
in  the  mixed  light  of  day,  is  thus,  as  in  the  case  of  the  coloured 
bands  produced  by  interference,  the  cause  of  the  brilliant  suc- 
cession of  colours. 

A  similar,  but  fainter  series  of  colours,  may  be  seen  in  the 
light  that  is  transmitted  through  the  film,  but  the  tints  are  in  this 
case  complementary  to  those  of  the  reflected  rays.  By  increasing 
the  obliquity  of  the  incident  rays,  the  breadth  of  the  rings  is 
increased  in  both  transmitted  and  reflected  light.  The  tints  of  the 
transmitted  rays  are  much  paler  than  those  seen  by  reflection; 
they  are  produced  by  the  interference  of  a  portion  of  light 
twice  reflected  within  the  plate,  with  the  beam  directly  trans- 
mitted : — 

Digitized  by  VjOOQIC 


DOUBLE    REFRACTION. 


201 


In  fig.  g6,  I R  represents  a  beam  Fig.  96. 

of  light  incident  upon  the  film^  shown 
in  magnified  section  at  f  p ;  part  of 
the  light,  R  Y,  is  reflected,  and  part, 
R  s  T,  transmitted ;  at  s,  the  second 
surface  of  .the  film,  a  portion  of  the 
light  is  a^ain  partially  reflected  to  u; 
at  u  part  is  transmitted,  and  inter- 
feres with  the  reflected  portion,  u  x, 
of  the  beam  k  u,  whicb  falls  upon  the 
upper  surface  of  the  film  at  the  spot  where  s  u  emerges.  Now,  since 
the  lengths  of  the  paths  of  the  rays,  i  r  s  u,  and  k  u  differ  by  a 
fraction  of  an  undulation,  owing  to  the  refraction  and  reflection  of 
the  portion  r  s  u  within  the  film,  interference  between  the  two  rays 
is  the  resxdt,  and  colours  are  produced  in  the  reflected  beam;  in  addi- 
tion to  this  action,  a  part,  u  v  w,  of  the  beam,  i  r,  is  a  second  time 
reflected,  and  passing  out  on  the  lower  surface  of  the  film,  inter- 
feres with  the  portion  of  k  u,  which  is  directly  transmitted,  and 
thus  the  colours  in  the  transmitted  light  are  occasioned.  The 
dotted  line,  v  z,  represents  the  track  which  is  taken  by  the  portion 
of  the  ray  k  u  v,  which  undergoes  reflection  from  the  internal 
lower  surface  of  the  film. 

§  II.  DOUBLE  REFRACTION POLARIZATION. 

(117)  Double  Refraction. — The  law  of  refraction  (101),  which 
is  true  for  water,  for  glass,  and  for  other  homogeneous  uncrystaUized 
media,  does  not  extend  to  all  transparent  bodies.  In  all  trans- 
parent crystals,  excepting  those  belonging  to  the  regular  system, 
the  refracted  ray  is  subdivided  into  two  portions,  and  hence  such 
bodies  are  said  to  possess  the  property  of  double  refraction. 

This  remarkable   action  upon  light  is  best  exhibited  in  the 


transparent  crystallized  variety  of  calcic 
carbonate,  known  as  Iceland  spar.  Place 
upon  a  dot,  d,  made  upon  a  sheet  of  white 
paper,  a  rhombohedron  of  Iceland  spar,  as 
A  B,  fig.  97,  and  look  down  upon  the  dot 
through  two  of  the  parallel  faces  of  the 
rhombohedron,  the  sides  of  which,  for  the 
sake  of  simplicity,  we  will  suppose  to  be 
all  equal :  two  images,  0,  e,  of  the  dot  wUl 
be  seen  instead  of  a  single  one ;  and  if  the 
crystal  be  turned  round  upon  the  paper, 
keeping  the  eye  steadily  fixed,  one  of  the 


Fig.  97. 
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images  will  appear  to  rotate  round  the  other,  which  preserves 
its  fixed  position.  The  line  which  joins  the  two  images  of  the 
dot  is,  under  all  circimistances,  parallel  to  the  diagonal,  a  b>  con- 
necting the  two  obtuse  angles  of  the  crystal :  around  this  line  the 
diflferent  parts  of  the  crystal  are  symmetrically  arranged.  Upon 
varying  the  obliquity  of  the  incident  ray  upon  the  surface,  it  is 
found  that  the  refracted  ray  Tihich  was  stationary  during  the 
movement  of  rotation,  preserves  the  constant  ratio  of  the  sines, 
and,  as  in  ordinary  cases  of  refraction,  falls  always  in  the  plane 
of  the  incident  ray ;  whilst  in  the  other  raythe  ratio  of  the  sines 
varies  at  different  obliquities  of  the  incident  ray ;  and,  excepting 
in  two  positions  of  the  crystal,  this  refracted  ray  never  occurs  in 
the  plane  of  incidence.  One  of  the  refracted  rays  follows  nearly 
the  usual  law  of  refraction,  and  is  hence  termed  the  ordinary  T^y ; 
while  the  other  follows  a  different  law,  and  is  called  the  eatra- 
ordinary  ray.  There  is  one  remarkable  direction  in  the  crystal, 
in  which  this  splitting  of  the  ray  does  not  take  place, — a  direction 
parallel  to  the  line  which  connects  the  two  obtuse  angles  of  the 
rhombohedron ;  this  line  is  called  the  optic  axis  of  the  crystal. 
To  render  this  obvious,  a  slice  of  the  mineral  may  be  cut  in  a 
direction  perpendicular  to  the  optic  axis,  a  6,  fig.  98  : 
it  will  be  found  on  looking  at  a  minute  object  per- 
pendicularly through  such  a  plate,  that  a  single 
image  of  it  only  will  be  seen.  When  the  object  is 
viewed  obliquely  through  the  plate,  a  double  image 
of  it  will  be  visible.  The  separation  of  the  two 
images  increases  with  the  obliquity  of  the  incident 
light  to  the  optic  axis,  until  it  is  at  right  angles  to  it,  when  it 
attains  its  maximum.  The  point  at  which  the  difference  between 
the  two  rays  attains  its  maximum  is  selected  for  determining  the 
index  of  refraction  for  the  extraordinary  ray.  In*  the  case  of 
Iceland  spar,  the  extraordinary  ray  is  refracted  less  powerfully 
than  the  ordinary  ray,  the  index  of  the  extraordinary  ray  being 
1*483,  that  of  the  ordinary  ray  1*654;  such  crystals  are  termed 
negative  doubly  refracting  crystals.  Instances,  however,  are  not 
wanting  in  which  the  extraordinary  ray  undergoes  the  greater 
refraction  of  the  two,  as  in  quartz  and  ice;  the  index  of  the 
extraordinary  ray  in  quartz  is  1*557,  whilst  that  of  the  ordinary 
ray  is  1*548.  Such  crystals  are  said  to  be  positive  or  attnu^tive. 
Both  rays,  if  they  emerge  from  a  surface  parallel  to  the  one  at 
which  the  incident  ray  entered,  are  parallel  to  each  other ;  but  if 
the  surface  be  inclined,  both  rays  proceed  with  increasing  diver- 
gence, each  exhibiting  the  colours  of  the  prismatic  spectrum.     In 
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an  cases,  the  thicker  the  ciTstal  the  greater  is  the  separation  of 
the  two  images. 

(ti8)  Influence  of  Crystalline  form  on  Double  Refraction. — 
Crystallized  subsfances  may  be  divided  into  two  classes,  according 
to  their  action  npon  light ;  and  their  optical  properties  are  inti- 
mately related  to  their  crystalline  form.     Thns  we  have : — 

1.  Singly  refracting  crystals^ — These  all  belong  to  the  regular 
system. 

2.  Doubly  refracting  crystals : — ^These  may  be  further  divided 
into  two  sub-classes,  d.  The  first  sub-class,  like  Iceland  spar, 
presents  only  one  optic  axis  in  which  no  double  refraction  occurs, 
and  it  includes  all  crystals  of  the  rhombohedral  and  pyramidal 
systems;  such  crystals  are  termed  uniaxaL  b.  The  second,  of 
Ifhich  aragonite  and  nitre  are  examples,  comprises  all  crystals  of 
the  three  remaining  systems, — namely,  the  prismatic,  the  oblique, 
and  the  doubly  oblique  systems ;  they  have  two  optic  axes,  which, 
however,  do  not  coincide  with  any  of  the  crystalline  axes,  but 
occur  in  resultant  directions  between  them.  Such  crystals  are 
said  to  be  bicucaL 

In  biaxal  crystals,  both  the  doubly  refracted  rays  obey  extra- 
ordinary laws  of  refraction. 

(119)  Polarization, — Light  that  has  been  transmitted  through 
a  doubly  refracting  prism,  has  undergone  a  remarkable  modifica- 
tion. If  received  upon  a  second  crystal  of  Iceland  spar  of  equal 
thickness,  placed  in  a  position  similar  to  that  of  the  first  (fig.  99,  i). 


Fig.  99. 


V 


\x 


both  rays  pass  through  it  unchanged,  except  that  they  are  sepa- 
rated further  from  each  other  in  proportion  to  the  thickness  of 
the  crystal,  but  the  extraordinary  ray  will  still  be  refracted  extra- 
ordinarily, and  the  ordinary  ray  ordinarily  j  the  principal  sections'^ 
of  the  two  crystals  are  parallel.     On  causing  the  second  plate  to 


*  In  aniaxal  ciystab  a  principal  section  is,  in  optical  language,  a  plane 
which  passes  parallel  to  the  optic  axis,  and  perpendicular  to  any  £ace  of  th& 
crystal,  natural  or  artifioiali  upon  which  the  light  is  incident. 
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describe  a  quarter  of  a  revolution^  so  that  the  principal  sections 
shall  be  at  right  angles,  as  shown  at  2,  still  but  two  images  will 
be  seen ;  but  now,  the  ordinary  ray  is  refracted  extraordinarily, 
the  extraordinary  ray  is  refracted  ordinarily.  When  the  second 
crystal  describes  another  quarter  of  a  revolution  as  at  3,  only  one 
image  is  visible,  the  rays  separated  by  the  first  are  reunited  by  the 
second;  in  all  other  intermediate  positions,  each  ray  is  doubly 
refracted,  and  four  imr.ges  become  visible  :  the  intensity  of  the 
images  taken  together  is  constant,  one  pair  fading  as  the  other 
increases  in  brightness,  and  vice  versd.  Each  ray,  therefore,  on 
emerging  from  a  crystal  of  calcareous  spar,  has  acquired  new  pro- 
perties :  it  is,  no  longer  subject  to  further  subdivision  by  a  second 
crystal  when  placed  in  particular  positions.  The  rays  in  fact 
appear  to  have  acquired  sides,  and  to  have  new  relations  to  certain 
planes  within  the  crystal ;  such  rays  are  said  to  be  polarized. 

Many  crystals,  when  cut  into  plates  parallel  with  their  axis, 
produce  a  similar  effect  upon  the  light  which  passes  through 
them :  some  kinds  of  tourmaline  exhibit  this  phenomenon  in  a 
very  marked  manner.  Tourmaline  is  a  doubly  refracting  pris- 
matic crystal,  which  transmits  the  extraordinary  ray  alone,  and 
absorbs  the  ordinary  ray.  If  a  plate  of  this  mineral  cut  from  a 
brown  or  green  specimen,  parallel  to  the  axis  of  the  prism,  a  a, 
(fig.  100,  1),  be  placed  between  the  eye  and  a  lighted  candle,  a 
considerable  portion  of  light  will  traverse  the  plate,  and  the 
amount  of  light  will  be  in  no  way  affected  on  turning  the  plate 
round  in  its  own  plane ;  but  if  light  which  has  been  thus  trans- 
mitted through  one  plate  of  this  mineral,  be  allowed  to  fall  upon 
Fig.  100.  a   second   similar  plate,   it  will 

traverse  this  without  interruption 
only  when  the  axes  of  the  two 
plates  are  parallel  (fig.  100,  i) ; 
but  it  will  be  completely  inter- 
rupted where  the  plates  overlap, 
when  the  second  plate  is  made 
to  describe  a  quarter  of  a  rota- 
tion in  its  own  plane,  2, ;  the  axes 
of  the  two  plates  are  then  at  right  angles  to  each  other :  in  all 
intermediate  positions,  light  will  be  transmitted  with  greater  or 
with  less  intensity,  according  as  the  axes  are  more  nearly  parallel^ 
or  perpendicular  to  each  other.* 

*  When  such  a  plate  of  tourmaline  is  rendered  incandescent,  the  light 
which  it  emits  is  partially  polarized,  but  it  is  polarized  in  a  plane  at  right 
angles  to  that  of  the  polarized  beam  which  it  transmits. 
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If  the  two  pencils  emer^ng  from  a  rhombohedron  of  Iceland 
spar  be  examined  by  means  of  a  plate  of  tourmaline,  it  will  be 
found  that  the  ordinary  image  is  most  intense  when  the  axis  of 
the  tourmaline  is  at  right  angles  to  the  principal  section  of  the 
rhombohedron,  and  that  it  is  extinguished  when  the  axis  of  the 
tourmaline  is  parallel  to  the  principal  section,  whilst  the  opposite 
results  occur  with  the  extraordinary  ray.  Both  rays  are  there- 
fore polarized,  but  under  diflFerent  circumstances. 

(120)  Polarization  by  Reflection, — Polarization  may  also  be 
effected  by  means  of  reflection.  Whenever  light  is  reflected  from 
the  surface  of  a  transparent  medium,  a  certain  portion  of  such 
light  undergoes  this  remarkable  change ;  and  at  a  particular  angle, 
varying  with  each  medium  according  to  its  refractive  power,  the 
whole  of  the  incident  light  that  is  reflected  is  polarized.  This 
effect  takes  place  when  the  reflected  and  the  refracted  ray  form  a 
right  angle  with  each  other :  consequently  the  higher  the  refract- 
ing powCT  the  greater  is  the  polarizing  angle  :  with  crown  glass 
this  angle  is  56°  45',  with  water  53°  11',  and  with  Iceland  spar 

58°  51'. 

When  light  which  has  been  polarized  by  any  of  these  means  is 
examined  by  a  reflecting  plate,  inclined  to  the  ray  at  the  polarizing 
angle,  other  remarkable  properties  are  observed.  Common  light 
will  be  reflected  indifferently,  whether  the  reflecting  plate  be 
placed  above  or  below  the  ray,  to  the  right  or  to  the  left  of  it,  though 
the  inclination  of  the  plate  to  the  ray  continue  to  be  the  same. 
It  is  not  so  with  polarized  light.:  suppose  a  beam  thus  affected  to 
fall  upon  any  transparent  reflector  inclined  to  the  ray  at  the 
polarizing  angle ;  if  the  light  be  completely  reflected  when  the 
mirror  is  placed  below  the  ray,  it  will  not  be  reflected  at  all,  but 
be  wholly  transmitted  when  the  plate  is  placed  on  either  side, 
and  when  placed  above,  it  will  again  be  wholly  reflected ;  at  inter- 
mediate points  part  will  be  reflected  and  the  remainder  transmitted  ; 
the  proportion  which  is  reflected  is  greater  the  more  nearly  the 
plane  of  the  second  reflection  coincides  with  that  of  the  first,  the 
light  being  wholly  transmitted  when  the  two  are  at  right  angles 
to  each  other. 

These  facta  admit  of  easy  ^iq  101 

experimental  proof.    Provide 

two  tabes,  B,  c  (fig.  i  o  i ),  which      ^  ^  / 

are  fitted  so  as  to  allow  of  their      '  \  y^ 

being  turned  round  one  within         \  / 

the  other.     Fasten  obliquely    A<!fe.\  L^^ 

to  the  end  of  each  tube  a  flat         ^^^=^^^^55gf=^F^r5""~ZIzfilfe^^'"^"'^ 
transparent  plate  of  glass,  p,  ^     '  ^i^^^^^^^^^MU 

A,  so  as  to  form  an  angle  of 
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^6^  4j'  between  Uie  line  p  a,  and  a  perpendicalar  to  the  point  at  which  p  a 
falls  npon  the  surface  of  each  plate.  The  tnhe  b,  with  its  attached  plate 
A,  can  now  be  tarned  round  on  the  tube  c,  without  altering  the  inclination  of  the 
plate  to  a  ray  passing  along  the  axis  of  the  two  tubes ;  but  the  plate  a,  according 
to  its  position,  will  reflect  the  ray  upwards  or  downwards,  to  the  right  or  to  the 
lefl.  We  can  therefore  alter  the  plane  in  which  the  reflection  is  produced,  with- 
out altering  the  angle  of  the  reflector  to  the  ray.  If  the  light  be  common  light, 
such  as  that  from  a  candle  placed  as  at  J,  no  matter  whether  the  plane  a  be 
_  placed  below  ^e  ray  as  in  fig. 

JJio.  102.  1 01,  or  above  it  as  in  fig.  io2, 

y        or  to  the  right  or  to  the  left, 
7  an  observer  placedin  the  direc- 

tion which  the  reflected  ray, 
o,  would  follow,  would  seethe 
candle  distinctly :  but  the  case 
would  be  different  if  the  candle 
were  placed  as  at  i,  where  the 
/  light  would  be  reflected  firora 

/  ^  the  plate  p,  along  the  axis  of 

the  tubes;  by  reflection  at  this 
particular  angle  it  would  be  in  great  measure  polarized.  So  long  as  the  plate  a 
retains  the  position  represented  in  fig.  loi,  the  reflected  ray  would  fall  in  the  same 
plane  as  that  in  which  polarization  took  place,  and  the  candle  would  be  seen  by 
an  observer  stationed  in  the  direction  of  the  reflected  ray.  But  suppose  the  tube 
B  to  be  turned  slowly  round  the  ray ;  by  following  the  image  as  the  tube  is  turned, 
the  light  of  the  candle  will  be  seen  to  become  gradually  fainter  and  fainter,  until, 
when  the  tube  has  been  turned  a  quarter  of  the  way  round,  it  wOl  be  almost  in- 
visible; the  plane  of  reflection  is  now  at  right  angles  to  that  of  pdarization,  and 
the  light  which  falls  upon  A  is  almost  wholly  transmitted :  on  turning  it  further* 
the  light  again  becomes  more  and  more  distinct,  till,  when  the  tube  has  been 
turned  half  round,  the  candle  is  seen  as  brightly  as  at  first ;  the  plane  of  reflec- 
tion again  coincides  with  that  of  polarization  :  if  it  be  turued  still  further,  at  the 
third  quadrant  the  light  again  disappears,  until,  on  completing  the  revolution,  it 
is  as  distinctly  visible  as  at  first. 

The  plaaie  of  incidence,  or  the  plane  of  reflection  in  which  the 
polarization  was  produced,  is  called  the  plane  of  polarization.  The 
original  plane  of  polarization  may  be  easily  ascertained  in  any  ray^ 
by  whatever  means  it  may  have  been  polarized,  because  it  is  idways 
at  right  angles  to  the  plane  in  which  extinction  occurs  when  thQ 
ray  is  examined  by  a  reflecting  glass  mirror,  inclined  to  the  ray 
at  the  polarizing  angle.  In  this  manner  it  is  proved  not  only  that 
the  doubly  refracted  rays  transmitted  by  Iceland  spar  are  each 
polarized,  but  that  they  are  polarized  in  planes  at  right  angles  to 
each  other,  the  ordinary  ray  being  polarized  in  the  plane  of  emer- 
gence :  in  the  case  of  tourmaline,  it  is  found  that  the  emergent  ray 
is  polarized  in  a  plane  perpendicular  to  the  axis  of  the  crystal. 

When  the  condition  of  polarization  has  once  been  impressed 
upon  a  beam  of  light,  it  continues  to  be  permanent,  whether  the 
subsequent  course  of  the  ray  be  long  or  short,  provided  it  continue 
in  a  homogeneous  medium. 
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(lai)  Distinction  between  Common  and  Polarized  Light, — 
Every  beam  of  common  light  appears  to  consist  of  a  rapid  succes- 
sion of  systems  of  waves,  each  system  undulating  in  a  determinate 
piano,  always  at  right  angles  to  the  direction  pursued  by  the  ray; 
but  the  inclination  of  this  plane  in  one  system  varies  at  all  possible 
jingles  with  the  plane  of  vibration  in  the  preceding  and  succeeding 
systems.  As  a  resultant  oi  these  various  motions,  common  light 
may  be  regarded  as  composed  of  two  beams  of  light  which  are 
vi]H*atiDg  m  jdanes  at  right  angles  to  each  other.  Polarized  light 
diflFers  from  ordinary  light  in  being  produced  by  vibrations  in  a 
single  plane  only,  that  plane  being  coincident  with  the  plane  of 
polarization  (Holtzmann) ;  ^  and  the  phenomenon  of  polarization 
consists  simply  of  the  resolution  of  the  vibrations  of  common  light 
into  two  sets,  in  two  rectangular  directions,  and  the  subsequent 
separation  of  the  two  systems  of  waves  thus  produced  ^  (Lloyd, 
Wave  Theory  of  Light,  ii.  29).  The  effect  of  a  crystal  of  Iceland 
spar  upon  common  light  will  be  best  understood  by  considering 
its  action  upon  a  beam  which  has  been  already  polarized.  When 
a  beam  of  light  polarized  in  any  given  plane  falls  upon  a  crystal 
of  Iceland  spar,  it  is  split  into  two  portions,  the  relative  inten- 
sity of  which  varies  with  the  inclination  of  the  plane  of  polariza- 
tion to  the  principal  section  of  the  crystal,  one  beam  vanishing 
altogether  when  the  other  is  at  a  maximum.  Now  common  light 
consists  of  successive  systems  of  waves,  each  system,  during  the 
minute  fraction  of  a  second  which  forms  the  period  of  its  dura- 
tion, being  in  the  condition  of  a  polarized  beam  ;  for  its  vibrations 
occur  in  one  definite  plane.  When  the  undulations  belonging  to 
one  of  these  systems  fall  upon  the  spar,  they  are  divided  into  two 
pencils  of  unequal  intensity,  but  owing  to  the  extremely  brief 
duration  of  each  system^  the  pencils  produced  by  several  hundred 
of  these  systems  in  succession,  are  simultaneously  (so  far  as  the  eye 
can  perceive)  thrown  upon  the  same  spot;  the  greater  intensity 
of  the  light  produced  by  some  of  these  systems  compensates  for 
the  feebler  intensity  of  others,  and  the  resultant  effect  is  the  pro- 
duction of  two  beams  which  are  of  equal  intensity  whatever  be 
the  position  of  the  spar.  The  result  of  the  analysis  is  the  same 
as  that  which  would  have  been  yielded  by  a  compound  ray,  con- 
sisting of  two  other  rays  polarized  in  planes  at  right  angles  to  each 
other,  one  plane  coinciding  with  the  principal  section  of  the  crystal, 
and  the  other  being  at  right  angles  to  it. 

Since  the  vibrations  of  a  polarized  ray  always  occur  in  the 
same  plane,  we  may,  with  the  assistance  of  a  rude  illustraticm, 
form  some  idea  of  the  reason  why  it  appears  to  be  possessed  of 
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sides.  If  we  imagine  the  reflecting  surface  to  be  made  up  of  a 
series  of  parallel  fibres  lying  only  in  one  direction,  these  fibres 
would  allow  the  passage  of  all  the  rays  in  common  light  which 
undulate  in  a  plane  parallel  to  their  direction,  and  would  reflect 
the  rest :  whilst  polarized  light,  if  undulating  in  a  plane  parallel 
to  the  fibres^  would  be  wholly  transmitted  ;  but  if  its  undulations 
were  in  a  plane  at  right  angles  to  the  fibres  it  would  be  wholly- 
reflected. 

j,j^  (122)    Polarization  by  Bundles  of  Plates. — 

Light  may  also  be  polarized  at  other  angles  by  a 
series  of  successive  reflections  firom  several  trans- 
parent plates :  a  pile  of  glass  plates,  as  shown  at 
fig.  103,  is  often  made  use  of  for  this  purpose; 
part  of  the  light  is  transmitted  whatever  may  be 
the  angle  of  incidence:  but  the  light  polarized 
by  reflection  is  always  equal  in  quantity  to  that  which  is  polarized 
by  transmission,  and  it  is  polarized  in  a  plane  at  right  angles  to  it. 
(123)  Botation  of  Plane  of  Polarization  hy  Analyser, — In  all  cases  where 
a  polarized  beam  is  received  on  a  reflecting  or  analysing  surface,  the  plane  of  re- 
flection of  which  does  not  coincide  with  the  plane  of  polarization,  the  plane  of 
polarization  becomes  changed.  The  rotation  of  the  plane  of  polarization  is  always 
towards  that  of  reflection,  and  the  amount  of  this  rotation  depends  upon  the  angle 
of  incidence,  which  the  ray  forms  with  the  analysing  plafce.  If  the  light  be  in- 
cident upon  the  analysing  plate  at  the  polarizing  angle,  the  plane  of  polarization 
is  brought  to  coincide  with  that  of  reflection :  but  the  rotation  of  the  plane  of 
polarization  is  less  in  proportion  as  the  angle  of  incidence  difibrs  more  from  the 
polarizing  angle.  A  corresponding  alteration  in  the  plane  of  polarization  is  effected 
by  refraction  upon  the  transmitted  beam,  but  it  is  in  an  opposite  direction. 

(124)  Colours  of  Polarized  Light. — ^When  a  beam  of  polarized 
light  is  transmitted  in  particular  directions  through  plates  of  doubly 
refracting  bodies,  a  series  of  splendid  phenomena  are  observed,  de- 
pendent upon  the  production  of  colours,  which  vary  with  the  cir- 
cumstances of  the  experiment.  The  simplest  method  of  rendering 
these  colours  visible  consists  in  adjusting  two  reflectors,  so  that 
the  image  polarized  by  reflection  from  the  first  may  be  extinguished 
in  the  second.  The  first  is  called  the  polarizing,  the  second  the 
analysing  plate.  By  introducing  a  thin  plate  of  any  doubly  re- 
fracting substance,  such  as  mica,  quartz,  or  selenite,  cut  in  a 
direction  parallel  to  that  of  the  optic  axis,  the  image  suddenly 
reappears  in  the  analysing  plate,  but  it  is  tinged  of  a  particular 
colour.  If  while  the  ray  falls  perpendicularly  on  the  interposed 
plate,  the  plate  be  turned  round  in  its  own  plane,  two  positions 
will  occur  in  which  the  image  completely  disappears ;  these  posi- 
tions are  at  right  angles  to  each  other.  In  one,  the  principal 
section  of  the  plate  coincides  with  the  plane  of  polarization,  and  in 
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the  other  it  is  perpendicular  to  it.  The  colour  does  not  change 
during  this  rotation,  but  only  varies  in  intensity.  But  if  the 
crystal  remain  fixed,  and  the  analysing  plate  be  made  to  rotate, 
the  colour  will  pass  through  every  grade  of  the  same  tint,  into  the 
complementary  colour,  and  at  each  succeeding  quadrant  the  hue  is 
exactly  complementary  to  that  which  was  exhibited  in  the  pre- 
ceding one.  This  remarkable  phenomenon  is  most  distinctly  seen 
by  substituting  a  rhombohedron  of  calcareous  spar  for  the  analysing 
plate,  so  as  to  obtain  two  images  of  the  polarized  beam :  on  turn- 
ing the  spar  round,  the  two  images  will  be  seen  tinged  of  com- 
plementary hues  in  all  parts  of  the  revolution ;  and  if  the  two 
images  be  allowed  to  overlap  a  little,  the  overlapping  portions  will 
in  all  positions  be  white.  If  the  thickness  of  the  interposed 
crystalline  laminae  be  varied,  the  tints  will  vary  according  to  the 
thickness,  and  the  succession  of  tints  will  follow  the  same  order 
as  in  Newton^s  rings,  so  that  when  the  laminae  exceed  a  certain 
thickness  the  light  is  white.  The  production  of  these  colours  is 
not  confined  to  crystallized  minerals,  but  they  are  obtainable  in  a 
less  degree  with  substances  of  animal  origin,  such  as  quill,  horn, 
or  membrane. 

(125)  Coloured  Ring's, — K  the  plate  interposed  between  the 
polarizing  and  analysing  surfaces  be  cut  from  a  uniaxal  crystal  in 
a  direction  perpendicular  to  that  of  the  optic  axis,  the  transmitted 
ray  will  still  be  coloured,  but  the  phenomenon  is  diflFerent,  and 
still  more  beautiful.  A  series  of  coloured  rings  will  be  observed, 
intersected  by  a  cross,  which,  in  one  position  of  the  analysing 
plate  will  be  white  (fig.  104,  i) ;  on  causing  the  analyser  to  rotate 
through  an  arc  of  90°,  the  white  cross  will  be  succeeded  by  a 
black  one  (fig.  104,  2),  and  the  rings  of  colours  will  exhibit  tints 

Fig.  104. 


complementary  to  those  before  observed;  at  the  next  quadrant  the 
colours  of  the  first  reappear,  whilst  at  the  succeeding  quadrant 
1  p 
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they  are  again  complementary.  Rotation  of  the  crystal  on  its 
own  axis  produces  no  change  in  the  tints  or  in  the  position  of 
the  cross. 

Pig.  105.  The  general  expla- 

nation of  these  facts  is 
not  difficult : — 

If  p  p  (fig.  105)  be 
a  section  of  the  inter- 
posed plate,  I  the  diver- 
ging polarized  beam,  t  t 
^  the  tourmaline,  u  v  w  a 
section  of  the  screen  on 
which  the  image  is  received,  it  is  obvious  that  the  rays,  1  v, 
which  traverse  the  plate  p  p,  parallel  to  the  optic  axis,  will 
suffer  no  change ;  but  all  the  lateral  rays,  i  u,  i  w,  which  fall 
upon  p  p  more  or  less  obliquely,  according  to  their  distance  from 
the  line  i  v,  will  be  doubly  refracted  in  opposite  planes  j  one  of  each 
these  doubly  refracted  rays  will  thus  be  retarded  upon  the  other, 
and  as  soon  as  the  two  rays  are  brought  into  the  same  plane  by 
the  action  of  the  analysing  tourmaline,  they  interfere,  and  give 
rise  to  the  brilliant  colours  which  are  observed.  The  formation  of 
the  cross  is  occasioned  by  the  absence  erf  any  change  in  the  plane 
of  polarization  of  those  rays  which  traverse  the  principal  section  of 
the  crystal  which  either  coincides  with  the  plane  of  polarization,  or 
is  perpendicular  to  it ;  these  rays,  consequently,  do  not  interfere 
when  analysed  by  the  tourmaline.  The  arms  of  the  cross  are 
alternately  white  or  black,  according  as  the  axis  of  the  tourma- 
line is  parallel  to  the  original  plane  of  polarization,  or  is  at  right 
angles  to  it. 

With  biaxal  crystals,  such  as  aragonite,  plumbic  carbonate, 
nitre,  and  borax,  the  phenomena  are  even  more  beautiM,  a  double 

Fig.  106. 


system  of  rings  being  formed,  in  which  the  curves  are  of  a  different 
order,  owing  to  the  more  complicated  phenomena  resulting  from 
the  mutual  action  of  the  optic  axes ;  the  surface  of  the  section 
being  oblique  to  both  these  axes :  the  greater  the  angle  formed 
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witli  each  other  by  the  axes^  the  further  will  the  rings  be  asunder. 
The  two  axes  are  inclined  to  each  other  in  nitre  at  an  angle  of  5^  20'; 
in  aragonite  at  an  angle  of  18^  18';  inboraxat  anangleof  39^;  and 
in  topaz  the  angle  is  between  49^  and  50^ :  the  position  of  the  inter- 
secting cross  varies  when  the  crystalline  plate  is  made  to  rotate;  and 
the  colours  become  complementary  when  the  analyser  is  turned 
roimd.  The  general  outline  of  these  figures  is  represented  in  fig.  io6. 

An  interesting  connexion  has  been  established  between  these 
phenomena  and  the  state  of  molecular  tension  in  the  solid^  by  the 
discovery  that  these  appearances  may  at  will  be  produced  in  un- 
crystallized  media,  such  as  glass,  or  in  regular  crystals,  whenever 
homogeneity  is  interfered  with  in  regular  progression.  This  fact 
is  rendered  evident  by  the  application  of  pressure,  laterally,  to  a 
strip  of  glass  which  previously  exerted  no  doubly  refracting  in- 
fluence. The  parts  compressed  acquire  a  negative  double  refrac- 
tion ;  and  they  are  separated,  by  a  neutral  line  where  the  particles 
of  the  solid  retain  their  normal  condition,  from  those  on  the 
opposite  edge,  which  have  become  dilated,  and  show  positive 
double  refraction.  TMs  want  of  homogeneity  exists  permanently 
in  glass  which  has  been  imperfectly  annealed ;  and,  according  to 
the  form  given  to  it  by  grinding,  it  is  possible  to  alter  the  tension 
of  the  particles  in  different  directions,  and  produce  the  phenomena 
of  uniaxal  or  of  biaxal  ipia.  107. 

crystals :  a  square  or  a 
circular  plate,  for  in- 
stance, belongs  to  the 
uniaxal  system(asshown 
in  fig.  107),  while  an 
elliptic  plate  occasions  f  ^  J  A 
rings  referable  to  the 
biaxal  form. 

(ia6)  Coloured  Rotatory  {Circular)  Polarization. — There  arcj 
however,  cases  in  which  the  plane  of  polarisation  of  the  ray  is 
continually  changing,  during  its  entire  progress  through  the  medium 
employed  to  produce  the  coloration ;  in  some  substances  the  plane 
of  polari2ation  revolves  from  left  to  right  (like  the  hands  of  a 
dock  facing  the  observer) ;  in  others  from  right  to  left.  Rock 
crystal  was  the  substance  in  which  this  effect  was  first  observed. 
If  a  polarized  ray  be  transmitted  through  a  plate  of  rock  crystal 
cut  in  a  direction  perpendicular  to  that  of  the  axis  of  the  prism, 
the  plane  of  polarization  undergoes  rotation  in  a  degree  propor* 
tioned  to  the  thickness  of  the  plate.  The  amount  of  this  rotation 
differs  for  each  colour,  and  increases  according  to  the  increase  of 
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the  refrangibility  of  the  ray.  If  the  incident  light  be  white,  the 
emerging  light,  when  examined  by  an  analysing  plate,  is  there- 
fore seen  to  be  coloured.  The  central  portion  only  of  the  pencil 
of  light  (which  traverses  the  plate  vertically,  parallel  to  its  optic 
axis)  exhibits  these  phenomena ;  at  oblique  incidences,  the  usual 
law  of  interference  prevails,  and  coloured  rings  are  formed.  Cer- 
tain crystals  of  quartz  produce  left-handed,  certain  other  crystals 
of  it,  right-handed  polarization.  In  right-handed  quartz  the  cen- 
tral colours  ascend  in  the  scale,  when  the  analyser  is  turned  in  the 
direction  of  the  hands  of  a  watch,  the  succession  being  red,  orange, 
yellow,  green,  &c.,  and  the  rings  appear  to  expand  with  the  revo- 
lution of  the  analyser.  When  homogeneous  light  is  employed, 
each  colour  disappears  at  a  particular  angle  of  the  analyser.  In 
crystals  of  quartz  of  a  diflferent  hemihedral  form,  or  in  which  the 
secondary  planes  of  the  crystal  are  arranged  differently  from  those 
of  the  left-handed  variety,  the  same  phenomena  occur,  but  in  the 
opposite  direction.  Sodic  chlorate,  which  crystallizes  in  forms 
belonging  to  the  regular  system,  yields  hemihedral  crystals,  and 
exhibits  a  power  of  rotation  over  the  polarized  ray,  analogous  to 
that  of  quartz;  the  rotation  being  right-handed  or  left-handed, 
according  as  the  crystal  is  hemihedral  to  the  right  or  to  the  left. 

There  are  also  some  liquids  which  produce  rotatory  polarization 
of  a  similar  kind.  Solution  of  sugar-candy,  for  example,  gives  a 
right-handed  rotation ;  oil  of  lemons  does  so  likewise.  Certain 
varieties  of  oil  of  turpentine  produce  a  left-handed  rotation.  In 
all  these  cases  the  degree  of  the  rotation  effected  by  liquids  is  much 
less  than  that  produced  by  quartz ;  and,  consequently,  the  light 
must  traverse  a  much  greater  depth  of  the  liquid  to  exhibit  the 
effect.  Oil  of  turpentine  has  a  power  not  exceeding  yt  of  ttat  of 
quartz.  Dilution  with  an  inactive  liquid  does  not  destroy  or  even 
weaken  the  power,  provided  that  the  depth  of  the  column  be  in- 
creased in  proportion  to  the  extent  of  the  dilution.  A  mixture 
of  two  substances  acting  oppositely  produces  a  result  exactly  equal 
to  the  difference  between  the  two. 

Biot,  who  discovered  the  phenomenon  of  coloured  rotatory,  or  as  it  is  oilen 
incorrectly  termed,  circular  polarization,*  has  applied  it  to  chemical  purposes. 
It  may  be  used,  for  example,  to  ascertain  the  purity  of  syrups ;  crystallizable 
cane  sugar  causes  a  right-handed  rotation,  while  the  molasses,  or  uncrystallizahle 
syrup,  produces  a  rotation  of  the  ray  to  the  left.  The  observation  is,  however, 
too  delicate  to  admit  of  practical  application  to  the  purposes  of  the  refiner.  In 
order  to  measure  the  extent  of  the  rotation,  the  solution  for  trial  is  placed  in  a 


*  Circular  polarization  was   discovered  by  Fresnel,  and    is  quite  distinct 
from  the  phenomenon  now  under  consideration. 
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long  glass  tube  shown  at  o  o  (fig.  loS)/  closed  at  the  two  ends  by  flat  plates  of 
glass.  This  tube  is  placed  within  a  metaUic  tube,  r  s,  for  the  purpose  of  ex- 
cluding stray  light.     A  beam  of  homogeneous  Ught,  obtained  by  transmission 

Pig.  io8. 


through  red  glass,  is  polarized  by  reflection  from  the  mirror  of  black  glass  a  h, 
A  Nicol's  prism,*  or  other  polarizing  eye-piece,  n,  is  so  mounted  as  to  admit  of 
rotation  around  the  line  d  i;  this  eye-piece  is  provided  with  a  vernier,  m, 
which  traverses  a  circle,  p  q,  divided  to  degrees,  for  the^  purpose  of  measuring 
the  angular  rotation  of  the  eye-piece.  The  eye-piece  is  then  so  adjusted,  that 
when  the  polarized  beam  becomes  no  longer  visible,  the  vernier  stands  at  o^. 
Kow,  if  the  tube,  o  o,  full  of  solution,  be  placed  on  the  supports,  a,  b,  so  that  it 
shall  be  traversed  by  the  reflected  ray,  %  d,  light  becomes  visible  to  the  observer 
at  n,  but  on  causing  the  eye-piece  to  rotate  to  the  right  or  to  the  left  (according 
to  the  nature  of  the  solution),  the  image  again  disappears :  the  amount  of  the 
movement  to  the  right  or  to  the  left  expresses  the  amount  of  rotatory  power 
exerted  by  the  liquid  under  the  circumstances. 

An  experienced  observer  usually  substitutes  the  white  light  of  day  for  that 
of  the  red  glass.  In  this  case  the  rotatory  power  is  measured  from  a  particular 
violet  tint,  the  teinie  de  pcusage  of  French  writers,  which,  from  the  suddenness 
with  which  by  a  slight  rotation  it  passes  into  red  on  the  one  side,  or  into  blue 


*  The  Nicol's  prism  aflbrds  a  convenient  means  of  obtaining  a  polarized 
beam,  depending  upon  the  principle  of  total  reflection  (102).  It  is  prepared  in 
the  following  manners  A  long  rhomboidal  prism  of  Iceland  spar,  the  base  of 
which  is  equal  to  one-third  of  its  length,  is  divided  in  half  by  a  plane  perpen- 
dicular to  the  plane  of  the  longer  diagonal  of  the  base^  the  line  of  section 
passing  through  the  opposite  obtuse  solid  angles  of  the  prism,  so  as  to  divide 
it  obliquely  into  two  equal  portions ;  the  two  halves  of  the  prism  are  then 
re-united  by  means  of  Canada  balsam.  When  light  is  transmitted  through 
the  prism  parallel  to  its  length,  the  incident  light  falls  very  obliquely  upon 
the  layer  of  Canada  balsam ;  and,  as  the  balsam  has  a  smaller  refractive  index 
than  the  ordinary  ray,  i^is  ray  experiences  total  reflection,  whilst  the  extra- 
ordinary ray  alone  is  transmitted,  because,  the  refractive  index  of  the  balsam 
being  greater  than  that  of  the  extraordinary  ray,  total  reflection  does  not  occur  in 
its  case.  -  '  .     ■■  ■  ^ 
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on  the  other,  is  the  most  favourable  for  accurate  observation.  The  tube,  with 
its  liquid  contents,  is  interposed  between  the  polarizing  mirror  and  the  eye-piece, 
previoilslj  adjusted  to  zero,  and  the  rotation  is  estimated  hj  the  angular  motion 
necessary  to  produce  the  violet  tint.* 

It  is  remarkable  that  the  vapours  of  oil  of  turpentine  and  of  some  other 
liquids  which  exhibit  the  power  of  coloured  rotatory  polarization,  display  the 
phenomenon  when  seen  through  very  long  tubes,  though  more  feebly  than  the 
liquids  themselves. 

(127)  Magnetic  Polarization. — Faraday  has  discovered  another 
modification  of  coloured  rotatory  polarization,  which  homogeneous 
transparent  solids  and  liquids  exert  upon  light  with  various  degrees 
of  intensity^  when  subjected  to  magnetic  power  of  very  exalted 
degree.  Some  of  these  singular  results  will  be  more  particularly 
described  at  a  future  point  (3^2). 

§  III.   INFLUENCE   O?    LIGHT   ON   CHEMICAL    ATTRACTION — 
PHOTOGRAPHY. 

(127  a)  Supposed  Influence  of  Light  on  Crystallization, — It  is  a  familiar  ob- 
servation that  bodies  which  crystallize  as  they  are  condensed  after  spontaneous  sub- 
limation,— such  as  camphor,  naphthalin,  and  Faraday's  chloride  of  carbon, — ^if 
placed  in  glass  vessels,  often  collect  upon  the  side  of  the  glass  which  is  exposed 
to  the  light,  whilst  no  crystals  are  deposited  upon  the  other  side  of  the  vessels. 
This  effect,  however,  is  not  confined  to  crystallizable  substances.  If  a  few  drops 
of  water  be  placed  at  the  bottom  of  a  bottle,  the  sides  of  which  are  kept  dry,  and 
the  mouth  of  the  bbtUe  be  closed,  a  deposit  of  globules  of  moisture  will  generally 
be  observed  upon  a  particular  portion  of  the  side,  and  often  this  deposit  occurs 
upon  the  illuminated  side  of  the  bottle.  A  similar  effect  is  frequently  seen  in  the 
vacuum  of  a  barometer,  globules  of  mercury  being  condensed  upon  the  side  of 
the  tube.  It  was  generally  supposed  that  these  effects  were  due  to  some  subtle 
influence  exerted  by  light,  but  Tomlinson  has  shown  conclusively  that  they  are 
simply  owing  to  differences  in  temperature ;  the  crystals,  or  the  liquid,  becoming 
condensed  upon  that  part  of  the  vessel  which,  from  accidental  circumstances,  is 
the  coldest  (PhiL  Mag.  Nov.  1862). 

(127  b)  Chemical  Actions  of  Light, — The  rays  of  the  sun  are 
not  only  the  great  source  both  of  light  and  heat  to  the  globe 
which  we  inhabit,  but  they  are  constantly  exerting  upon  the  various 
substances  upon  its  surface,  a  chemical  influence  of  the  utmost 
importance  to  the  existence  of  animal  and  vegetable  life,  and  to 
the  permanence  of  the  present  order  of  creation.  The  occurrence 
of  this  remarkable  chemical  activity  in  the  solar  rays  may  be  shown 
in  various  ways : — ^When  perfectly  dry  chlorine  is  mixed  in  the 
dark  with  hydrogen,  no  chemical  change  takes  place ;  if  the  two 
gases  have  been  exposed  separately  to  the  beams  of  the  sun,  and 
have  subsequently  been  mixed  in  the  dark,  they  may  be  preserved 


*  Full  details  of  the  most  approved  method  of  conducting  the  operation  are 
given  by  Clerget,  Ann,  de  Chimie,  IIL  xxvL  175. 
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in  this  condition  also  without  change^  so  long  as  they  are  screened 
from  the  light ;  but  if  the  mixture  be  exposed  to  difi^sed  daylight^ 
it  will  be  observed  that  the  two  gases  begin  gradually  to  combine^ 
and  if  they  be  free  from  admixture  with  uncombined  oj^ygen  or 
excess  of  hydrogen^  sudden  combination  with  explosion  occurs 
when  they  are  exposed  to  the  direct  rays  of  the  sun.  The  rapidity 
with  which  this  combination  occurs  is  proportioned  to  the  intensity 
of  the  light ;  and  an  instrument  fen*  measuring  the  amount  of  the 
action  which  is  produced  by  diffused  daylight  was  described  by 
Draper^  under  the  somewhat  fanciful  name  of  the  tithonometer 
(PAi/.  Mag.  Dec.  1843). 

(127  c)  Photo-chemical  Induction. — An  elaborate  investigation 
of  the  circumstances  which  influence  the  action  of  light  upon  a 
mixture  of  chlorine  and  hydrogen^  by  Bunsen  and  Boscoe^  wiU 
be  found  in  the  Phil.  Trans,  for  1857. 

From  these  investigations  it  appears  to  be  probable  that  a 
species  of  induction  precedes  the  chemical  action.  It  was  ascer- 
tained by  Draper  that  on  exposing  the  explosive  mixture  of  chlorine 
and  hydrogen  to  diffused  daylight^  the  amount  of  condensation 
gradually  increases  for  a  few  minutes^  until  it  attains  a  maximum^ 
at  which  point  the  rate  of  combination  between  the  two  gases 
continues  to  be  uniform  for  equal  amounts  of  incident  light. 
Draper  attributed  this  slow  attainment  of  the  maximum  rate^  to 
an  effect  of  light  upon  chlorine  aJone^  in  consequence  of  which  it 
was  gradually  converted  into  a  new  and  more  active  modification. 
Bunsen  and  Boscoe^  however^  did  not  find  that  either  chlorine  or 
hydrogen,  when  separately  exposed  to  light,  exhibited,  after  they 
had  been  mixed  and  again  exposed,  any  action  different  from  that 
observed  when  the  gases  were  prepared  and  mixed  in  the  dark  and 
then  exposed  to  light ;  they  consider  that  the  light  acts  by  over- 
coming certain  resistances  which  oppose  the  combination  of  the 
two  gases;  and  this  peculiar  action  they  term  photo-cliemical 
induction.  The  time  which  elapses  before  the  maximum  action, 
due  to  the  light,  is  attained,  varies  considerably  in  different  expe- 
riments,— ^ranging  from  3  or  4  minutes  up  to  10  or  15.  The  more 
intense  the  light,  the  more  rapidly  is  the  maximum  attained,  but 
the  increase  is  in  a  greater  ratio  than  the  mere  increase  of  light. 
This  inductive  influence  upon  the  gases  is  not  permanent.  If  they 
are  placed  in  the  dark  for  a  short  time,  and  are  afterwards  again 
exposed  to  the  light,  an  interval  of  exposure  similar  to  the  first  is 
required  before  the  maximum  rate  of  combination  is  attained. 

(1^7  rf)  Action  of  Light  on  Mixed  Gases, — ^The  presence  of 
foreign  gases  in  the  mixture  of  chlorine  and  hydrogen  greatly 
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diminishes  its  sensitiveness  to  the  action  of  light :  the  addition, 
for  example,  of  3  parts  of  hydrogen,  to  1000  of  the  mixture  re- 
duced the  rate  of  combination  for  equal  amounts  of  exposure  from 
100  to  37*8.  The  efiect  of  oxygen  is  still  greater;  5  parts  of 
oxygen  in  .1000  of  the  mixture  reduced  its  sensitiveness  under 
similar  exposure,  from  100  to  97,  and  13  parts  of  oxygen  to 
27.  The  following  table  shows  the  resnlts  obtained  with 
these  and  some  other  gases, — ^taking  the  amount  of  condensation 
observed  in  equal  times  with  the  pure  mixture  of  equal  measures 
of  chlorine  and  hydrogen  as  in  all  cases  equal  to  100. 

Rate  of  Combination  for  Intervals  of  Equal  Exposure  to  Light. 


Vol.  of  Ohio- 

VoLof 

Batioof 

Natturto  of  Foreign  Gas. 

rine  and 

Foreign 

Condensa- 

Hydrogen. 

GaB. 

tion. 

None         

1000 

0 

100 

Hydrochloric  Acid 

1000 

1'3 

100 

f    ^® 

602 

Chlorine 

Hydrogen        

1000 
1000 

,    3 

50-3 

37-8 

Oxygen    

1000 

(  13 

97 
27 

Bunsen  and  Boscoe  found  that  a  gas  consisting  of  equal 
measures  of  chlorine  and  hydrogen  could  be  obtained  with  cer- 
tainty, by  the  electrolysis  of  a  solution  of  hydrochloric  acid  of 
sp.  gr.  I'  148,  if  a  sufficient  interval  were  allowed  for  the  liquid  to 
become  saturated  with  the  two  gases.  This  gaseous  mixture  gave 
perfectly  constant  results  for  equal  exposure  to  a  light  of  uniform 
intensity,  provided  care  was  taken  to  ensure  the  complete  expulsion 
of  air  from  the  apparatus.  The  constant  source  of  light  which 
they  employed  was  that  of  a  jet  of  coal-gas,  burned  from  a  platinum 
nozzle,  and  connected  with  a  special  apparatus  for  regulating  the 
efflux  of  the  gas.  The  coloration  of  the  flame  by  a  trace  of  foreign 
matter  materially  affected  its  chemical  activity. 

Chlorine  and  carbonic  oxide  gas  also  enter  slowly  into  com- 
bination under  the  influence  of  sunshine.  Two  measures  of 
chlorine  and  two  of  carbonic  oxide  in  this  manner  became  con- 
densed into  two  measures ;  the  result  is  the  formation  of  the  irri- 
tating pungent  gas  known  as  phosgene  gas  (388),  in  allusion  to 
the  mode  of  its  production.  It  is  remarkable  that  the  direct 
union  of  these  gases  cannot  be  effected  by  any  other  means. 
^    Organic  chemistry  abounds  with  instances  in  which  cqmbina- 
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tions  and  decompositions  are  effected  by  chlorine^  under  the  in- 
fluence of  the  solar  ray :  some  remarkable  cases  of  this  kind  occur 
in  the  transformations  of  Dutch  liquid  produced  by  chlorine  (488). 
The  operation  of  bleaching  linen^  by  exposure  to  moisture  and 
light  for  several  weeks  during  summer^  is  another  process  which 
illustrates  the  influence  of  solar  light  in  the  production  of  chemical 
changes.  But  the  chemical  actions  produced  by  the  sun's  rays, 
which  are  taking  place  unperceived  around  us,  are  of  infinitely 
greater  importance  than  those  limited  transformations  which  can 
be  effected  in  the  laboratory  or  the  bleach-field ;  for  it  is  upon 
these  unobserved,  yet  daily  renewed  alterations,  that  the  growth 
and  renovation  of  the  entire  vegetable  kingdom  are  dependent. 
The  great  chemical  effect  of  light  appears  to  be  that  of  a  powerful 
reducing  or  deoxidizing  agent.  Under  the  influence  of  solar  light, 
the  green  parts  of  plants  perform  their  allotted  function  in  the 
purification  of  the  atmosphere,  by  absorbing  and  removing  carbonic 
anhydride,  in  virtue  of  which  they  fix  the  carbon  in  their  tissues, 
and  thus  supply  themselves  with  food ;  by  a  similar  decomposition 
of  water  they  obtain  the  hydrogen  needed  for  their  growth,  while 
they  return  into  the  aerial  ocean  a  portion  of  the  oxygen  with 
which  the  carbon  and  the  hydrogen  were  previously  in  combina- 
tion, and  thus  assist  in  maintaining  that  uniformity  in  the  com- 
position of  the  atmosphere  which  is  indispensable  to  the  healthful 
existence  of  animal  life. 

If  solar  light  be  excluded  firom  plants,  none  of  these  decompo- 
sitions are  effected ;  the  carbonic  anhydride  escapes  unchanged 
into  the  air,  and  no  fixation  of  carbon  ensues ;  the  plant  becomes 
pale  and  succulent,  whilst  its  functions  languish.  Gardeners  take 
advantage  of  this  knowledge  in  order  to  procure  vegetables  of  more 
delicate  flavour ;  by  earthing  up  the  plant,  as  is  practised  with 
celery,  or  by  covering  it  with  a  tile,  as  in  the  case  of  endive,  or 
by  enclosing  it  in  a  bell-jar,  as  is  usual  with  seakale,  the  light  is 
more  or  less  excluded,  and  the  bleaching  which  is  desired  in  vege- 
tables for  the  table  is  produced. 

(127  c)  Reducing  Influence  of  Light  on  Metallic  Salts. — Much 
attention  has,  within  the  last  few  years,  been  given  to  the  study 
of  the  chemical  actions  produced  by  light,  in  consequence  of  the 
beautiful  inventions  of  the  Talbotype  and  the  Daguerreotype. 
These  remarkable  processes,  as  well  as  others  of  a  somewhat 
similar  character,  appear  to  depend  upon  the  power  which  the 
more  refrangible  rays  of  the  solar  spectrum  possess  of  causing  the 
decomposition  of  the  oxide,  chloride,  or  bromide  of  silver,  and  of 
certain  compounds  of  some  other  of  the  metals^     This  decom- 
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position  by  means  of  lights  usually  takes  place  under  the  concur- 
rent influence  of  hydrogen^  or  of  some  metallic  body^  which  acts 
either  by  setting  free  the  silver  or  other  metal^  or  by  producing  a 
lower  oxide,  chloride,  or  other  compound  of  the  metal.  In  other 
instances,  as  with  argentic  iodide,  a  molecular,  and  not  a  chemical 
change,  appears  to  be  produced  by  exposure  to  light.  In  this 
case  there  is  no  immediate  change  of  colour,  but  it  may  be  ren- 
dered visible  by  the  reactions  produced  by  the  application  of 
suitable  chemicsd  reagents  to  the  compound  after  it  has  been  so 
exposed  to  the  solar  ray. 

The  following  instances  of  the  effects  of  light  have  long  been  observed  by 
chemists : — If  a  piece  of  white  silk  be  dipped  into  a  solution  of  auric  chloride, 
and  exposed  whilnt  in  a  moist  state  to  the  sun's  light,  the  silk  becomes  first  green, 
then  purple,  and  in  less  than  an  hour  a  film  of  metallic  gold  is  produced  upon  its 
surface.  Argentic  nitrate  in  solution  in  pure  water  undergoes  no  change  when, 
exposed  to  the  light,  but  if  any  organic  matter  be  added  to  the  liquid,  a  black 
deposit  is  gradually  formed ;  and  if  the  salt  be  placed  upon  the  sur£Eioe  of  the 
skin,  upon  paper,  or  upon  linen,  the  well-known  blackening  effect  for  which  it 
is  valued  as  a  marking  ink  for  linen  is  produced.  Moist  argentic  chloride  retains 
its  dazzling  whiteness  if  preserved  in  total  darkness,  but  it  assumes  a  violet  tint, 
which  gradually  deepens  in  intensity,  if  exposed  even  to  the  diffused  light  of 
day, — a  portion  of  chlorine  being  liberated  in  the  process. 

(11^7  /)  Photographic  Printing. — ^The  earliest  experiments  that 
have  been  published  upon  the  production  of  pictures  by  the  action 
of  light,  appear  to  have  been  made  by  Thos.  Wedgwood  and  Davy 
in  the  year  1802.  Wedgwood  moistened  white  paper,  or  white 
leather,  with  a  solution  of  argentic  nitrate  (nitrate  of  silver),  and 
by  its  means  copied  paintings  on  glass,  and  took  profiles ;  but 
neither  he  nor  Davy  was  able  to  devise  any  means  for  preserving 
these  pictures  when  exposed  to  diffused  light. 

The  subject  attracted  but  little  attention  until  the  conmience- 
ment  of  the  year  1 839,  when  Fox  Talbot  made  known  (PhiL  Mag. 
vol.  xiv.  196)  his  process  oi  photogenic  rfraM;iw^,  which  consisted  in 
soaking  ordinary  writing-paper  in  a  weak  solution  of  common  salt, 
and  when  dry,  washing  it  over  upon  one  side  with  a  solution  of 
argentic  nitrate,  consisting  of  1  part  of  a  saturated  solution  of  the 
nitrate  with  6  or  8  parts  of  water.  This  operation  was  performed 
by  candle-light,  and  the  paper  was  dried  at  the  fire;  in  this 
manner  a  film  of  argentic  chloride,  mixed  with  an  excess  of 
argentic  nitrate,  was  formed  upon  the  surface  of  the  paper. 
Suppose  that  it  were  desired  to  obtain  a  copy  of  an  engraving,  or 
of  the  leaf  of  a  tree ;  one  of  the  sheets  so  prepared  was  laid  under 
the  engraving  or  the  leaf  which  was  to  be  copied :  the  two  were 
pressed  firmly  together  between  two  plates  of  glass,  and  exposed 
to  the  direct  rays  of  the  sun,  or  even  to  difiused  daylight,  for  a 
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period  of  half  an  hour  or  an  hour.  The  impression  thus  obtained 
was  a  negative  one,  that  is  to  say,  the  shadows  were  represented 
by  lights,  and  the  lights  by  shadows;  those  portions  of  the 
surface  which  had  been  exposed  to  the  strongest  light  becoming 
dark ;  in  the  half  tints,  where  a  feebler  light  had  been  transmitted, 
the  blackening  became  less  evident ;  and  the  parts  corresponding 
to  the  deep  shadows  in  the  engraving  remained  white.  The 
pictures  were  fixed  by  immersing  them  in  a  strong  solution  of 
common  salt.  Considerable  improvements  in  detail  have  been 
introduced  into  this  process  since  it  was  first  published,  but,  in 
principle,  this  operation,  which  has  been  termed  photographic 
printing,  remains  unchanged. 

A  vexy  good  paper  for  this  kind  of  printing  may  be  obtained  as  follows  :— 
Prepare  a  solution  of  sodic  or  amnionic  chloride,  containing  23  gra;mme8  to  the 
litre,  or  10  grains  of  the  salt  to  each  ounce  of  water.  If  French  paper  (which 
is  sized  with  starch)  is  to  be  used,  it  will  be  improved  by  dissolving  2  grammes 
of  gelatin  in  each  litre  of  the  solution  of  salt.  Pour  this  liquid  into  a  flat  shallow 
dish,  and  having  cut  the  paper  into  pieces  of  a  convenient  size,  take  a  sheet  of  it 
by  the  two  opposite  comers,  and  bring  it  down  upon  the  surface  of  the  solution, 
80  that  the  middle  of  the  sheet  shall  be  first  moistened ;  then  lower  it  gradually 
towards  each  comer,  so  as  to  exclude  air-bubbles.  After  the  lapse  of  a  minute, 
it  may  be  removed  from  the  solution,  and  hung  up  to  dry.  In  order  to  render 
the  paper  sensitive,  prepare  a  solution  of  argentic  nitrate,  containing  about  114 
grammes  to  the  litre,  or  50  grains  of  nitrate  to  the  ounce,  and  lay  the  sheet  upon  the 
surface  of  the  solution  in  the  same  manner  as  before ;  iu  about  three  minutes' 
time  the  sheet  may  be  removed :  it  must  be  raised  by  one  comer  with  a  pair  of 
forceps  tipped  with  sealing-wax,  allowed  to  drain,  and  hung  up  to  dry.  The 
process  of  immersion  in  the  silver  bath  and  the  drying  must  be  performed  in  a 
darkened  room. 

Another  sensitive  paper,  which  is  often  used,  may  be  prepared  by  forming  a 
solution  which  contains  182  grammes  of  argentic  nitrate  to  the  litre,  or  80  grains 
in  each  ounce  of  distilled  water,  and  adding  caustic  ammonia  until  the  precipitated 
argentic  oxide  is  almost  redissolved :  the  solution  should  be  preserved  in  a  dark 
place.  The  paper,  having  been  previously  salted,  is  excited  by  brushing  it  over 
with  this  solution  by  means  of  a  pledget  of  cotton  wooL  The  paper  is  allowed 
to  dry  in  the  dark,  and  should  be  used  immediately. 

In  order  to  protect  the  picture  obtained  upon  either  of  these  papers  from  the 
further  action  of  light,  it  is  now  usual  to  adopt  the  method  introduced  by  Sir  J. 
Herschel,  which  consists  in  soaking  the  picture  in  a  concentrated  solution  of 
sodic  hyposulphite  (or  hyposulphite  of  soda,  as  it  is  called  in  commerce)  contain- 
ing about  I  part  of  the  salt  to  2  parts  of  water :  this  salt  combines  with  the 
undecomposed  salt  of  silver,  and  renders  it  soluble.  By  washing  the  picture  for 
5  or  6  hours  in  water,  which  should  be  frequently  changed  in  order  to  ensure 
the  thorough  removal  of  the  salts  of  silver  and  of  the  hyposulphite,  the  sur£ftce  is 
secured  from  further  change  when  exposed  to  light. 

(127  g)  Talbotgpe,  or  Calotte  Process. — ^In  1841,  Fox  Talbot  took  out 
a  patent  for  the  very  boEiutiful  process  to  which  his  name  has  since  been  attached. 
In  this  remarkable  operation,  the  surface  of  the  sheet  of  paper  is  coated  with 
argentic  iodide,  which  is  not  sensitive  ^^  se  to  the  action  of  light  if  the  process 
of  immersion  in  potassic  iodide  is  the  last  operation  previous  to  washing.  In 
order  to  render  it  sensitive,  it  is  washed  over  with  a  mixture  of  argentic  nitrate^ 
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with  gallic  and  acetic  acids,  and  then  exposed  in  the  camera  to  the  ohject  which 
is  to  he  copied.  Aller  the  lapse  of  a  few  minutes  (the  time  required  varying 
with  the  intensity  of  the  light),  the  paper  is  withdrawn  from  the  camera.  Unless 
the  light  has  heen  very  strong,  no  image  is  visihle,  or  a  mere  outline  only,  hut 
the  compound  has  undergone  a  change  of  a  very  singular  nature,  for  if  the  hlank 
sheet  he  protected  from  the  light,  and  washed  over  with  the  mixture  of  argentic 
nitrate  with  gallic  and  acetic  acids,  on  gently  warming  it,  a  negative  image  appears 
with  wonderful  distinctness  and  fidelity, — the  portions  which  have  heen  exposed 
to  the  strongest  lights  assuming  the  darkest  tints.  The  development  of  the* 
image  appears  in  this  process  to  he  due  to  the  reducing  agency  of  the  gallic  acid, 
which  acts  more  rapidly  upon  the  argentic  nitrate  in  contact  with  those  portions 
of  the  iodide  which  have  heen  most  freely  exposed  to  the  action  of  light.  This 
dormant  picture  may  he  developed  many  hours  or  even  days  after  it  was  produced, 
if  the  paper  he  preserved  from  the  light.  It  seems  as  though  the  light,  without 
actually  producing  a  decomposition  of  the  particles  of  the  argentine  compound 
upon  which  it  falls,  gives  to  them  a  particular  condition  which  predisposes  them 
to  produce  decomposition  in  a  reducihle  mixture  consisting  of  argentic  nitrate  and 
gallic  acid.     The  process  may  he  conducted  in  the  following  manner : — 

1.  Preparation  of  the  Iodized  Paper, — ^A  sheet  of  smooth  writing  paper, 
such  as  that  manufactured  hy  Turner,  of  Chafford  Mills,  of  uniform  texture,  and 
free  from  stains  and  spots,  is  pinned  upon  a  board  by  two  of  its  comers,  and 
brushed  over  uniformly  with  a  solution  of  argentic  nitrate,  containing  75  grammes 
to  the  litre,  or  ^^  grains  of  the  salt  in  an  ounce  of  distilled  water.  The  solution 
is  best  applied  by  means  of  a  brush  consisting  of  a  flock  of  cotton  wool  partly 
drawn  through  a  glass  tube,  which  furnishes  a  convenient  handle :  whilst  the 
paper  is  still  moist,  it  is  immersed  in  a  bath  of  potassic  iodide,  containing 
46  grammes  of  the  iodide  to  a  litre  of  distilled  water,  or  20  grains  to  the  ounce, 
taking  care  to  avoid  the  occurrence  of  air-bubbles.  In  about  two  minutes,  or  as 
soon  as  the  paper  has  acquired  a  uniform  yellow  colour  throughout,  it  is  transferred 
to  a  vessel  of  water,  where  it  is  allowed  to  soak  for  two  or  three  hours,  changing 
the  water  three  or  four  times,  so  as  to  remove  all  the  soluble  salts.  Each  sheet 
of  paper  is  then  to  be  hung  up  separately,  and  allowed  to  dry.  These  operations 
may  be  conducted  by  candle-light,  or  in  diffused  daylight.  A  stock  of  this  paper 
may  be  prepared  and  kept  for  use. 

2.  ixdting  the  Paper  for  the  Camera. — When  required  for  the  camera,  pre- 
pare T.  a  solution  of  argentic  aceto-nitrate  (consisting  of  3  grammes  of  argentic 
nitrate,  30  cb.  centim.  of  water,  and  6  cb.  centim.  of  glacial  acetic  acid,  or  50  grains 
of  argentic  nitrate,  i  ounce  of  water,  and  i^  drachm  of  glacial  acetic  acid),  and  2.  an 
aqueous  solution  of  gallic  acid  saturated  in  the  cold.  Add  3  or  4  drops  of  each 
of  these  solutions  to  4  cb.  centim.  (or  T  drachm)  of  distilled  water,  and  then 
in  a  darkened  room  apply  the  mixture  freely  with  a  pledget  of  clean  cotton  wool 
to  the  silvered  surface  of  the  iodized  paper — when  well  soaked  remove  the  super- 
fluous portion  with  a  sheet  of  clean  blotting-paper :  the  same  sheet  of  blotting- 
paper  must  not  be  used  twice  for  this  purpose.  Whilst  still  damp  it  is  to  he 
placed  between  the  glasses  of  the  camera  slide.  It  will  retain  its  whiteness  for 
twelve  hours  or  more. 

3.  JSaposure  in  the  Camera. — ^Tn  order  to  take  the  photograph  of  a  landscape, 
a  sheet  of  the  prepared  paper  is  exposed  in  the  focus  of  the  camera,  and  aiter  the 
lapse  of  from  five  to  fifteen  or  twenty  minutes,  according  to  the  amount  of  light, 
the  picture  may  be  withdrawn. 

4.  Development — The  image  is  developed  by  brushing  the  paper  over,  by 
means  of  clean  cotton  wool,  with  a  mixture  of  equal  parts  of  the  solution  of 
argentic  aceto-nitrate  and  gallic  acid.  The  two  solutions  must  be  mixed  imme- 
diately before  they  are  used,  as  they  speedily  undergo  mutual  decomposition. - 
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In  a  few  minntefi  the  pictare  gradually  begins  to  appear.  Any  part  of  the 
picture  which  seems  wanting  in  distinctness  may  be  washed  over  with  fresh 
solution  of  argentic  aceto-nitrate.  The  development  should  be  effected  by  candle- 
light, or  in  yellow  light. 

5.  Fixing  the  Impressiaih. — ^As  soon  as  the  picture  ceases  to  increase  in  dis- 
tinctness, it  is  to  be  well  washed  with  water,  and  immersed  in  a  saturated  solu- 
tion of  sodic  hyposulphite  till  the  yellow  tint  of  the  argentic  iodide  has  disap- 
peared. It  is  then  to  be  washed  thoroughly  for  several  hours  in  clean  water, 
frequently  renewing  the  water.  Unless  all  traces  of  the  argentic  hypo- 
sulphite be  removed,  the  picture  will  gradually  lase  its  intensity.  Fox  Talbot 
originally  employed  a  solution  of  potassic  bromide  for  fixing  these  pictures,  but 
Bodic  hyposulphite  is  to  be  preferred.  When  dry,  the  photograph  should  be 
"waxed  by  placing  it  between  two  sheets  of  blotting-paper  saturated  with  white 
'wax,  and  then  passing  a  moderately  heated  smoothing  iron  over  the  whole. 
The  negative  pictures  thus  obtained  may  be  employed  to  furnish  positive  prints, 
or  prints  with  the  lights  and  shadows  as  they  occur  in  nature,  by  Talbot's 
original  '  photogenic '  process,  or  by  printing  upon  a  second  sheet  of  the  pre- 
pared Talbotype  paper.* 

VI 2 7  h)  Photography  on  Collodion. — An  important  modification  of  Talbot's 
process  was  introduced  by  Mr.  Archer,  who  substituted  for  the  iodized  paper  a 
transparent  film  of  iodized  collodion  spread  upon  glass,  as  the  recipient  of  the 
negative  picture.  The  process,  is  thus  rendered  more  certain  and  very  much 
more  rapid,  at  the  same  time  the  manipulation  is  simplified,  whilst  the  positive 
pictures  obtained  by  transference  of  the  negative  impression  are  much  sharper  in 
their  outline.  The  operation  requires  to  be  conducted  in  a  manner  different 
from  that  which  is  practised  when  paper  is  employed.  The  following  is  the 
method  to  be  pursued : — 

1.  To  Prepare  the  Bath  of  Argentic  Nitrate, — Take  of  the  nitrate  20 
gi*ammes,  dissolve  the  salt  in  60  cub.  centim.  of  distilled  water,  and  add  t  deci- 
gramme of  potassic  iodide  dissolved  in  2  cb.  centim.  of  water :  then  add  drop  by 
drop  a  solution  of  potassic  carbonate  till  a  slight  permanent  turbidity  is  pro- 
duced; afterwards  add  distilled  water  until  the  mixture  measures  300  cb. 
centim. ;  filter,  and  add  3  drops  of  glacial  acetic  acid.t 

2.  Preparation  of  Solution  of  Collodion, — A  solution  of  iodized  collodion, 
which  is  suitable  for  the  formation  of  negative  pictures,  may  be  prepared  as 
follows  (Hardwich)  J  :— -Take  of 

*  For  further  details  upon  the  subject  of  photographic  printing,  Ac.,  the 
reader  is  referred  to  Hardwich's  Manttal  of  Photographic  Chemistry, 

t  Ordinary  argentic  nitrate  is  apt  to  contain  a  trace  of  nitric  acid,  which 
it  is  desirable  to  neutralize,  because  an  acid  solution  is  much  less  sensitive  to 
the  action  of  light  than  a  neutral  one.  It  is  still  more  important,  however, 
'  not  to  have  any  alkaline  reaction,  and  as  argentic  carbonate  is  slightly  soluble 
in  the  nitrate,  the  addition  of  acetic  acid  is  subsequently  made  to  guard  against 
this :  the  potassic  iodide  is  added  in  order  to  saturate  the  bath  with  argentic 
iodide ;  if  this  precaution  were  not  taken,  the  film  of  iodized  collodion  would  be 
liable  to  lose  a  portion  of  argentic  iodide,  since  this  salt  is  also  somewhat  soluble 
in  a  solution  of  argentic  nitrate. 

X  A  suitable  pyroxylin  for  this  purpose  may  be  obtained  in  the  following 
manner : — ^Take  of 

Oil  of  vitriol  (sp.  gr.  1*843)     180  cb.  cm.   or      6    fluid  ounces 

Water        30  cb.  cm.   or       i    fluid  ounce 

Potassic  Nitrate  (pure)    105  grms.      or      3I  ounces 

Dried  cotton  wool     4  grms.      or      60  grains 

Mix  the  acid  and  water,  and  add  gradually  the  nitre,  finely  poVrdered  mid  dried 
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Rectified  ether  (sp.  gr.  o'725) ig*      c.c.  or  4  fluid  drachms 

Alcohol  (sp.  gr.  0*805— 0'8 15)       ...  15*      c,c.  or  4  fluid  drachms 

Soluble  pyroxylin     ...     0*3    grm.  or  5  grains 

Potassic  or  ammonic  iodide     0*13  grm.  or  2  grains 

Cadmio  iodide 0*13  grm.  or  2  grains 

First  dissolve  the  iodides  in  the  alcohol,  then  add  the  pyroxylin,  and  lastly  the 
ether.  Agitate  the  materials  well,  set  them  aside  for  twenty-four  hours,  and 
then  decant  the  clear  liquid,  which  will  retain  sufficient  sensitiveness  to  admit  of 
being  used  at  the  end  of  a  month  or  more  after  its  preparation. 

3.  Preparation  of  the  Collodion  Film, — In  order  to  make  use  of  this  solu- 
tion, a  plate  of  glass  cut  to  the  size  required  for  the  camera  (after  being  washed 
with  a  solution  of  potash  to  free  it  from  grease,  rinsed  in  water,  dried,  and  wiped 
with  a  clean  silk  handkerchief)*  is  to  be  held  horizontally  in  the  left  hand,  and  a 
portion  of  the  collodion  is  to  be  poured  steadily  on  the  middle  of  the  glass,  and  by 
slightly  inclining  the  plate  in  <Ufierent  directions,  made  to  flow  completely  over 
the  upper  surface :  the  excess  of  the  solution  is  immediately  to  be  poured  back 
into  the  bottle. 

4.  Exciting  the  Plate  for  the  Camera. — The  nitrate  bath  having  beep  in- 
troduced into  a  trough  of  gla;s8  or  of  gutta  percha  sufficiently  wide  to  allow  the 
introduction  of  the  glass  plate  upon  which  the  collodion  is  spread — ^the  prepared 
plate,  within  half  a  minute  after  the  film  has  been  poured  off  its  surface,  is  intro- 
duced into  the  solution  of  argentic  nitrate ;  in  from  two  to  three  minutes'  time 
it  is  thoroughly  impregnated  with  argentic  iodide,  and  when  withdrawn  from 
the  bath  it  will  exhibit  a  cream-coloured  opalescence.  These  operations  must  be 
effected  in  a  room  illuminated  by  light  admitted  through  a  yellow  blind,  or  by 
the  light  of  a  candle  screened  by  yellow  glass  (127  «). 

5.  Exposure  in  the  Camera. — The  prepared  plate  is  to  be  immediately  intro- 
duced into  the  slide  of  the  camera,  in  which  it  is  to  be  exposed  to  the  object  for 
a  few  seconds  (from  3  or  4  to  30  or  40)  according  to  the  nature  of  the  object 
and  the  intensity  of  the  light.  The  slide  is  then  withdrawn  from  the  camera, 
and  the  plate,  when  examined  in  the  darkened  chamber,  will  not  be  found  to 
exhibit  any  image. 

6.  Developing  the  Image, — ^A  latent  image,  however,  exists,  and  it  may  be 
developed  by  the  use  of  a  liquid  prepared  by  dissolving — 

Pyrogallic  acid     0*07  grm.  or  i  grain 

Alcohol...     ... ...     o*7    C.C.  or  10 minims. 

Glacial  acetic  acid I'o    c.c.  or  15  minims. 

Water    30*0    c.c.  or  i  fluid  ounce. 

Half  an, ounce  or  more  of  this  liquid  is  to  be  poured  over  the  plate  immediately 
after  its  removal  from  the  camer&.  The  negative  image  which  is  thus  gradually 
developed,  will  be  more  intense  if  immediately  before  using  the  pyrogallic  solu- 
tion an  addition  be  made  to  it  of  the  same  solution  of  argentic  nitrate  as  is  em- 


stirring  between  each  addition,  until  the  whole  of  the  salt  is  dissolved.  Suffer  the 
mixture  to  cool  to  145°  or  150®  (62°  or  65°  C),  then  add  the  cotton  wool  in  small 
tufts  at  a  time,  taking  care  to  plunge  the  cotton  completely  beneath  the  surface ; 
cover  it,  and  allow  it  to  stand  for  ten  minutes.  Then  press  out  the  acid  with 
a  glass  rod  as  completely  as  possible,  and  throw  the  pyroxylin  into  a  large  volume 
of  cold  water,  and  wash  for  half  an  hour ;  afterwards  soak  it  well  in  water  for 
24  hours;  lastly,  wring  it  out  in  a  cloth,  and  dry  at  a  heat  not  exceeding  100' 
(38°  C).  The  substance  thus  ol>tained  is  completely  soluble  in  a  mixture  of  ether 
and  alcohol.  It  is  essential  to  attend  to  the  strength  of  the  acid  and  to  the  tem- 
perature employed* 
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ployed  in  the  bath,  in  the  proportion  of  2  drops  to  each  drachm  of  the  develop- 
ing liquid. 

The  exact  reaction  which  occnn  in  this  remarkable  process  is  not  known. 
The  pyrogallio  add,  however,  is  a  substance  which  has  a  strong  tendency  to 
combine  with  oxygen ;  and  under  the  conjoined  action  of  argentic  iodide  and 
argentic  nitrate  (the  presence  of  the  latter  salt  in  excess  being  necessary  to  the 
reaction)  a  portion  of  silver  is  reduced  probably  to  the  metallic  state,  and  is 
deposited  upon  those  parts  of  the  film  which  have  been  exposed  to  the  action 
ofUght. 

Other  solutions  may  be  employed  for  developing  the  latent  image.  One 
which  answers  very  well  for  this  purpose  consists  of— crystallized  ferrous  sulphate 
from  12  to  20  grains,  glacial  acetic  acid  20  minims,  alcohol  io  minims,  and 
water  i  ounce..  It  is  not,  however,  so  well  adapted  for  the  production  of  intense 
negatives  as  the  pyrogaliic  acid.  When  the  picture  is  sufficiently  distinct,  it 
must  be  washed  with  clean  water,  and  fixed  by  immersing  it  in  a  solution  of 
sodic  hyposulphite  (i  part  of  the  salt  to  2  of  water)  till  the  cream-coloured  argentic 
iodide  is  entirely  removed.  A  solution  of  potassic  cyanide,  containing  from  4  to 
12  grains  of  the  salt  in  an  ounce  of  water,  may  be  substituted  for  the  sodic 
hyposulphite  for  the  purpose  of  fixing  the  image.  The  picture  is  again  to  be 
thoroughly  washed  in  dean  water ;  it  is  allowed  to  dry,  then  heated  before  a  fire 
until  it  feels  slightly  warm,  and  the  film  is  protected  from  mechanical  injury  by 
covering  it  with  a  coat  of  transparent  spirit-varnish  by  a  manipulation  similar  to 
that  employed  in  coating  the  plate  with  collodion.  This  varnished  photograph 
may  then  be  employed  for  procuring  positive  pictures  by  means  of  the  sensi- 
tive paper  prepared  with  argentic  chloride  upon  Fox  Talbot's  plan  (p.  219).  By 
employing  a  neutral  nitrate  bath  free  from  all  organic  matter,  and  a  collodion 
which  when  iodized  with  potassic  iodide  remains  very  nearly  colourless,  the  sen- 
sitiveness of  the  film  to  the  action  of  light  may  be  so  highly  exalted,  that 
moving  objects,  such  as  the  waves  of  the  sea,  or  a  crowd  of  people,  may  be 
successfully  depicted  by  the  instantaneous  action  of  light  upon  the  plate. 

(127  »)  Albuminized  Plates, — ^Niepce  de  St.  Victor  introduced  the  employ- 
ment of  glasses  coated  with  albumin,  prepared  by  beating  up  whites  of  eggs 
with  I  per  cent,  of  potassic  iodide :  the  liquid  is  to  be  placed  for  1 2  or  24 
hours  in  deep  vessels,  to  become  dear,  after  which  the  supernatant  liquid  is  to 
be  poured  upon  glass  so  as  to  produce  a  uniform  layer;  it  is  then  allowed  to 
dry  for  1 2  hours,  and  is  fit  for  the  bath  of  argentic  nitrate.  Albuminized  glasses 
may  be  preserved  for  some  weeks  without  injury ;  they  may  be  excited  by  means 
of  Talbot's  mixture  of  argentic  aceto-nitrate  with  gallic  add  (p.  220).  The 
image  is  developed  by  means  of  a  solution  of  gallic  acid  after  the  plate  has  been 
exposed  in  the  camera. 

(127  k)  Photographic  JSngraving  and  Lithography, — In  the  year  1827, 
Niepce  published  a  process  for  obtsdning  pictures  by  the  aid  of  light,  the  basis 
of  which  was  the  fact  that  the  bitumen  of  Judsea,  when  exposed  to  the  sun's 
rays,  becomes  insoluble  in  oil  of  lavender,  whilst  those  parts  which  have  remained 
in  shadow  preserve  their  solubility.  This  process  has,  with  some  modification, 
been  applied  by  Niepoe  de  St.  Victor,  the  nephew  of  the  inventor,  to  the  pro- 
duction of  engravings  upon  steel.  Powdered  asphalt  and  a  proportion  of  pure 
bees- wax  are  dissolved  in  oil  of  lavender,  and  then  mixed  with  an  equal  volume 
of  benzoL  The  surface  of  the  steel  plate  which  is  to  be  engraved  is  first  care- 
fully cleaned  with  whiting  and  water,  after  which  a  solution  of  hydrochloric  acid 
in  20  parts  of  water  is  poured  over  it,  and  the  plate  is  immediately  washed  and 
dried.  The  solution  of  bitumen  is  then  poured  upon  the  plate  in  a  darkened 
chamber,  and  dried  by  the  application  of  a  gentle  heat.  A  good  j^ositive  pho- 
tographic proof  is  now  applied  to  the  surface,  covered  with  glass,  and  exposed 
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for  a  short  time  to  the  action  of  diffused  h*ght.  The  exposed  plate  is  next  sub- 
jected to  the  action  of  a  mixture  of  3  parts  of  rectified  naphtha  and  i  of  benzol ; 
the  parts  which  have  not  been  exposed  to  light  are  gradually  acted  upon  by  this 
mixture.  When  the  process  of  solution  has  proceeded  far  enough,  the  solvent  is 
washed  off  with  water,  and  the  exposed  parts  of  the  plate  are  *  bitten-in'  with  a 
mixture  of  i  measure  of  nitric  acid,  sp.  gr.  i'33»  2  measures  of  alcohol,  sp.  gr. 
0844,  und  8  measures  of  water.  The  plate  is  then  submitted  to  the  ordinary 
processes  employed  in  aqua-tint  engraving. 

An  importaiit  modification  of  a  process  proposed  by  Poitevin  for  producing^ 
lithographs  by  the  aid  of  photography,  has  been  introduced  by  Mr.  Osborne,  lately 
of  Melbourne.  The  basis  of  this  operation  is  the  observation  that  a  mixture  of  the 
potassic  dichromate  (bichromate  of  potash)  and  gelatin,  when  exposed  to  light, 
becomes  insoluble  in  water.  In  order  to  apply  this  to  practice,  2  parts  of  gelatin 
and  I  of  the  dichromate  are  dissolved  in  8  parts  of  warm  water ;  when  cooled  to 
about  110°  (43^  C),  2  parts  of  albumin  from  perfectly  fresh  eggs  are  added,  and  the 
whole  is  well  mixed ;  the  sheets  of  paper  are  then  coated  with  this  mixture  on 
one  side,  hung  up  to  dry  in  the  dark,  and  are  glazed  by  pressure.  These  opera- 
tions are  conducted  in  a  room  illuminated  by  yellow  light  Paper  thus  prepared 
may  be  preserved  unaltered  for  a  long  time  if  excluded  from  light.  In  order  to 
use  it,  a  negative  picture  prepared  in  the  usual  way  is  placed  over  one  of  these 
sheets  of  dichromate  paper,  and  exposed  from  half  a  minute  to  a  minute  in  a 
good  light,  with  the  precautions  usual  in  photographic  printing.  Owing  to  the 
partial  reduction  of  the  chromic  acid  in  the  parts  exposed  to  light,  a  positive 
picture  will  now  be  obtained,  the  parts  acted  on  by  light  becoming  brown,  whilst 
the  screened  portions  retain  their  original  yellow  colour.  When  the  picture  thus 
produced  is  placed  in  water,  the  unchanged  portions  are  easily  washed  away, 
leaving  the  altered  portions  attached  to  the  paper.  In  practice,  it  is  found  best 
to  cover  the  whole  surface  of  the  picture  with  a  coating  of  lithographic  ink,  and 
then  float  the  back  of  the  paper  upon  boiling  water.  After  soaking  for  a  short 
time  the  surface  may  be  sponged,  and  the  screened  portion  may  be  completely 
removed,  leaving  a  beautifully  defined  positive  impression  of  the  negative 
picture.  After  washing  it  with  boiling  water,  the  design  is,  by  means  of  pres- 
sure, transferred  to  the  lithographic  stone,  and  the  prints,  which  may  be 
obtained  irom  this  transfer  in  the  usual  way,  are  remarkable  for  their  sharpness 
and  delicacy. 

Very  nearly  at  the  same  time  as  'Mr.  Osborne,  Sir  H.  James  made  an  inde- 
pendent application  of  the  so-called  bichromate  process  of  Asser  of  Amsterdam 
to  zincography.  The  liquid  which  he  uses  consists  of  a  mixture  of  2  measures 
of  a  solution  of  the  potassic  dichromate  (saturated  at  the  boiling  point)  with  i 
measure  of  a  solution  of  3  parts  of  gum  arabic  in  4  of  water,  and  the  transfer  is 
made  to  a  plate  of  zinc  instead  of  to  the  lithographic  stone.  He  has  applied 
the  process  successfully  to  the  copying  of  old  engravings  and  manuscripts,  as 
well  as  to  the  multiplication  of  maps  and  plans. 

(127  Q  Chrysotype, — Other  processes  more  or  less  analogous  to  the  Talbo- 
type  have  been  contrived :  one  of  them  was  invented  by  Herschel,  and  described 
by  him  under  the  name  of  the  chrysotype  (PhiL  Trans.  1842,  pp.  206,  209) : — 
Paper  is  washed  over  evenly  with  a  solution  of  ferric  ammonio-citrate,  of  such  a 
strength  as  when  dry  to  produce  a  good  yellow  colour.  It  is  placed  in  sunshine 
in  a  camera,  or  under  any  engraving  which  it  may  be  intended  to  copy ;  after  a 
few  minutes'  exposure,  it  is  to  be  removed,  and  instantly  washed  over  with  a 
neutral  solution  of  auric  chloride :  a  positive  picture  is  thus  developed,  which 
assumes  great  sharpness,  becoming  gradually  deeper  up  to  a  certain  point;  at 
the  instant  when  it  ceases  to  gain  in  intensity  (this  point  being  easily  seized  by 
practice),  the  picture  is  put  into  pure  water,  and  rinsed  thoroughly,  in  order  to 
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remoTe  the  excess  of  solation  of  gold ;  it  is  then  fixed  with  a  solution  of  potassic 
iodide,  and  again  washed  to  remove  the  snperfluoos  salts. 

In  tills  case  the  ferric  salt,  under  the  influence  of  the  organic  matter  of  the 
X>aper,  hecomes  partially  reduced  to  a  ferrous  salt,  in  the  parts  exposed  to  light ; 
and  this  ferrous  salt,  when  washed  over  with  the  solution  of  gold,  precipitates 
the  gold  in  the  reduced  state,  and  thus  gives  rise  to  the  coloured  image.  Water, 
by  removing  the  excess  of  the  salts,  fixes  the  picture,  and  prevents  it  from  ex- 
periencing further  change  on  exposure  to  light 

If  red  prussiate  of  potash  he  employed  instead  of  auric  chloride,  for  developing 
the  picture,  a  blue  image  will  he  produced,  owing  to  the  formation  of  TurnbuU's 
blue  upon  the  reduced  portions  of  the  salt  of  iron. 

A  solution  of  uranic  nitrate  may  be  used  instead  of  ferric  ammonio-citrat«, 
and  the  picture  may  be  developed  by  means  of  a  solution  of  argentic  nitrate,  of 
auric  chloride,  or  of  the  salt  of  some  other  easily  reducible  metal. 

(127  m)  D<iguerreoif/pe, — In  the  year  1839,  Daguerre  made  known  his 
beautiful  method  of  obtaining  photographic  pictures  upon  metallic  plates.  The 
essential  parts  of  this  process  are  as  foUows : — ^A  sensitive  film  of  argentic  iodide 
upon  a  silver  plate  is  exposed  to  the  action  of  light  in  the  camera.  The  latent 
image  is  then  developed  by  exposure  to  the  vapour  of  mercury,  after  which  the 
picture  is  fixed  by  means  of  sodic  hyposulphite. 

1.  Polishing  the  Plate, — For  this  purpose  a  polished  sheet  of  plated  copper 
18  taken,  and  cleaned  by  rubbing  it  over  first  with  finely  powdered  tripoli  on  a 
pledget  of  cotton  moistened  with  a  few  drops  of  alcohol,  and  afterwards  with  dry 
cotton,  until,  when  breathed  upon,  the  metal  assumes  a  uniform  dull  surface; 
from  which  tiie  cloud  disappears  without  showing  any  patches  or  spots ;  after 
this  the  plate  is  careftilly  polished,  by  means  of  a  long  polishing  board  faced 
with  buckskin.  If  this  preliminary  operation  be  not  carefully  performed,  the 
subsequent  steps  will  not  lead  to  any  satisfactory  result ;  the  touch  of  a  finger 
upon  the  polished  surface  is  sufficient  to  soil  it. 

2.  Iodizing. — The  plate  is  next  exposed  for  a  few  minutes  to  the  vapour  of 
iodine,  till  a  thin  yellow  film  is  produced  uniformly  over  the  surface.  This 
operation  should  be  performed  by  candle-light,  or  in  a  room  furnished  with  a 
window  supplied  with  yellow  glass;  the  plate  must  be  protected  from  diffused 
daylight. 

3.  JSxposvre.^^Jf  such  a  plate  be  exposed  for  a  few  minutes  in  the  focus  of 
a  double  achromatic  lens,  adjusted  to  a  camera  obscnra  in  such  a  manner  that 
the  image  of  the  object  to  be  copied  shall  fall  upon  the  iodized  surface,  it  under- 
goes an  alteration,  which,  however,  is  not  perceptible  on  withdrawing  the  plate 
from  the  camera. 

4.  Development. — ^But  if  the  plate  be  exposed  for  a  few  minutes  to  the  vapour 
of  mercury,  heated  to  about  140**  (60**  C),  the  latent  image  gradually  appears, 
with  all  the  shadows,  lights,  and  half-tints  faithfully  reproduced.  Much  of  the 
success  depends  upon  the  proper  length  of  exposure  to  the  action  of  light,  and  in 
this  respect  practice  is  the  best  guide ;  if  too  short  a  time  be  allowed,  the  picture 
is  dark  and  indistinct ;  if  the  light  has  acted  too  powerfully,  the  shadows  become 
metallic  in  appearance,  and  ill-defined ;  and  if  the  action  be  continued  for  a  suf- 
ficient length  of  time,  the  picture  becomes  reversed,  or  negative,  the  shadows  in 
such  a  case  being  represented  by  lights,  and  the  lights  by  shadows.  A  due  ex- 
posure to  the  mercurial  vapours  constitutes  an  important  part  of  the  operation ; 
Sot  if  this  exposure  be  insufficient,  the  whites  have  a  bluish  cast,  and  if  it  be  too 
long  continued,  the  blacks  become  indistinct  and  misty. 

Mr.  Goddard,  in  the  year  184T,  discovered  that  the  iodized  plate  may  be 
rendered  very  much  more  sensitive  to  the  action  of  light,  by  exposing  it  for  a  few 
seconds  to  the  vapour  of  bromine,  or  of  chloride  of  bromine,  so  as  to  obtain  a 
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mixed  film  of  argentic  iodide  and  bromide,  or  of  argentio  iodide,  chloride,  and 
bromide.  The  process  was  thus  rendered  applicable  to  portraits,  and  the  opera- 
tion could  be  accomplished  in  as  many  seconds  as  it  before  required  minates. 
The  usual  practice  now  Ih,  after  having  obtained  an  orange-coloured  film  by  ex*- 
posure  of  the  silver  plate  to  the  vapour  of  iodine,  to  expose  it  to  the  fumes  of 
bromine  from  bromide  of  lime,  until  the  film  assumes  a  rose  colour ;  after  which 
it  is  a  second  time  returned  to  the  iodine  box  for  a  period  equal  to  one-third  of 
that  occupied  by  the  first  iodizing.  The  plate  is  then  exposed  in  the  camera, 
after  which  it  is  mercurialized. 

In  order  to  fix  these  pictures,  Daguerre  employed  a  solution  of  sodic  hypo- 
sulphite, and  then  washed  the  plates  with  water.  The  effect  of  the  Daguerreo- 
type may  be  much  improved  by  gilding  the  plate  by  the  process  of  Fizeau ;  it  is 
thus  rendered  less  liable  to  mechanical  injury,  and  a  richer  and  warmer  effect  is  given 
to  the  impression : — for  this  purpose,  i  part  of  neutral  auric  chloride  and  3  parts  of 
sodic  hyposulphite  may  be  dissolved  in  joo  parts  of  water :  the  plate  having  been 
placed  in  a  horizontal  position,  is  to  be  completely  covered  with  a  small  quan- 
tity of  this  liquid,  and  the  plate  is  heated  by  a  large  spirit-lamp  flame  until  small 
bubbles  appear  on  its  surface.  A  thin  film  of  reduced  gold  is  thrown  down  all 
over  the  picture,  and  by  this  operation  the  shadows  are  deepened  and  the  lights 
rendered  more  brilliant.  Finally,  it  musfc  be  washed  with  distilled  water,  drained, 
and  dried  by  the  application  of  a  gentle  heat  to  the  back  of  the  plate. 

The  following  theory  may  be  offered  in  explanation  of  the  changes  which 
occur  during  the  production  of  the  Dagaerreotype  image  .-^Under  the  influence 
of  light,  the  superficial  layer  of  argentic  iodide  is  modified  so  as  to  render  it  sus- 
ceptible of  decomposition.  When  the  plate  is  acted  upon  by  the  mercurial  vapour, 
the  iodine  is  driven  to  the  deeper  layer  of  silver,  and  a  film  of  silver  is  liberated 
upon  the  surface  of  those  parts  which  have  been  exposed  to  the  action  of  light, 
the  thiciiness  of  this  film  varying  with  the  intensity  and  duration  of  the  light. 
The  reduced  silver  combines  with  the  mercury,  aud  a  film  of  silver  amalgam  is 
formed,  which  varies  in  thickness  with  the  thickness  of  the  silver  film,  in  con- 
sequence of  which  the  reflected  tints  differ  according  to  the  varying  thickness  of 
this  film  ;  those  parts  of  the  iodized  plate  which  have  not  been  exposed  to  the 
light,  of  course  do  not  combine  with  the  mercury.  After  the  plate  has  been 
treated  with  sodic  hyposulphite,  the  excess  of  argentic  iodide  is  removed,  and  the 
blacks  consist  of  metallic  silver.  Experiment  proves  that  those  parts  of  the 
plate  immediately  beneath  the  highest  lights  are  more  deeply  corroded  than  the 
others,  by  the  action  of  the  iodine  which  has  been  driven  inwards  during  the 
process  of  mercurialization. 

In  complete  accordance  with  the  foregoing  explanation  is  a  curious  fact  first 
pointed  out  by  Mr.  Shaw,  that  if  a. plate  after  it  has  received  the  impression  in 
the  camera,  but  before  it  has  been  mercurialized,  be  exposed  to  the  vapour  of 
iodine  or  of  bromine  for  a  few  seconds,  the  image  is  completely  effaced,  and  is  no 
longer  producible  by  mercury. 

The  surface  of  the  plate  is  rendered  uneven  by  the  combined  operation  of 
light  and  mercury  upon  it,  so  that  it  admits  of  being  copied  by  the  process  of 
electrotyping  (292).  Impressions  on  paper  have  been  printed  from  an  etched 
Paguerreotype  plate,  the  biting-in  being  produced  by  diluted  nitric  acid,  which 
attacks  the  shadows  (the  reduced  silver),  and  leaves  the  lights  (the  amalgam) 
untouched. 

{izjn)  Photographic  Action  of  the  Prismatic  Spectrum. — Ka 
pure  solar  spectrum^  obtained  by  means  of  a  prism  and  lens  of 
flint  glass^  be  allowed  to  fall  upon  a  sheet  of  sensitive  paper, 
prepared  by  washing  it  over  first  with  common  salt,  and  then 
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with  argentic  nitrate,  it  will  be  speedily  apparent  that  the  chemical 
action  is  not  nniformly  distributed  over  the  luminous  image.  The 
maximum  of  light  falls  in  the  yellow  rays  about  Fraunhofer's 
Jine  D  (fig.  109),  whilst  the  maximum  of  chemical  action  occurs 

Fig.  109. 


in  the  blue  portion  of  the  spectrum,  near  the  line  g,  about  one- 
third  of  the  distance  between  it  and  the  line  h.  The  blackening 
effect  extends  nearly  as  far  as  f  in  the  green,  whilst  it  is  pro- 
longed beyond  the  violet  end  of  the  spectrum  to  a  distance  nearly 
equal  to  two-thirds  of  the  length  of  the  luminous  spectrum,  the 
chemical  effect  gradually  shading  off  until  it  becomes  impercep- 
tible; the  maximum  point  of  action,  however,  varies  with  the 
preparation  which  is  used,  and  the  length  of  the  spectrum  varies 
with  the  source  of  light  and  the  material  of  which  the  lens  and 
prism  are  made.  When  the  Talbotype  iodized  paper  is  employed, 
the  maximum  blackening  is  found  on  the  extreme  limit  of  the 
violet  rays.  Where  argentic  bromide  forms  the  sensitive  material, 
the  chemical  action  is  prolonged  towards  the  red  rays,  and  the 
greater  part  of  the  impression  is  of  a  uniform  grey  black.  When 
paper  washed  with  auric  chloride  is  employed  as  the  sensitive 
surface,  the  maximum  effect  is  produced  between  the  green  and 
the  blue  rays,  and  the  chemical  action  does  not  extend  beyond 
the  violet  extremity  for  more  than  half  the  distance  over  which 
these  effects  are  produced  upon  the  salts  of  silver.  In  fig.  109, 
I  represents  the  space  occupied  by  the  luminous  spectrum  on  white 
paper;  2,  the  same  spectrum  thrown  on  a  fluorescent  screen,  viz., 
turmeric  paper, — by  which  it  is  rendered  visible  almost  to  the 
extreme  limit  of  chemical  action;  3,  the  chemical  spectrum  on 
argentic  bromide ;  4,  the  Talbotype  spectrum.  Herschel,  Hunt, 
and  E.  Becquerel  have  each  succeeded  more  or  less  perfectly  in 
obtaining  coloured  impressions  of  the  spectrum  upon  argentic 
chloride,  but  they  have  been  unable  to  fix  them.  Herschel 
[Phil.  Trans.  1840,  p.  19)  says  that  the  impression  '^was  found  to 
be  coloured  with  sombre  but  unequivocal  tints,  imitating  those  of 
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the  spectrum  itself/'  The  coloration  commenced  in  the  orange 
rays.  E.  Becquerel  appears  to  have  obtained  more  brilliant  colours 
by  employing  a  plate  of  silver  which  had  been  superficially  con- 
verted into  subchloride  by  immersing  it  in  diluted  hydrochloric 
acid,  and  then  making  it  the  positive  plate  of  a  voltaic  battery. 

Inactive  spaces  occur  in  the  chemical  spectrum,  which,  as 
Becquerel  and  Draper  have  shown,  correspond  exactly  with  those 
which  are  found  in  the  visible  spectrum;  but  they  extend  also 
into  the  prolongation  beyond  the  violet  extremity,  and  occur  there 
in  great  number. 

These  fixed  lines  may  be  obtained  upon  Talbotype  paper,  or,  still  better,  upon 
a  surface  of  collodion,  in  the  following  manner : — 

Fig.  1 10. 


Let  c,  c  (fig.  no),  represent  a  camera  which  allows  of  a  considerable  range 
of  adjustment;  «  is  a  small  slit,  admitting  of  adjustment,  but  usually  presenting 
a  width  of  about  o'o  i  inch  (o*"^™*25),  through  which  a  beam  of  solar  or  other  light 
is  either  transmitted  directly,  or  is  reflected  from  a  heliostat,  or  from  a  steel  mirror ; 
Hs  a  quartz  lens  with  a  focal  length  of  from  15  to  30  inches  (or  from  about  '4  to  75 
metre) ;  p,  a  quartz  prism,  the  axis  of  which  is  perpendicular  to  the  axis  of  the 
crystal,  and  the  refracting  faces  of  which  are  worked  so  as  to  cut  the  optic  axis 
of  the  crystal  at  equal  angles.  The  lens  and  prism  may  indeed  be  made  of  glas» 
free  from  striae,  but  for  accurate  observation  they  must  be  constructed  of  rock 
crystal :  the  distance  of  the  lens,  /,  from  the  slit,  *,  is  equal  to  twice  its  focal 
length.  If  the  prism  be  placed  so  as  to  produce  the  minimum  deviation  of  the 
ray,  and  as  close  to  the  lens  as  can  be,  a  spectral  image  of  the  aperture  will  be 
formed,  and  may  be  received  upon  a  screen  placed  at  as  great  a  distance  behind 
the  lens,  l,as  s  ia  in  front  of  it.  All  the  coarser  lines  of  the  visible  spectrum 
may  be  traced  by  the  unaided  eye,  when  the  spectrum  is  received  on  a  screen  of 
ground  glass :  and  if  a  sheet  of  turmeric  paper,  or  a  block  of  yellow  uranium 
glass  be  used,  many  of  the  lines  beyond  the  violet  are  also  rendered  visible :  by 
substituting  a  sensitive  surface,  such  as  collodion,  for  the  screen  of  white  paper, 
a  faithful  copy  of  the  more  refrangible  portion  of  these  lines  may  be  obtained. 

(127  0)  It  is  remarkable  that  the  chemical  rays  are  identical 
with  those  which  produce  fluorescence  (no).  If  the  solar  rays 
be  transmitted  through  a  layer  of  a  concentrated  but  colourless 
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acidulated  solution  of  quinia  sulphate^  or  one  of  sesculin  in 
ammonia,  before  they  reach  the  photographic  surface,  but  little 
extra-spectral  prolongation  of  chemical  action  is  produced  upon 
the  sensitive  surface. 

Again,  if  the  solution  be  remoyed  and  the  spectrum  be  received 
directly  upon  a  screen  of  yellow  uranium  glass,  or  a  card  coated 
with  a  particular  uranic  phosphate  (Stokes,  PhiL  TVans,  1862, 
p.  602)  a  visible  prolongation  of  the  chemical  rays,  crossed  by  dark 
lines  or  inactive  spaces,  is  at  once  rendered  visible. 

By  varying  the  source  of  light,  the  chemical  powers  of  the 
spectrum  are  varied  also.  The  chemical  action  of  the  flame  of 
the  hydrocarbons,  however  intense  the  light,  is  but  feeble ;  that 
of  the  lime-light  is  much  more  marked,  while  that  of  the  electric 
light  between  charcoal-points  greatly  surpasses  either ;  and  these 
results  coincide  exactly  with  the  relative  power  of  exciting  the 
phenomena  of  fluorescence  possessed  by  these  difierent  lights. 

The  chemical  rays  emitted  by  luminous  objects  vary  greatly 
both  in  quantity  and  in  quality,  some  sources  of  light  emitting 
rays  of  much  higher  refrangibility  than  oilers.  For  example,  the 
flame  of  ordinary  coal-gas  burned  in  admixture  with  air,  so  as  to 
j»oduce  the  blue  light  of  a  smokeless  gas  flame,  gives  out  scarcely 
any  rays  capable  of  afiecting  an  iodized  collodion  plate ;  whilst 
the  same  amount  of  gas  burned  in  the  ordinary  manner  for 
illumination,  emits  a  very  decided  though  limited  amount  of  rays 
capable  of  producing  chemical  action.  The  rays  emanating  from 
the  intensely  hot  jet  of  the  oxyhydrogen  flame,  are  nearly  without 
action  upon  a  sensitive  surface  of  collodion;  whilst  if  thrown 
upon  a  ball  of  lime,  though  it  certainly  is  not  hotter  than  the 
burning  jet  of  gas,  the  light  then  emitted  contains  as  large  a  pro- 
portion of  chemical  rays  as  the  solar  light,  and  of  very  nearly  the 
same  refrangibility.  But  the  most  remarkable  source  of  the 
ohemical  rays  is  afforded  by  the  light  of  the  electric  spark  or  of 
the  voltaic  arc,  the  chemical  spectrum  of  which  is  four  or  five 
times  as  long  as  the  chemical  spectrum  obtainable  from  the  sun 
itself. 

{127  p)  Photographic  Transparency  qf  various  Media. — ^Amongst 
the  methods  of  testing  the  extent  of  chemical  action  of  any  given 
radiant  source,  the  most  convenient  is  that  which  is  dependent 
upoA  the  extent  of  photographic  efiect  exerted  upon  a  surface  of 
collodion  coated  with  argentic  iodide,  on  which  the  spectrum  is 
allowed  to  fall. 

In  no  case  does  it  appear  that  any  non-luminous  source  can 
emit  chemical  rays  of  sufficient  intensity  to  traverse  ordinary  re- 
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fracting  media ;  and  amongst  the  rays  given  off  by  various  lumi- 
nous objects,  it  is  found  that  the  chemical  effects  upon  the  collodion 
plate  are  not  perceptible  in  those  portions  upon  which  the  first 
three-fourths  of  the.  visible  spectrum  has  fallen,  but  they  com- 
mence powerfully  in  the  last  fourth ;  and  in  the  case  of  the 
electric  spark  are  prolonged  to  an  extent  equal  to  between  four 
and  five  times  the  length  of  the  visible  portion. 

In  the  prosecution  of  some  inquiries  upon  the  photographic 
spectra  of  the  metals  in  which  the  author  was  engaged,  it  was  a 
desideratum  to  procure  some  substance  which  should  possess  a 
higher  dispersive  power  than  quartz,  and  which,  whilst  avoiding 
the  double  refraction  of  quartz,  should  yet  allow  the  free  passage 
of  the  chemical  rays.  He  was  hence  led  to  try  a  variety  of  sub- 
stances which,  owing  to  their  transparency  to  light,  might  reason- 
ably be  hoped  to  possess  chemical  transparency  also :  for  though 
it  was  known  to  those  who  have  studied  the  spectrum,  that  many 
colourless  substances  besides  glass  exert  an  absorptive  action  upon 
some  of  these  chemical  rays,  the  subject  had  not  at  that  time  re- 
ceived the  careful  experimental  examination  which  its  importance 
warrants. 

The  inquiry  soon  extended  itself  beyond  the  limits  originally 
proposed,  and  ultimately  embraced  a  large  number  of  bodies  in 
the  solid,  liquid,  and  gaseous  conditions  {PhiL  Trans.  1862,  p.  S6i). 
These  experiments  showed  that  although  rock-salt,  fluor-spar, 
water,  and  some  few  other  substances,  are  almost  as  diaciinic  (or 
chemically  transparent,  from  Sia,  through,  oktIp,  a  ray),  as  quartz, 
none  of  these  bodies  could  be  advantageously  substituted  for 
quartz  in  the  construction  of  the  prisms  and  lenses  requbred  in 
the  investigations  in  which  he  was  engaged. 

Among  the  most  remarkable  results  upon  the  photographic 
transparency  of  bodies  are  the  following  : — 

I .  "Colourless  solids  which  are  equally  transparent  to  the  visible 
rays,  vary  greatly  in  permeability  to  the  chemical  rays.  2.  Bodies 
which  are  photographically  transparent  in  the  solid  form,  preserve 
their  transparency  in  the  liquid  and  in  the  gaseous  states. 
3.  Colourless  transparent  solids  which  absorb  the  photographic 
rays,  preserve  their  absorptive  action  with  greater  or  less  in- 
tensity both  in  the  liquid  and  in  the  gaseous  states.  4.  Pure 
water  is  photographically  transparent,  so  that  many  compounds 
which  cannot  be  obtained  in  the  solid  form  sufficiently  transparent 
for  such  experiments,  may  be  subjected  to  trial  in  solution  in 
water. 

The  mode  in  which  the  ex^riments  were  conducted  was  the  following  :— 
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The  source  of  light  employed  was  the  electric  spark  obtained  between  two 
metallic  wires,  generally  of  fine  silver,  shown  afc  e,  fig.  no,  and  connected  with 
the  terminals  of  the  secondary  wires  of  an  indnction-coil,  into  the  primary  drcuit 
of  which  was  introduced  a  condenser,  and  into  the  secondary  circuit  a  small 
Leyden  jar.  The  light  of  the  sparks  was  then  allowed  to  fall  upon  the  vertical 
slit,  either  before  or  after  traversing  a  slice  or  stratum  of  the  material,  d,  of 
which  the  electric  transparency  was  to  be  tested  *,  the  transmitted  light  was  then 
passed  through  the  quartz  prism,  placed  at  the  angle  of  minimum  deviation. 
Immediately  behind  this  was  the  lens  of  rock  crystal,  and  behind  this  at  a  suit- 
able distance. the  spectrum  was  received  upon  the  sensitive  surface  of  collodion. 
The  liquids  under  trial  were  contained  in  a  small  glass  cell  with  quartz  faces, 
forming  a  stratum  0*7  j  inch  in  thickness,  which  was  traversed  by  the  rays ; 
gases  and  vapours  were  introduced  into  tubes  2  feet  long  closed  at  their  extre« 
mities  with  thin  plates  of  polished  quartz.  The  following  tables  exhibit  the  rela- 
tive diactinic  power  of  a  few  of  the  various  solids,  liquids,  and  gases  and  vapours 
subjected  to  experiment  as  measured  by  the  length  of  the  relative  spectra.  In 
some  cases  the  whole  length  of  the  spectrum  showed  evidence  of  partial  absorp- 
tion of  the  chemical  rays,  as  the  impression  was  enfeebled  throughout  its  entire 
length. 


Photogsaphic  Tsanspabbncy  07 


SoUds. 
Bock  crystal     . 
Ice      .... 
Fluor-spar   .    . 
Topaz .... 
Bock-salt.    .    . 
Iceland  spar .    . 
Magnesic  sulphate 
Borax  •    •    .    • 
Diamond .     .    • 
Potassic  bromide 
Thin  glass  (0*009 
Potassic  iodide  . 
Mica  (0*007  ^') 
Potassic  nitrate 


.  74 
.  74 

.  62 
.  62 
.  62 
.48 
in.)  20 
.  18 
.  18 
.  16 


Liqiiids,,  0*75  in. 

Water 74 

Alcohol 63 

Dutch  liquid  ...  36 
Chloroform  ....  26 

Benzol 21 

Wood-spirit ....  30 
Fousel  oil  ....  20 
Oxalic  ether .     .     .     .19 

Glycerin 18 

Ether 16 

Acetic  acid  •  •  .  .16 
Oil  of  turpentine  .  .  8 
Disulj^hide  of  carbon  .  6 
Arsenious  trichloride  .    5 


Gases  and  Vapoors. 

Oxygen 74 

Nitrogen,  ....  74 
Hydrogen  .  .  .  .74 
Carbonic  anhydride  .  74 
Olefiant  gas .  •  •  .  06 
Marsh-gas  .  •  •  .  63 
Hydrochloric  acid  .     .  55 

Coal-gas 37 

Benzol  vapour  •  •  •  35 
Hydrobromic  acid  .  .  23 
Hydriodic  acid  .  .  .15 
Sulphurous  anhydride  i^ 
Sulphuretted  hydrogen  14 
Air,  0*1  inch  pressure  .  74 


The  photographic  image  obtained  upon  the  collodion  plate  commenced  in 
each  case  at  the  same  point  of  the  spectrum,  corresponding  with  a  spot  a  little 
more  refrangible  than  the  line  o.  Calling  the  line  H  100,  and  numbering  back- 
wards for  the  less  refrangible  rays,  the  line  B  being  at  84,  the  commencement  of 
the  photograph  in  each  case  is  at  ^'S^  ^^'^  ^^  extreme  limit  of  the  most  refran- 
gible rays  170*5. 

Each  photograph  was  obtained  under  circumstances  varying  only  in  the 
nature  of  the  transparent  medium  through  which  the  rays  of  the  spark  from  the 
silver  points  were  made  to  pass,  before  they  were  allowed  to  fall  upon  the  collo- 
dion plate.  When  absorption  occurs,  it  is  almost  always  exerted  upon  the  most 
refrangible  rays ;  but  in  the  case  of  the  coloured  gases  and  vapours,  chlorine, 
bromine*  and  iodine*  the  absorption  differs  from  the  general  rule,  and  is  by  no 
means  proportioned  to  the  depth  of  colour.  A  column  of  chlorine  with  its  yel- 
lowish-green colour  cuts  off  the  rays  of  the  less  refrangible  extremity  through  fully 
two-thirds  of  the  spectrum ;  the  red  vapour  of  bromine  cuts  off  about  one-sixth 
to  the  length  of  the  spectrum,  the  absorbent  action  being  limited  to  the  less  re- 
frangible extremity ;  whilst  the  deep  violet-coloured  vapours  of  iodine  allow  the 
less  refrangible  rays  to  pass  freely  for  the  first  fourth  of  the  spectrum ;  then  a 
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oonsiderable  absorption  ocean,  and  afterwards  a  feeble  renewal  of  the  phoiiogr&pbic 
action  is  exhibited  towards  the  more  refrangible  end. 

In  these  experiments  minnte  attention  to  the  pnrity  of  the 
substances  employed  is  indispensable :  traces  of  foreign  substances 
inappreciable  to  ordinary  modes  of  analysis  occasionally  reveal 
themselves  by  their  absorptive  action  on  the  chemical  rays. 

Among  the  various  compounds  submitted  to  examination,  the 
fluorides  are  chemically  the  most  transparent;  then  follow  the 
chlorides  of  the  metals  of  the  alkalies  and  alkaline  elurths ;  the 
bromides  are  less  diactinic^  and  the  iodides  show  a  striking 
diminution  in  this  respect.  The  group  most  remarkable  for  its 
absorptive  power  is  the  nitrates.  Nitric  acid,  whether  simply  dis- 
solved in  water,  or  combined  with  bases,  has  a  specific  power  in 
arresting  the  chemical  rays ;  the  less  refrangible  portion  it  trans- 
mits freely,  but  intercepts  the  spectrum  abruptly  at  the  same 
point,  whatever  salt  be  employed,  provided  the  base  be  diactinic. 
The  chlorates,  it  may  be  remarked,  are  strongly  diactinic. 

Glass,  even  in  very  thin  layers,  absorbs  the  whole  of  the  more 
refrangible  rays.* 

Diactinic  bases,  when  united  with  diactinic  acids,  usually 
furnish  diactinic  salts ;  but  such  a  result  is  not  uniform :  the 
silicates  are  none  of  them  as  transparent  as  silica  itself  in  the 
form  of  rock  crystal.  Again,  hydrogen  is  eminently  diactinic, 
and  iodine  vapour,  notwithstanding  its  deep  violet  colour,  is  also 
largely  diactinic ;  but  hydriodic  add  gas  is  greatly  inferior  to  either 
of  them. 

The  same  substance,  however,  whatever  may  be  its  physical 
form,  whether  solid,  liquid,  or  gaseous,  preserves  its  character; 
no  chemically  opaque  solid,  though  transparent  to  light,  becoming 
transparent  photographically  by  liquefaction  or  volatilization ;  and 
no  transparent  solid  being  rendered  chemically  opaque  by  change 
of  form.  Hence  it  is  obvious  that  this  opacity  or  transparency 
is  intimately  connected  with  the  atomic  or  chemical  character  of 
the  body,  and  not  merely  with  its  state  of  aggregation.  Although 
the  absorption  of  the  chemical  rays  varies  greatly  in  the  different 


*  A  hasty  consideration  of  these  experiments  might  lead  to  the  conclusion 
that  lenses  of  quartz,  or  of  water  enclosed  in  qnartz,  would  be  far  superior  to 
those  of  glass  in  ordinary  use  by  the  photographer.  This,  however,  is  not  the 
hd,  'Glass  is  veiy  transparent  to  the  less  refrangible  portion  of  the  chemical 
rays,  extending  beyond  the  violet  end  of  the  visible  spectrum  to  a  distance  as 
much  beyond  the  line  H  as  the  red  end  of  the  spectrum  is  below  it ;  and  these 
tays  are  predselj  the  most  abundant  and  powerful  chemical  rays  in  the  solar 
•peotmm,  which  contains  but  few  rays  of  a  refrangibiHty  much  beyond  this 
point,  whereaa  in  the  electric  arc  these  highly  ^frangible  rays,  predominate. 
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gases,  which  therefore  in  their  action  display  an  analogy  to  their 
^ects  upon  radiant  heat^  yet  those  gases  which  absorb  the  rays 
of  heat  most  powerfhlly  are  often  highly  transparent  to  the 
chemical  rays^  as  is  seen  in  the  case  of  aqueous  vapour^  of  car- 
bonic anhydride^  cyanogen^  and  olefiant  gas^  all  of  which  are 
compound  substances^  not  chemical  elements.  Compounds  as 
compounds  do  not  appear  to  act  more  enei^etically  as  absorbents 
than  simple  bodies. 

The  abrupt  termination  of  the  chemical  spectrum  in  coal-gas 
is  remarkable  :  in  that  case  the  absorption  appears  to  be  due^  not 
to  the  permanent  gases,  but  to  the  vapours  of  benzol,  and  other 
heavy  hydrocarbons  that  it  contains. 

In  the  case  of  reflection  from  polished  surfaces,  the  metals 
were  found  to  vary  in  the  quality  of  the  rays  reflected ;  gold  and 
lead,  although  not  the  most  brilliant,  reflecting  the  chemical  rays 
more  uniformly  than  the  brilliant  white  surfaces  of  silver  and 
speculum  metal, 

Stokes  {Phil.  Trans.  i86a,  p.  606)  has  pursued  this  investiga- 
tion in  a  different  manner :  instead  of  photographing  the  spectra, 
he  submitted  them  to  ocular  inspection,  by  receiving  the  invisible 
rays  upon  a  fluorescent  screen. 

He  found  that  the  vegetable  alkaloids  and  the  glucosides  are, 
almost  without  exception,  intensely  opaque  for  a  portion  of  the 
iQvisible  rays,  absorbing  them  with  an  energy  comparable,  for  the 
most  part,  to  that  with  which  colouring  matters,  such  as  indigo  or 
madder,  absorb  the  visible  rays.  The  mode  of  absorption  is  also 
generally  highly  characteristic  of  each  compound,  and  frequently 
very  different  in  the  same  body,  according  as  it  is  examined  in 
an  acid  or  an  alkaline  solution.  In  the  examination,  a  small  cell, 
with  parallel  faces  of  quartz,  or  sometimes  a  wedge-shaped  vessel, 
with  its  inclined  faces  also  of  quartz,  was  employed.  The  cell 
being  filled  with  the  solvent,  water,  dilute  acid,  dilute  ammonia, 
or  alcohol,  &c.,  a  minute  quantity  of  the  substance  under  trial  is 
introduced,  and  the  absorptive  effects  exerted  are  watched  as  the 
substance  gradually  undergoes  solution.  Fig.  iii,  on  the  fol- 
lowing page,  is  taken  from  Stokes^s  paper.  The  bold  lines  of 
aluminum,  zinc,  and  cadmium,  are  given  as  points  of  reference ; 
the  border  qu  the  left  is  the  limit  of  the  red  light  visible  on  the 
screen.  The  dotted  line  in  the  figure  for  aesculin  denotes  the 
commencement  of  the  fluorescence,  which  is  situated  near  the 
line  o  of  the  solar  spectrum,  the  luminous  portion  of  which  does 
not  extend  beyond  the  termination  of  the  first  portion  of  the 
spectrum  of  piperine.     Stokes  remarks  that  in  the  figure  the 
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shading  merely  represents  the  general  effect,  the  gradation  of 
illumination  not  having  been  registered ;  and  although  the  central 

Pig.  III. 


dilute  H^SO^. 


Papaverine, 
dilate  HjSO^. 

Ciiffein^ 
dilute  H^SO^. 

Corydalin, 
dilute  HsSO^, 

Piperme,  alcohoU 

^Esculin, 
dilute  ammonia. 


Pliloridzinj 
dilute  ammonia. 

Phloridzint 
dilute  H5SO4. 

Salicin,  wat6r. 
Arbutm,  wat^r. 


parts  of  the  maxima  of  transparency  are  left  white,  in  reality 
there  is  almost  always  some  absorption*  The  effect  of  acids  and 
alkalies  on  the  glucosides  presents  one  uniform  feature :  when  a 
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preidoiisly  neutral  solution  is  rendered  alkaline,  the  absorption 
begins  somewhat  earlier,  when  rendered  acid  somewhat  later,  than 
in  a  neutral  solution. 

(127  5)  Photographic  Spectra  of  the  Elements, — ^Equally  inte- 
resting are  the  results  obtained  by  examining  the  spectra  pro- 
duced by  varying  the  nature  of  the  metallic  electrodes  employed 
as  terminals  to  the  secondary  wires  of  the  induction-coil. 
Wheatstone  showed  many  years  ago  that  the  visible  spectrum  of 
each  metal  is  perfectly  characteristic  when  electro-magnetic  sparks 
are  transmitted  between  two  surfaces  of  the  metal ;  and  I  have 
found  that  the  same  thing  is  equally  true  of  the  invisible  portion 
of  the  spectrum. 

Even  the  various  gaseous  media  become  so  intensely  heated 
by  the  passage  of  the  electric  spark,  that  they  furnish  photographic 
spectra,  each  of  which  is  characteristic  of  the  body  which  occasions 
it,  and  when  the  electric  discharge  of  the  secondary  coil  becomes 
intensified  by  use  of  the  Leyden  jar,  the  sparks  not  only  produce 
the  spectra  due  to  the  metals,  but  to  the  gaseous  medium  in  which 
the  electrodes  are  immersed;  so  that  a  mixed  spectrum  is  the 
result.  The  spectra  produced  by  the  metals  are  characterised  by 
bands  of  which  the  extremities  only  are  visible ;  whilst  the  gaseous 
spectra  yield  continuous  lines  which  traverse  the  whole  width  of 
the  spectrum.  When  a  compound  gas  is  made  the  medium  of  the 
electric  discharge,  the  spectra  produced  are  those  of  the  elemen- 
tary components  of  the  gas.  It  seems  as  though  at  these  intense 
temperatures  chemical  combinations  were  impossible;  and  at 
temperatures  as  intense  as  those  obtained  in  the  voltaic  arc,  oxygen 
and  hydrogen,  chlorine  and  the  metals  probably  all  coexist  in  a 
separate  form,  though  mechanically  intermingled. 

The  spectrum  produced  by  the  ignition  of  a  solid  or  a  liquid 
always  yields  a  continuous  band  of  light,  containing  rays  of  aU 
degrees  of  refrangibility ;  but  the  same  body,  when  converted  into 
vapour,  produces  a  spectrum  consisting  of  a  series  of  bright  bands 
of  particular  colours,  separated  from  each  other  by  intervals  more 
or  less  completely  dark,  coloured  gaseous  bodies  emitting  rays  of 
certain  definite  refrangibilities  only  (109). 

From  the  striped  character  of  the  photographic  spectra,  it  is 
obvious  that  the  vibrations  are  emitted  from  the  different  metals 
in  the  form  of  vapour,  and  not  merely  in  that  of  detached  particles 
projected  from  the  electrodes  by  disruptive  discharge. 

This  observation. may  give  some  idea  of  the  intensely  high 
temperature  attained  by  die  spark ;  since  it  is  observed  that  the 
higher  the  temperature,  the  more  refrangible  are  the  vibrations. 
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We  are,  indeed,  famished  in  this  case  with  a  rude,  but  still,  under 
the  circumstances,  with  a  valuable  pyrometric  means  of  estimating 
these  exalted  temperatures. 

Fig.  112. 


jw     JBO     M^a 


Fig.  iia  exhibits  a  few  of  the  spectra  of  the  metals  obtained 
])7  the  secondary  spark,  contrasted  with  the  solar  spectrum  trans- 
mitted through  the  same  lens  and  prism  under  similar  circum- 
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dtances :  the  spectra  of  oxygen,  nitrogen,  chlorine,  and  carbonic 
anhydride,  produced  by  sparks  between  platinum  points,  are 
also  given  in  fig.  113.  Platinum  has  but  a  feeble  spectrum 
of  its  own ;  and  it  does  not  appear  in  the  spectra  given  in  this 
figure. 

Pig.  113. 
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(137  r)  Extinction  of  Chemical  Rays. — Bunsen  and  Roscoe 
(Phil.  Trans.  1857,  601)  have  made  experiments  on  the  absorbent 
power  of  chlorine  upon  the  chemical  rays  which  affect  the  com- 
bination of  a  mixture  of  chlorine  and  hydrogen.  They  find  that 
when  light  passes  through  a  medium  in  which  it  excites  chemical 
action,  a  quantity  of  light  is  absorbed  proportional  to  the  chemical 
effect  produced.  For  instance,  the  chemical  power  of  the  light  of 
a  coal-gas  flame  of  a  certain  intensity,  measured  by  its  activity  in 
producing  the  combination  of  chlorine  with  hydrogen,  was  found 
"to  be  reduced  to  one-tenth  when  transmitted  through  a  column  of 
chlorine  6'82a  inches  in  depth ;  if  the  chlorine  were  diluted  with 
an  equal  volume  of  air,  the  length  of  the  column  required  to  pro- 
duce a  similar  absorption  was  exactly  double,  or  13*644  inches. 
But  when  a  mixture  of  equal  volumes  of  chlorine  and  hydrogen 
Was  used,  the  depth  of  the  mixture  which  was  required  to  reduce 
the  chemical  effect  of  the  light  to  one-tenth  of  its  original  intensity 
was  only  9':ii2  inches:  hence  it  appears  that  a  certain  quantity 
of  the  active  rays  are  absorbed  during  the  production  of  a  given 
chemical  effect* 
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With  liglit  from  different  sources^  analogous  results  were  ob« 
tained^  but  the  amount  absorbed  was  found  to  vary  with  the  source 
of  the  light.  For  instance,  the  diffused  zenith  light  of  a  cloudless 
sky  in  the  morning  was  reduced  to  one-tenth  of  its  intensity  by 
transmission  through  1794  inches  of  chlorine,  and  through  2*894 
inches  of  a  mixture  of  chlorine  and  hydrogen ;  the  absorbent  action 
of  chlorine  upon  the  chemical  rays  of  diffused  daylight  being 
much  more  energetic  than  on  those  emitted  by  burning  coal-gas. 
Observations  made  with  evening  light  showed  that  a  depth  of  0776 
inch  of  chlorine  was  sufficient  to  reduce  the  chemical  power  to 
one-tenth  of  that  possessed  by  the  incident  light.  The  relative 
thickness  of  the  stratum  of  chlorine  required  to  produce  an  equal 
reduction  in  the  chemical  power  of  the  incident  light  was  therefore 
the  following  :— 

Inches. 

A  flame  of  coal-gas    .     •    •    .    « 6*822 

!K-eflected  zenith  light  (morning) i'794 

Reflected  zenith  light  (evening)   ».....•    0*776 

{127  s)  It  was  stated  more  than  60  years  ago  by  Ritter,  and 
the  observation  has  been  confirmed  and  extended  by  Sir  J. 
Herschel,  that  the  two  ends  of  the  spectrum  produce  opposite 
chemical  effects,  though  the  violet  extremity  appears  greatly  to 
predominate  in  power.  If,  for  example,  paper  soaked  in  argentic 
nitrate  be  partially  blackened  by  exposure  to  diffused  daylight,  and 
then  submitted  to  the  action  of  the  solar  spectrum,  the  portion 
upon  which  the  violet  end  falls  speedily  becomes  much  darker, 
while  the  portion  beneath  the  red  rays  assumes  a  brick-red  hue. 
If  the  spectrum  be  thrown  upon  white  paper  coated  with  argentic 
nitrate,  and  diffused  daylight  be  allowed  at  the  same  time  to  fall 
upon  it,  the  spot  where  the  red  rays  fall  retains  its  whiteness, 
while  the  rest  of  the  paper  speedily  darkens.  It  thus  appears, 
that  by  combining  the  influence  of  two  rays  of  different  refran- 
gibilities,  effects  are  producible  which  cannot  be  obtained  by  either 
ray  separately. 

Paper  aoaked  with  argentic  nitrate  and  blackened  by  the  action  of  light,  if 
washed  over  with  a  solution  of  potassic  iodide,  becomes  gradually  bleached  when, 
exposed  to  diflused  daylight.  If  the  solar  spectrum  be  allowed  to  fall  upon  paper 
thus  prepared,  whilst  moist,  and  before  it  has  become  bleached,  the  part  beneath 
the  violet  end  is  quickly  bleached ;  but  this  efiect  is  bounded  by  a  sharp  border 
in  the  yellow,  while  the  paper  under  the  red  end  becomes  darker.  The  phenomena 
of  phosphorescence  also  exhibit  similar  opposition  in  the  eflects  produced  by  the 
opposed  extremities  of  the  spectrum  (112). 

Claudet  (PAil,  Tram,  1847,  2j6)  found  that  an  iodized  Daguerreotype 
plate,  when  submitted  in  the  focus  of  a  camera  to  the  red  image  of  the  sun  as 
seen  through  a  London  fog,  became  subsequently  whitened  on  exposure  to  the 
vapour  of  mercury,  in  all  parts  except  in  the  track  traversed  by  the  image  of  the 
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san — ^this  portion  continued  to  be  perfectly  black.  In  another  experiment,  a 
plate  was  covered  with  black  lace,  and  exposed  to  diffused  daylight ;  after  a  few 
minutes'  exposure,  the  lace  was  removed,  one  half  of  the  plate  was  then  covered 
with  an  opaque  screen,  the  other  half  with  a  red  glass,  and  the  exposure  was  con- 
tinued for  a  short  time :  in  the  mercury  box  the  red  half  continued  to  be  black, 
whilst  on  the  other  portion  the  image  of  the  lace  was  distinctly  traced.  The 
Jphotographic  effect  at  first  produced  over  the  whole  plate  had  in  fact  been 
lieutralized  by  the  red  glass.*  A  pleasing  variation  of  the  last  experiment  was 
made  by  exposing  an  iodized  plate  to  diffused  daylight,  then  covering  it  with  a 
piece  of  black  lace,  and  screening  it  with  a  red  glass ;  a  negative  picture  was  now 
developed  in  the  mercury  box,  the  red  glass  having  destroyed  all  photographic  action 
except  on  those  parts  screened  by  the  lace.  Orange  and  yellow  glasses  give 
similar  results.  After  exposing  a  plate  to  daylight,  and  then  submitting  it  to  the 
action  of  red  glass,  it  again  becomes  sensitive  to  light,  so  that,  as  Claudet  ob« 
serves,  it  is  no  longer  needful  to  prepare  the  plates  in  a  dark  chamber,  since,  if 
placed  beneath  a  covering  of  red  glass,  they  are  always  ready  for  immodiate  use 
^-even  though  subsequently  to  their  preparation  they  may  have  been  for  some 
time  exposed  to  solar  light. 

But  though  the  red  and  yellow  glass  have  the  power  of  completely  counter** 
acting  the  effect  of  the  radiation  of  the  more  refrangible  rays,  they  have  a  pecuf 
liar  effect  of  their  own.  The  neutralizing  power  of  the  red  ray  is  exerted  more 
slowly  than  the  photographic  effect  of  the  white  light,  nearly  in  the  proportion 
of  loo  to  I ;  that  of  the  yellow  ray  was  found  to  be  about  that  of  lo  to  i. 

From  the  foregoing  remarks,  it  is  evident  that  the  colour  of  objects  must 
e^ert  a  material  influence  upon  the  nature  of  the  photographic  image  produced. 
Beds  and  yellows,  from  the  want  of  chemical  energy  in  the  less  refrangible  por- 
tion of  the  spectrum,  will  be  characterized  by  absence  of  photographic  action  in 
the  image,  and  will  be  represented  by  black  spots,  which  often  produce  singular 
disfigurement  in  portraits.  Yellow  freckles,  for  instance,  on  the  skin  of  the  face, 
are  accurately  copied,  but  are  depicted  in  the  portrait  as  black  spots.  Much 
judgment  and  knowledge  are  therefore  required  in  selecting  a  dress  of  a  colour 
which  is  adapted  to  produce  a  suitable  depth  and  contrast  of  tint  in  the  photograph. 
(127  /)  Action  of  the  Solar  Spectrum  on  Vegetable  Colours, — 
iTiis  subject  has  been  particularly  examined  by  Herschel  {PhiL 
TVans.  1843,  188).  White  paper  coloured  with  various  vege- 
table juices  was  subjected  by.  him  to  the  influence  of  the  pris- 
matic spectrum,  and  in  some  cases  these  papers  were  washed  over 
with  solutions  of  metallic  salts.  The  following  are  the  most  im- 
portant general  conclusions  which  may  be  drawn  from  these 
experiments: — i.  That  the  action  of  light  is  in  almost  all  cases 
of  a  nature  to  obliterate  the  colour ;  or  if  it  does  not  entirely  bleach 
it,  a  faint  residual  tint  is  left,  upon  which  it  has  little  further  action. 
The  older  the  paper  or  the  tincture,  the  more  decided  is  this  re- 
sidual tint,  which  is  probably  the  result  of  an  oxidizing  action  upon 
the  colouring  material,  independent  of  the  action  of  light.    2,  The 


*  It  must  be  borne  in  mind  that  all  results  obtained  by  coloured  media 
are  liable  to  ambiguity,  for  it  seldom  happens  that  the  light  transmitted  through 
them  is  homogeneous  (105) ;  the  effects  are  liable  to  become  complicated  from 
the  intermixture  of  results  produced  by  rays  from  different  parts  of  the  spectrum. 
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action  is  confined  to  luminous  rajs  of  the  spectrum — offering  in 
this  respect  a  marked  difference  between  these  actions  and  those 
produced  upon  the  metallic  compounds.  3.  The  rays  which  are 
most  effective  in  destroying  a  given  tint  are  in  many  cases  those 
which  are  complementary  (105)  to  the  tint  destroyed.  Orange* 
yellows,  for  instance^  are  bleached  most  powerfully  by  the  blue 
rays :  blues  by  the  red,  orange,  and  yellow  rays ;  and  ptirples  and 
pinks  by  the  yellow  and  green  rays. 


CHAPTER  V. 

HEAT. 


§  I.  Eocpansion, — Measurement  of  Temperature. — §  II.  Mean^s  of 
maintdining  Equilibrium  of  Temperature. — §  III.  Specific 
Heat,  Latent  Heat. — §  IV.  Heat  of  Combination. 

(ia8)  General  Effects  of  Heat. — Upon  the  due  understanding 
of  the  principles  and  applications  of  heat,  much  of  the  successful 
prosecution  of  chemical  research  depends.  There  is  scarcely  a  che- 
mical operation  in  which  heat  is  not  either  emitted,  absorbed,  or 
purposely  applied  to  produce  the  required  result.  Heat  in  one  mode 
of  its  manifestation  presents  the  closest  analogy  with  light,  which 
it  very  generally  accompanies.  In  this  condition  it  is  known  as 
radiant  heat ;  and  it  is  in  this  form  that  the  main  supply  of  heat 
is  transmitted  from  the  sun  to  the  surface  of  the  earth. 

It  is,  however,  after  heat  has  fallen  upon  the  surface  of  an 
object  and  has  become  absorbed,  that  its  most  important  effects 
are  manifested.  It  is  only  then  that  the  sensation  of  warmth  is 
experienced ;  then  it  is  that  expansion  takes  place  in  the  heated 
body ;  and  it  is  then  only  that  the  phenomena  of  liquefaction  or  of 
evaporation  may  ensue.  Heat  may  also,  after  its  absorption,  be 
again  transmitted  from  the  heated  body,  by  secondary  radiation,  to 
other  objects  around,  or  it  can  be  propagated  more  slowly  by  con- 
duction from  particle  to  particle  through  the  mass. 

Other  most  important  effects  of  heat  are  seen  in  the  change 
of  state  in  bodies  from  the  solid  to  the  liquid  and  from  the  liquid 
to  the  gaseous  condition.  Whenever  a  solid  becomes  liquid,  or  a 
liquid  becomes  converted  into  vapour,  the  change  is  attended  with 
the  disappearance  of  a  quantity  of  heat,  which  is  perfectly  defi- 
nite; for  instance,  a  pound  of  ice  in  undergoing  liquefaction 
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always  requires  a  uniform  quantity  of  heat  to  produce  this  effect ; 
the  water  obtained  appears  to  be  no  warmer  than  the  ice ;  but 
the  heat,  though  it  for  a  time  ceases  to  affect  the  senses^  is  not 
lost,  for  it  reappears  when  the  water  passes  back  into  the  state 
of  ice.  The  heat  which  disappears  in  liquefaction  is  said  to  have 
become  latent;  and  it  again  becomes  sensible  as  the  solid  condi- 
tion is  resumed.  Finally,  it  is  found  that  the  quantity  of  heat 
produced  by  the  chemical  actions  of  definite  amounts  of  matter 
upon  each  other  is  definite,  whether  the  chemical  action  occur 
rapidly  or  slowly. 

In  considering  the  relations  of  heat,  the  subject  may  therefore 
naturally  be  subdivided  into  four  sections : — 

The  first  of  these  embraces  the  phenomena  of  expansion,  and 
their  application  to  the  measurement  of  temperature,  including  the 
principle  of  the  thermometer  and  the  pyrometer :  the  second  refers 
to  the  modes  in  which  the  equilibrium  of  tempe^'ature  is  sustained 
or  restored — viz.,  by  conduction,  by  convection,  and  by  radiation  : 
the  third  relates  to  heat  of  fluidity  and  vapmnzation,  including  the 
processes  of  congelation  and  liquefaction,  and  those  of  ebullition 
and  evaporation,  as  well  as  the  phenomena  of  specific  heat ;  whilst 
the  fourth  embraces  heat  of  combination,  or  the  quantitative  esti- 
mation of  the  heat  evolved  by  chemical  action. 

Before  passing  to  the  immediate  consideration  of  these  subjects, 
it  will  be  advantageous  to  review  briefly  the  principal  means  at 
our  command  for  procuring  a  supply  of  heat  by  artificial  means. 

(139)  Sources  of  Heat. — i.  The  sun  obviously  affords  the 
main  supply  of  warmth  to  the  globe.  It  may  furnish  some  aid 
towards  a  conception  of  the  enormous  amount  of  heat  continually 
emanating  from  the  sun,  when  we  state  that,  calculating  from  the 
mean  distance  of  the  earth  from  the  sun,  and  from  the  area  which 
the  earth  exposes  to  the  solar  rays,  the  quantityof  heat  which  reaches 
the  earth  is  not  at  any  given  moment  more  than  the  two  thousand 
three  hundred  and  eighty  millionth  part  of  that  emanating  from 
the  sun. 

2.  There  are,  however,  many  other  sources  whence  heat  may 
be  procured.  Friction  is  one  of  them.  It  is  remarkable  that  the 
supply  of  heat  from  this  source  is  apparently  unlimited.  Some 
savage  nations  employ  the  friction  of  two  pieces  of  dry  wood  as  a 
naeans  of  obtaining  fire ;  and  it  is  known  among  ourselves  that  the 
axles  of  wheels  and  other  parts  of  machinery  exposed  to  rapid 
motion  combined  with  pressure,  are  liable  to  become  so  much  heated 
as  to  char  or  ignite  the  woodwork  in  their  immediate  vicinity. 

In  order  to  obtain  some  idea  of  the  amount  of  heat  produced  by  friction, 
1  K 
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ihe  following  experiments  were  inrtitnted  by  Bumford  {Phil.  Trans,  1 798,  p.  80) : 
— A  brass  cannon,  weighing  113  lb.,  was  made  to  revolve  horizontally  with  a 
pressure  of  about  lo,oob  lb.  against  a  blunt  steej  borer,  at  the  rate  of  32  revo- 
lutions per  minute ;  in  half  an  hour  the  temperature  of  the  metal  had  risen  from 
15°  C.  to  55^;  this  heat  would  have  been  sufficient  to  have  raised  5  lb.  of 
water  from  O^  to  100°  C.  The  experiment  was  subsequently  varied  by  placing 
the  cannon  in  a  vessel  of  water,  and  friction  was  again  applied ;  in  this  case, 
i8f  lb.  of  water  at  i  j**  C.  were  actually  made  to  boil  in  two  hours  and  a  half. 
The  heat  thus  obtained  was  calculated  by  Bumford  to  be  somewhat  greater  than 
that  given  out  during  the  same  period  by  the  homing  of  nine  wax  candles 
each  I  inch  in  diameter. 

One  of  the  most  remarkable  proofs  of  the  extrication  of  heat 
by  friction  was  afforded  in  an  experiment  by  Davy,  in  which  two 
pieces  of  ice,  made  to  rub  against  each  other  in  vacuo,  at  a  tem- 
perature below  0°  C,  were  melted  by  the  heat  developed  at  the 
surfaces  of  contact. 

The  experiments  of  Joule  {PhiL  Trans.  1850,  p.  61)  appear 
to  show  that  the  actual  quantity  of  heat  developed  by  friction  is 
dependent  simply  upon  the  amount  .of  force  ■  expended,  without 
regard  to  the  nature  of  the  substances  rubbed  together.  He  found, 
as  a  mean  of  forty  closely  concordant  experiments,  that  when  water 
was  agitated  by  means  of  a  horizontal  brass  paddle-wheel,  made  to 
revolve  by  the  descent  of  a  known  weight,  the  temperature  of  i  lb. 
of  water  was  raised  1°  P.  by  the  expenditure  of  an  amount  offeree 
sufficient  to  raise  7721b.  to  the  height  of  1  foot.  When  cast- 
iron  was  ru'bbed  against  iron,  the  force  required  to  raise  1  lb.  of 
water  1°  F.  was  found,  as  a  mean  of  twenty  experiments,  to  be 
about  775  lb. ;  and  by  the  agitation  of  mercury  by  means  of  an 
iron  paddle-wheel  it  was  found  to  be  7741b. 
Fig  114  "^^  conclusion  drawn  from  these  experiments  was 

— that  the  quantity  of  heat  capable  of  raising  the 
temperature  of  i  lb.  of  water  (between  55°  and  60^) 
by  I®  F.  requires  for  its  evolution  the  expenditure  of 
a  mechanical  force  adequate  to  lift  772  lb.  i  foot. 
This  may  be  expressed  in  terms  of  the  metrical  system 
as  follows :-— A  unit  of  heat,  or  the  heat  capable  of 
raising  i  gramme  of  water  1°  C,  is  equivalent  to  a 
force  which  would  lift  423*55  grammes  through  a 
height  of  I  metre. 

The  apparatus  employed  in  the  determination  of  the  amount 
of  heat  given  out  during  the  friction  of  water  consisted  of  a  hrass 
paddle-wheel  furnished  with  eight  sets  of  vanes,  revolving  be- 
tween four  sets  of  stationary  vanes.  Fig.  114,  No.  i  shows  a 
vertical  section  of  the  paddle,  and  Ko.  2  a  transverse  section  of 
the  vessel  and  paddle.  This  paddle  was  fitted  securely  into  a 
copper  vessel,  c,  fig.  115,  provided  with  a  lid  in  which  were  two 
apertures,  one  allowing  the  passage  of  the  axis  without  actual 
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contact  with  it,  the  other,  t,  for  the  insertion  of  a  thermometer  graduated  to 
hundredths  of  a  degree  F.  A  weighed  quantity  of  water  was  introduced  into  the 
vessel,  or  calorimeter,  c,  and  its  temperature  ascertained  with  minute  precision. 
The  amount  of  heat  produced  was  ascertained  by  again  obsernng  the  tempe- 
rature of  the  water  in  c,  with  the  same  precision,  at  the  close  of  each  experiment. 
In  order  to  prevent  loss  of  heat  by  conduction,  the  vessel  was  supported  upon  a 

Pig.  115. 


wooden  stool,  and  connected  by  a  piece  of  boxwood,  h,  with  the  apparatus  for 
producing  rotation.  Motion  was  given  to  the  axis  by  the  descent  of  two  leaden 
weights,  one  of  which  is  shown  at  w,  fig.  115.  These  weights  were  suspended 
by  strings  over  two  wooden  pulleys,  one  of  which  is  shown  at  p,  resting  on 
friction  rollers,  /,  /,  and  the  pulleys  were  connected  by  fine  twine  with  the 
roller  r,  which,  by  means  of  a  pin,  could  be  readily  connected  with,  or  detached 
from,  the  calorimeter,  c.  The  descent  of  the  weights  was  measured  on  the 
scale,  s. 

A  similar,  but  smaller  apparatus,  made  of  iron  instead  of  brass,  with  six 
rotatory  and  eight  stationary  vanes,  was  used  for  measuring  the  heat  produced 
by  the  friction  of  mercury.  The  apparatus  for  measuring  t^e  heat  produced  by 
the  fiiction  of  solids,  consisted  of  a  vertical  axis  carrying  a  bevelled  cast-iron 
wheel,  against  which  a  stationary  bevelled  wheel  was  pressed  by  a  leyer :  the 
wheels  were  enclosed  in  a  cast-iron  yessel  filled  with  mercury. 

The  riste  of  temperature  in  each  experiment  amounted  in  the  case  of  water  to 
about  o°-3 1 3  C,  or  o^*^6^  P.  In  the  case  of  mercury,  the  mean  rise  during  each 
experiment  in  one  series  was  1^*339  C,  or  2^*41  P.,  and  in  case  of  cast-iron  it 
was2°-39C.,or  4°-3P.  . 

3.  Percussion,  which  is  a  combination  of  friction  and  compres- 
sion^ is  a  method  of  eliciting  heat  which  is  frequently  practised^  as 
is  seen  in  the  nse  of  the  common  steel  and  flinty  where  the  com- 
pression extricates  heat  enough  to  set  fire  to  the  detached  portions 
of  steel.     In  fibring  iron  shot  against  an  iron  target^  as  in  the 
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artillery  trials  at  Shoeburjmess,  a  sheet  of  flame  is  commonly  seen 
at  the  moment  of  the  collision,  owing  to  the  arrest  of  motion  in. 
the  projectile,  and  its  manifestation  in  the  form  of  heat.  Mr. 
Whitworth  has  indeed  employed  iron  shells  which  are  exploded 
simply  by  the  heat  developed  by  the  concussion  on  striking  the 
surface  of  the  iron  target.  It  is  a  practice  not  uncommon  among 
blacksmiths,  to  show  their  agility  and  dexterity  by  hammering  a 
piece  of  cold  iron  on  the  anvil  until  it  becomes  red-hot  from  the 
heat  extricated  by  compression.  It  is,  however,  remarkable  that 
iron  once  treated  in  this  way  cannot  again  be  made  red-hot  by 
hammering  unless  it  has  been  subsequently  heated  in  the  forge. 
Many  other  similar  instances  might  be  adduced ;  in  the  rolling  of 
brass  and  of  copper,  for  example,  the  bars,  as  they  issue  from  the 
rollers,  between  which  they  have  been  subjected  to  enormous 
pressure,  become  much  heated,  although  they  were  quite  cold  when 
they  entered  the  rolling  mill. 

4.  Another  source  usually  resorted  to  for  procuring  heat  arti- 
ficially is  chemical  action.  Whenever  this  occurs  with  high  in- 
tensity, heat  is  evolved,  and  it  is  very  generally  accompanied  by 
extrication  of  light,  of  which  a  common  fire  aflbrds  the  best  prac- 
tical illustration.  The  chemical  actions  which  are  constantly  going 
on  in  living  animals  are  also  never-ceasing  sources  of  a  regulated 
emission  of  heat,  and  they  differ  only  from  those  of  the  furnace  in 
the  more  moderate  and  subdued  amount  of  heat  emitted  in  a  given 
time  and  in  a  given  space.  The  quantity  of  heat  emitted  by  the 
combination  of  definite  weights  of  the  bodies  which  unite  is  per- 
fectly definite  in  amount.   (199  et  seq.) 

5.  Accumulated  electricity  is  another  source  of  intense  heat. 

6.  In  addition  to  the  above-mentioned  sources  of  heat,  Pouillet 
{Ann,  de  Chimie,  II.  xx.  141)  has  shown  that  the  simple  act  of 
moistening  any  dry  substance  is  attended  with  slight  yet  constant 
disengagement  of  heat.  With  bodies  of  mineral  origin,  when 
reduced  to  a  fine  powder  with  a  view  of  increasing  the  extent  of 
surface,  the  rise  of  temperature  does  not  exceed  from  o°'3  to 
1°  C;  but  with  some  vegetable  and  animal  substances,  such  as 
cotton,  thread,  hair,  wool,  ivory,  and  well-dried  paper,  a  rise  of 
temperature  varying  from  1°  to  even  6°  C.  has  been  observed. 

7.  Besides  these  sources  of  heat  there  can  be  no  doubt  of  the 
existence  of  a  nucleus  of  intensely  heated  matter  within  the  body 
of  the  earth  itself,  although  it  has  no  sensible  effect  upon  the 
superficial  temperature  of  the  globe.  If  a  thermometer  be  buried 
from  10  to  12  metres  beneath  the  surface,  it  is  found  to  undergo 
no  change  with  the  alternations  of  the  seasons,  but  on  proceeding 
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to  greater  depths  the  thermometer  is  found  to  rise  progressively, 
though  not  quite  uniformly  at  all  places.  If  it  be  assumed  that 
on  the  average  this  increase  of  temperature  is  i°  C.  for  every 
27*4  metres  of  descent,*  and  if  this  rate  of  progression  be 
continued  uniformly  as  the  depth  increases,  it  would  be  at  the  rate 
of  55°  C.  or  100°  P.  per  mile ;  so  that  at  a  depth  of  a  mile  and  a  half 
the  temperature  would  be  as  high  as  that  of  boiling  water,  and  at 
the  depth  of  40  miles,  a  temperature  of  2204°  C.  (4000°  F.)  would 
be  attained,  considerably  beyond  the  melting  point  of  cast-iron  or 
even  of  platinum.  The  existence  of  this  central  heat,  which  rises 
to  a  degree  sufficiently  high  to  fuse  the  rocky  constituents  of  the 
earth^s  crust,  is  abundantly  manifested  in  the  torrents  of  melted 
lava  which  are  firom  time  to  time  poured  forth  in  volcanic 
eruptions ;  and  the  occurrence,  at  great  depths,  of  rocks  which 
bear  evident  marks  of  igneous  action,  attests  the  high  tempera- 
ture of  the  interior  of  the  earth.  This  central  heat  is  prevented 
from  reaching  the  surface  by  the  low  conducting  power  of  the 
envelope  composing  the  strata  upon  the  surface. 

(130)  Nature  of  Heat — Mechanical  Theory  of  Heat. — ^Two 
principal  views  of  the  nature  of  heat  have  been  entertained  since 
experimental  science  has  been  actively  cultivated.  One  of  these 
views,  which  is  supported  chiefly  by  the  phenomena  of  latent  heat 
and  chemical  combination,  regards  heat  as  an  extremely  subtle 
material  agent,  the  particles  of  which  are  endowed  with  high  self- 
repulsion,  are  attracted  by  matter,  but  are  not  influenced  by 
gravity.  On  the  other  theory  heat  is  supposed  to  be  the  result 
of  molecular  motions  or  vibrations. 

The  latter  view  was  powerfully  advocated  by  Count  Rumford, 
and  by  Davy,  who,  in  the  early  part  of  the  present  century,  insti- 
tuted an  important  series  of  experiments  upon  the  production  of 
heat  by  friction.  Many  philosophers  were  subsequently  induced 
to  adopt  the  theory  of  the  vibratory  nature  of  heat  as  maintained 
by  these  eminent  men.  The  opinions  of  Davy  upon  this  subject 
are  thus  stated  by  him  in  his  treatise  on  Chemical  Philosophy^  p.  95. 
^^  It  seems  possible  to  account  for  all  the  phenomena  of  heat,  if  it 
be  supposed  that  in  solids  the  particles  are  in  a  constant  state  of 
vibratory  motion,  the  particles  of  the  hottest  bodies  moving  with 
the  greatest  velocity,  and  through  the  greatest  space ;  that  in  fluids 

*  Cordier  considers  1°  C.  in  25  metres,  or  i^F.  in  45  feet,  not  too  high  an 
estimate.  The  increase  of  temperature  in  six  of  the  deepest  mines  of  Northum- 
berland and  Durham  is  1°  F.  for  44  feet ;  in  the  Saxon  argentiferous  lead  mines,  it 
was  found  to  he  i  in  60  feet,  and  the  same  increase  of  temperature  was  ohserved 
in  boring  the  well  of  Grenelle  at  Paris. — (Lyell,  Frinc,  GeoL  7th  ed.  p.  514O 
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and  elastic  fluids,  besides  the  vibratory  motion,  which  must  be  con- 
ceived greatest  in  the  last,  the  particles  have  a  motion  round  their 
own  axes,  with  difierent  velocities,  the  particles  of  elastic  fluids 
moving  with  the  greatest  quipkness ;  and  that  in  etherial  substances 
the  particles  move  round  their  own  axes,  and  separate  from  each 
other,  penetrating  in  right  lines  through  space.  Temperature  may 
be  conceived  to  depend  upon  the  velocities  of  the  vibrations ;  in- 
crease of  capacity,  on  the  motion  being  performed  in  greater  space ; 
and  the  diminution  of  temperature  during  the  conversion  of  solids 
into  fluids  or  gashes,  may  be  explained  on  the  idea  of  the  loss  of 
vibratory  motion,  in  consequence  of  the  revolution  of  particles 
round  their  axes,  at  the  moment  when  the  body  becomes  fluid  or 
aeriform,  or  from  the  loss  of  rapidity  of  vibration  in  consequence 
of  the  motion  of  the  particles  through  greater  space.'' 

The  experiments  of  Joule  on  the  definite  amount  of  heat  de- 
veloped by  friction  {Phil.  Trans.  1850)  have  recalled  the  attention 
of  philosophers  to  these  views ;  and  the  mathematical  theory  of  heat 
propounded  by  S.  Carnot,  in  accordance  with  them,  has  undergone 
recent  revision, particularly  by  Clausius,  Rankine,and  W.Thomson, 
in  consequence  of  which  the  hypothesis  involved  in  the  term  the 
mechanical  theory  of  heat  has  been  favourably  received.  Upon 
this  view,  although  the  ideas  of  Davy  quoted  above  have  been 
adopted  with  extensions  and  modifications  by  some  writers,  it  is 
not  necessary  to  assume'  the  particular  kind  of  motion  in  the  in- 
terior of  bodies  which  may  be  conceived  to  be  the  cause  of  the 
peculiar  phenomena  of  heat,  but  only  to  suppose  that  a  motion  of 
the  particles  exists,  and  that  the  heat  is  a  measure  of  the  vis  viva 
of  this  motion.  The  important  principle  of  the  theory  is  this : — 
In  all  cases  where  mechanical  effect  is  produced  by  heat,  a  quantity 
of  heat  is  used  up,  proportional  to  the  mechanical  effect  produced : 
and,  conversely,  the  same  quantity  of  heat  can  be  again  generated 
by  the  expenditure  of  just  so  much  mechanical  effect. 

Tyndall,  in  his  work  on  Heat  considered  as  a  Mode  of  Motion^ 
has  applied  the  mechanical  theory  of  heat  to  the  explanation  of 
many  of  its  phenomena  with  great  ingenuity  and  clearness.  The 
chemical  considerations,  which  are  indeed  the  most  difficult  to  re- 
concile with  this  theory,  are,  however,  only  incidentally  touched 
upon  by  him.  A  simple  view  of  the  mathematical  considerations 
involved  is  given  by  B.  Stewart  in  his  Elementary  Treatise  on  Heat. 

§  I.  Expansion — measurement  of  tempebature. 

(131)  Difference  between  Heat  and  Temperature. — ^The  efiect 
of  a  hot  or  of  a  cold  substance  upon  our  sensations  enables  us  to 
distinguish  the  one  from  the  other;  but  the  impression  thus  produced 
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is  only  comparative,  and  affords  no  exact  criterion  of  the  amount 
of  heat,  the  sensation  produced  being  referable  to  the  temperature 
of  that  part  of  the  body  to  which  the  substance  is  applied  at  the 
particular  moment.  Heat  and  cold  are,  in  fact,  merely  relative 
terms ;  cold  implying  not  a  negative  quality  antagonistic  to  heat, 
"but  simply  the  absence  of  heat  in  a  greater  or  less  degree.  It  is 
singular  that  intense  cold  produces  the  same  sensation  as  intense 
heat ;  and  a  freezing  mixture,  as  well  as  boiling  water,  will  blister 
the  part  to  which  it  is  applied. 

Heat  produces  no  alteration  in  the  weights  of  bodies ;  conse- 
quently the  balance  cannot  be  employed  as  a  measure  of  its  amount. 
All  bodies,  however,  when  heated,  acquire  an  increase  in  btdk,  and 
return  to  their  original  dimensions  in  cooling,  and  the  measure  of 
the  amount  of  expansion  is  universally  employed  as  the  measure 
of  temperature. 

It  is  necessary  to  draw  a  distinction  between  the  terms  heat 
and  temperature,  which  are  applied  to  indicate  very  different  things. 
By  the  term  heat  is  meant,  in  philosophical  language,  the  power, 
whatever  it  be,  which  excites  in  us  the  sensation  of  warmth ;  by 
temperature  is  meant  the  energy  with  which  the  heat  in  a  body 
tends  to  transfer  itself  to  other  bodies.     In  other  words,  the  tem- 
perature of  a  body  is  that  modification  of  heat  which  is  perceptible 
to  the  senses  or  can  be  measured  by  the  thermometer.     K  two  or 
more  masses  of  matter,  of  the  same  or  of  different  kinds,  such  as 
mercury,  oil,  water,  or  spirit  of  wine,  when  brought  into  contact 
with  a  thermometer,  cause  the  mercury  which   this  instrument 
contains  to  stand  at  the  same  point,  they  are  said  to  have  the 
same  temperature.     But  the  temperature  of  a  body  affords  no  in- 
djication  of  the  actual  quantity  of  heat  which  it  contains.     A  pint 
of  spring  water  may  raise  a  thermometer  to  the  same  degree  as  a 
gallon  of  the  same  water,  though  it  is  obvious  that  the  larger 
quantity  of  the  liquid  contains  the  greater  amount  of  heat.     Again, 
suppose  a  thermometer  to  stand  in  water  at  40^  in  one  instance, 
and  at  80^  in  another,  in  equal  quantities  of  the  liquid ;  it  would 
be  a  mistake  to  suppose  that  in  the  latter  case  the  water  is  twice 
as  hot  as  in  the  former.     The  zero  of  the  thermometer  scale 
does  not  indicate  the  complete  absence  of  heat,  which  may  be 
abstracted  continuously  from  bodies  even  though  they  may  have 
been  already  cooled  to  0°. 

(132)  Expansion  of  Solids, — Solids,  as  might  be  expected  from 
the  exertion  of  cohesion  among  their  particles,  expand  less  for  equal 
elevations  of  temperature  than  either  liquids  or  gases.  Solids 
generally  expand  uniformly  in  all  directions,  and  on  cooling  return 
to  their  original  shape.     Lead,  however,  is  so  soft  that  its  particles 
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slide  over  each  other  in  the  act  of  expansion^  and  do  not  return  to 
their  original  position.  A  leaden  pipe  of  a  few  feet  long,  if  used 
for  conveying  steam^  becomes  permanently  lengthened  by  some 
inches  in  a  short  time ;  and  the  leaden  Booring  of  a  sink  which 
often  receives  hot  water  becomes^  in  the  course  of  use,  thrown  up 
into  ridges  and  puckers. 

Mitscherlich  [Poggendorffs  Ann.  x.  137)  has  discovered  that  all 
those  crystals  which  possess  a  doubly  refracting  action  upon  light, 
expand  unequally  in  different  directions  when  heated.  The  shape 
of  a  crystal  of  calcareous  spar,  for  instance,  is  slightly  altered  when 
heated :  the  obtuse  angles  become  more  acute,  and  the  inclination 
of  the  faces  of  the  crystal  to  each  other  becomes  lessened  8^'  by 
an  elevation  of  temperature  from  0°  to  100°  C.  The  crystal 
elongates  most  in  the  direction  of  the  optic  axis,  and  indeed  it 
actually  contracts  at  the  same  time  in  directions  at  right  angles 
to  this.  Such  crystals,  however,  form  no*  exception  to  the  general 
rule  that  the  bulk  of  bodies  is  increased  by  heat.  It  has  been 
ascertained,  for  instance,  that  a  crystal  of  calc-spar  increases  in 
bulk  between  0°  and  100°  C,  to  the  extent  of  i  part  in  510. 

Different  solids  expand  very  unequally  for  equal  additions  of 
heat :  zinc,  for  example,  dilates  much  more  than  iron,  and  iron 
more  than  glass.  The  total  expansion  of  a  body  may  be  obtained 
very  nearly  by  multiplying  the  linear  expansion  (or  expansion  in 
length)  by  3.  The  following  table  gives  some  measurements  of 
the  expansion  both  in  length  and  in  bulk  which  is  experienced  by 
various  solid  bodies : — 

Expansion  of  Solids, 


1,000,000  Farts  at 

OO  C.  OP  33°  P. 

At  100°  C.  or 

aij°  F. 

become. 

Ezpansion, 

Anthoritr. 

In  Length. 

In  Bulk. 

English  Flint  Glass 

I '000,8 1 1 

I  in  1248 

I  in  416 

Lav.  &  Laplace 

Glass   tube  (French) 

I '000,86 1 

I  in  1148 

I  in  382 

)   Dulong 

Platinum 

1-000,884 

I  in  1131 

I  in  377 

]  and  Petit 

Palladium       

1*001,000 

I  in  1000 

I  in  333 

WoUaston 

Untempered  Steel  ... 

1*001,079 

I  in    926 

1  in  309 

Lav.  and  Lapl. 

Antimony       

1*001,083 

I  in    923 

I  in  307 

Smeaton 

Iron 

1-001,182 

I  in    846 

I  in  282 

Dulong  &  Petit 

Bismuth 

I '001,392 

1  in    718 

I  in  239 

Smeaton 

Gold 

I  •001,466 

I  in    682 

I  in  237 

Lav.  &  Lapl. 

Copper     

1-001,718 

I  in    582 

I  in  194 

Dulong  <&  Petit 

Brass        

1-001,866 

I  in    536 

I  in  179 

] 

Lavoisier 

Silver       

1*001,909 

I  in    524 

I  in  175 

•     and 
Laplace 

Tin  (East  India)    ... 
Lead 

1001,937 

1*002,848 

\  in    516 
I  in    351 

I  in  172 
I  in  117 

Zinc 

1*002,942 

I  in    340 

I  in  113 

Smeaton 
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The  following  results,  whieli  were  obtained  by  DanieU,  with 
bars  heated  in  a  cylinder  of  baked  black-lead  ware,  and  measured 
by  his  pyrometer  scale  (140),  show  the  expansion  of  certain  solids 
at  high  temperatures,      {PhiL  Trans,  1831,  p.  456.) 

Linear  Expansion  of  Solids. 


1,000,000  Parts  at  i6**C.  or 
6a<»P. 

At  100°  C.  or 
aia°F. 

At  350®  C.  or 
66aOF. 

At  Fusing  Point. 

Black-lead ' 
Wedgwood 

Platinum.. 

Iron  (WroTJ 

Iron  (Cast) 

Gold 

Copper     .. 
Silver 

Zinc 

Lead 

Tin 

Ware     ... 
Ware    ... 

^ht)      ... 

1000244 
1000735 

1000735 

1000984 

JOO0893 
IOOIO25 
1001430 
1001626 
1002480 
1002323 
1001472 

1000703 
1002995 

1002995 

1004483 

1003943 
1004238 
1006347 
1006886 
1008527 

(  1009926  maximum, 
)      but  not  fused. 
1  1018378  to  the  fusing 
\      point  of  cast-iron. 
10 I 6389 

1024376 
1020640 
1012621 
1009072  - 
1003798 

The  addition  of  heat  beyond  a  certain  point  overcomes  the 
cohesion  of  the  solid,  and  it  assumes  the  liquid  form.  The  quan- 
tity of  heat  required  to  eflTect  this  change  varies  greatly  with  the 
nature  of  the  substance,  some  solids  melting  at  a  much  lower 
temperature  than  others. 

(133)  Esppansion  of  Liquids, — ^Liquids  expand  proportionately 
much  more  rapidly  than  solids.  They  differ,  also,  in  expansibility 
to  a  much  greater  extent :  generally  the  most  volatile  are  most 
expansible.  This  is  remarkably  shown  in  the  case  of  the  liquids 
obtained  by  the  condensation  of  the  gases  (196),  which  are  even 
more  rapidly  dilated  by  heat  than  aeriform  bodies. 


Expansion 

of  Liquids. 

At  ©o  C.  or  3jO  P. 

At  100°  C.  or 
aia°P. 

Expansion. 

Anthoritj. 

1,000,000  parts  of  Mercury  become 
Water 
Oil 
„                 Alcohol       „ 

1,018,153 
1,046,600 
1,080,000 
1,111,000 

I  jn  55     , 
I  m  213  ) 
I  in  12*5  > 
I  in    9     ) 

Begnault 
Dalton 

It  has,  however,  been  found  that  in  many  liquids  of  analogous 
chemical  composition  the  expansion  is  very  nearly  uniform,  if  the 
comparison  be  made^  not  at  the  same  temperature,  but  at  cor- 
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responding  temperatures,  that  is  to  say^  at  equal  distances  from  the 
boiling  point,  the  point  at  which  cohesion  is  just  about  to  yield  to 
the  repulsive  action  of  heat.  The  same  thing  haa  ako  been  ob- 
served between  some  liquids  which  present  no  analogies  in  their 
nature^  as  was  originally  obeerved  by  Gay-Lussac  in  comparing 
the  expaoflion  of  alcohol  and  carbonic  disulphide.  This  subject 
has  more  recently  been  investigated  with  great  care  by  Pierre 
(Ann.  de  Chimie,  III.  xv.  325;  xix.  193;  xx.  5;  xxi.  336;  xxxi, 
118),  and  by  Kopp,  {Pogg,  Annal.  Ixxii.  i  and  223  ;  Liebig's  AnnaL 
xciii.  157;  xciv.  257;  and  xcv.  307).  In  most  instances  there 
is  a  very  satisfactory  agreement  between  the  results  obtained  by 
these  observers  upon  the  same  liquid.  Some  of  their  results 
are  embodied  in  the  following  table.  The  bulk  of  each  liquid  at 
its  boiling  point  is  taken  as  10,000.  The  numbers  in  the  table 
indicate  the  volume  of  the  liquid,  first  at  40®  C.  below  the  boiling 
point  of  each  liquid,  and  again  at  a  still  lower  temperature,  70°  C. 
below  that  point ;  the  most  expansible  liquids  being  placed  first 
in  the  table. 

Expansion  of  Liquids  at  Corresponding  Temperatures. 


lOyOoo  Parte  of  the  foUowing  Liquids 
at  their  own  Boiling  Point. 


Ether  ... 

Silicic  chloride    

Ethyl  chloride    

Ethyl  acetate    

Ethyl  formiate 

Methyl  acetate 

Methyl  butyrate       

Ethyl  butyrate 

Methyl  vderate       

Methyl  bromide      

Ethyl  bromide 

5  Stannic  chloride       

( Phosphorous  chloride 

Benzol 

(Butyric  acid  
Acetic  add  
Formic  acid      

(Methyl  iodide 
Ethyl  iodide     

Dutch  liquid       

Monochlorinated      hydro- ) 
chloric  ether    ) 


Formula. 


Yolome  at 
10**  C.  or7a°F, 
below  boiling. 


SiCi. 
C,H,C1 

C,H.CjH,0, 
0,H.CHO, 
CHjC^HjO, 

ch,c:h,o, 

C-HAHyO, 
CH,C,H,0, 

CH.Br 
C,H,Br 

SnCL 
PCI, 

CeHe 

HC.HyO, 

HC,H,0, 
ECHO, 

CH,I 
C,H.I 

CjH^Cl, 
C3H4C1,C1 


Volmne  at 
w^CoriaC^F. 
oelow  boiling. 


9384 
9390 
9419 

9424 
9430 
9431 
9438 

9446 
9445 

9438 
9452 

9475 

9484 

9486 

9497 
9520 
9560 

9494 
9514 

9499 
9481 


Ob- 


9027 


9053 
9064 
9065 
9075 

9065 
9084 


9091 

9130 
9157 

9M5 
9164 
9207 
9264 

9163 
9187 

9171 
9121 


Kp. 

P. 

Kp. 

P. 

>i 

Kp. 
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Eacpansion  of  Liquids  at  Corresponding  Temperatures — continued. 


10,000  Pwrts  of  the  followingr  Liqmds 
at  their  own  Boiling  Point. 

Formula. 

Tolome  at 
^0°  Cor  73°  P. 

Volume  at 
7o°C.oria6°F. 
below  boiling. 

Ob- 
server. 

/MoDochloriBated     Dat<^ 

Liquid    ...     .,.     ... 
"  Dichlorinated  hydrochlo- 
V     ric  ether 

r  Wood-spirit      

■  Alc5ohol      

IPousel  oil 

Carbonic  disulphide    

Sulphurous  ether 

Bromine      

Titanic  chloride 

Arsenious  chloride      

Ethylene  dibromide    

Phosphorous  bromide 

Silicic  bromide    

Water 

c,H,a,ci, 

C2HsCla,Cl 

CH40 

CsHeO 
C,H,,0 

c,hJo3 

Tici^ 

AsCl, 

QH.Br^ 

PBrj 

SiBr^ 

9518 

9451 

9488 
9536 
9503 

9521 
9536 

9547 

9553 

9560 

9562 

9021    . 

9627 

9747 

9190 
9094 

9225 
9192 

9201 
9215 
9247 
9247 
9256 
9264 

9353 
9340 
9627 

P. 

>» 

n 
» 

The  expansion  of  the  diflFerent  liquids  used  in  these  experi- 
ments was  determined  by  enclosing  in  tubes  similar  to  those  em- 
ployed for  thermometers,  known  bulks  of  the  liquid  at  a  particular 
temperature,  and  measuring  the  expansion  experienced  in  each  case, 
making  the  necessary  correction  for  the  dilatation  of  the  glass  en- 
velope. In  fact,  a  number  of  thermometers  were  prepared,  in  each 
of  which  one  of  the  various  liquids  under  experiment  was  substi- 
tuted as  the  expansible  material  in  place  of  mercury. 

In  comparing  corresponding  compounds  obtained  from  wood-spirit  and  from 
alcohol  (two  homologous  organic  liquids),  a  remarkable  parallelism  in  their  rates 
of  expansion  has  been  observed.  The  ethyl  and  methyl  acetates  correspond 
closely  with  each  other,  and  with  the  butyrates  of  the  same  substances.  The 
ethyl  and  methyl  bromides  also  correspond.  So  do  the  ethyl  and  methyl  iodides. 
Wood-spirit  and  alcohol  do  not  differ  greatly  from  each  other,  or  from  an  allied 
compound  produced  during  fermentation,  which  has  received  the  name  of  fousel 
oil ;  but  the  rates  of  expansion  of  the  homologous  butyric,  acetic,  and  formic 
acids  differ  rather  more  widely.  Ethyl  formiate  is  metameric  with  methyl  acetate, 
(that  is  to  say,  it  is  composed,  in  100  parts,  of  the  same  chemical  elements,  in 
precisely  the  same  proportions),  and  both  expand  also  in  exactly  the  same  ratio ; 
but  this  uniformity  df  expansion  in  metameric  bodies  is  not  always  observable  5 
considerable  differences  are  found  to  exist,  for  example,  between  the  rates  of 
expansion  of  the  metamerides  Dutch  liquid  and  monochlorinated  hydrochloric 
ether,  and  between  monochlorinated  Dutch  liquid  and  dichlorinated  hydrochloric 
ether. 

Two  elements,  however,  such  as  chlorine  and  bromine,  which  are  most  closely 
allied  in  chemical  properties,  and  which  form  compounds  possessing  the  same 
crystalline  form,  may  yet  combine  with  the  same  element,  and  produce  liquids 
which  have  totally  (Afferent  rates  of  expansion.     For  instance,  Dutch  liquid  and 
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ethylene  dibromide  diflTer  considerably,  and  no  correspondence  exists  between  the 
expansion  of  silicic  bromide  and  silicic  chloride. 

(134)  Expansion  of  Gases. — When  the  temperature  rises  be- 
yond a  certain  point  in  liquids^  they  change  their  state,  cohesion 
is  entirely  overcome,  repulsion  predominates,  and  the  aeriform 
condition  supervenes.  Expansion  for  equal  increments  of  heat  is 
in  gases  far  greater  than  in  solids  or  in  liquids.  If  the  open 
extremity  of  a  tube,  on  the  other  end  of  which  a  bulb  is  blown, 
be  plunged  into  water,  the  heat  of  the  hand  will  be  sufficient  to 
dilate  the  air  in  the  bulb  so  as  to  cause  a  part  of  the  enclosed  air 
to  escape.  In  gases,  where  cohesion  is  entirely  overcome,  no  such 
variety  in  expansion  is  exhibited  as  in  the  case  of  liquids  and  of 
solids ;  and  it  may,  without  sensible  error,  be  assumed  that  in 
gases,  and  also  in  vapours  at  considerable  distances  above  their 
points  of  condensation,  the  expansion  is  alike  in  all,  under  like 
variations  of  temperature  and  pressure.  From  the  freezing  to  the 
boiling  point  of  water,  they  increase  in  bulk  more  than  one-third, 
or  -^f  1000  parts  at  o®  becoming  1367  at  100°  C* 

(135)  Thermometers. — Whether  the  body  be  in  the  solid,  the 
liquid,  or  the  gaseous  condition,  the  expansion  is  always  propor- 


*  Eegnanlt  {Ann.  de  Chimie,  III.  iv.  j  and  v.  52)  and  Magnus  {Ih.  III. 
iv*  33^)  liave  published  independent  and  elaborate  investigations  on  the  ex- 
pansion which  various  gases  undergo  on  the  application  of  heat.  According 
to  their  experiments,  the  coefficient  of  expansion  is  not  rigidly  uniform  for  all 
gases;  the  expansion  being  greatest  for  those  which  are  most  readily  con- 
densible,  whilst  for  the  gases  which  have  resisted  all  efforts  to  liquefy  them, 
scarcely  any  appreciable  differences  are  observed.  The  following  table  contains 
a  summary  of  the  results  of  these  experiments : — 

Expansion  of  Gases  hy  Seat. 


1000  Parti  at  0^  0.  or  3a**  F.  become, 
(the  presBore  remaining  unaltered) 

At  100"  C.  or  aia"  F. 

Begnanlt. 

Magnus. 

Hydrogen        

Carbonic  oxide        

Atmospheric  air     

Nitrogen 

Hydrochloric  acid 

Carbonic  anhydride        

Nitrous  oxide 

Cyanogen        

Sulphurous  anhydride    

1366- 13 
1366-88 
1367-06 
1366-82 
1368*13 
1370-99 

i3«7-67 
139028 

1365*659 
1366-508 

1369-087 

1385-618 

For  ordinary  purposes,  sufficient  accuracy  is,  however,  attained  by  assuming  the 
expansion  of  gases  and  vapours  by  heat,  between  o^  C.  and  100°,  at  ^  of  the 
volume  at  0°  C.  5  this  is  equal  to  or  about  -^^-^  for  each  degree  of  Fahrenheit, 
or  ^4^  for  each  degree  Centigrade,  upon  the  bulk  occupied  by  the  gas  at  o®  C. 


Digitized  by  VjOOQIC 


AIR   THERMOMETER. 


253 


tionate  to  the  heat  employed ;  and  the  same  body,  with  the  same 
initial  temperature,  always  expands  to  the  same  extent  by  the 
addition  of  the  same  amount  of  heat :  for  example,  a  substance 
at  the  temperature  of  20°  will,  however  often  it  be  heated  to  100°, 
always  expand  to  the  same  bulk ;  and  on  cooling  to  its  original 
temperature  of  20°,  it  will  always  return  to  its  original  bulk. 

By  ascertaining  exactly  the  extent  of  this  expan-    ^^^  ^^^ 
sion,  a  ready  and  available  measure  of  temperature  is 
aflForded ;   and  accordingly  instruments  termed  ther- 
mometers  (j&x)m  Oepfjiog,  hot,  iiirpovy  a  measure)  have 
been  constructed  for  this  purpose. 

Air,  from  the  delicacy  of  its  indications,  and  the 
regularity  of  its  expansion,  would  seem  to  be  the 
material  best  fitted  to  measure  changes  of  tempera- 
ture, and  indeed  it  was  the  substance  first  tried. 
The  air  thermometer  consisted  simply  of  a  bulb  of 
glass,  with  a  narrow  elongated  stem  dipping  into  some 
liquid  (fig.  116) ;  as  the  bulb  became  heated  the  air 
expanded,  and  depressed  the  liquid  in  the  stem ;  as 
it  cooled  the  air  contracted,  and  the  liquid  rose ;  a 
scale  attached  to  the  stem  gave  the  amount  of  the  expansion  or 
contraction.  But  the  size  of  the  instrument  and  the  extreme 
delicacy  of  its  indications  limited  the  range 
through  which  it  could  be  employed,  and 
impaired  its  utility.  It  was  also  soon  ob- 
served that  diflferences  of  atmospheric  pres- 
sure, entirely  independent  of  temperature, 
caused  an  alteration  in  the  bulk  of  the  air  : 
this  may  be  seen  by  introduciug  such  an 
instrument  under  the  receiver  of  an  air- 
J)ump,  and  moving  the  handle ;  very  slight 
^notion  causes  a  great  alteration  in  the  height 
of  the  column  of  liquid  in  the  thermometer.* 
This  difficulty  was  obviated  by  a  modifica- 
tion of  the  instrument  in  which  atmospheric 
pressure  was  altogether  excluded  :  two  bulbs 
were  blown  at  the  extremities  of  a  stout 
tube,  which  was  bent  twice  at  right  angles,  and   a  liquid  was 


Fig.  117, 


*  The  expansion  of  air,  however,  when  measured  with  due  precaution,  gives 
a  more  accurate  means  of  estimating  temperature  than  any  other  mode  hitherto 
devised,  but  the  application  of  air  to  this  purpose  requires  elaborate  and  special 
contrivances.    . 
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included  in  the  stem  (fig.  117).  The  instrument  in  this  form, 
however,  would  not  indicate  general  changes  of  temperature,  but 
only  differences  between  the  temperature  of  the  two  bulbs  :  if  one 
were  warmer  than  the  other,  the  air  expanded  in  that  bulb  and 
drove  the  liqnid  in  the  stem  towards  the  other  bulb :  it  was  hence 
termed  the  differential  thermometer  or  thermoscope,  and  formed, 
in  a  limited  number  of  cases,  an  instrument  of  great  sensitiveness 
and  utility. 

(136)  Graduation  of  the  Thermometer. — The  next  great  im- 
provement in  the  thermometer  was  made  by  the  Florentine  acade- 
micians :  they  substituted  the  expansion  of  a  liquid  for  that  of 
air,  employing  spirit  of  wine  for  this  purpose,  and  they  divided 
the  stem  of  the  instrument,  arbitrarily  as  before,  by  means  of 
small  dots  of  enamel,  placed  at  equal  distances  npon  the  tube.  As 
the  scales  of  different  instruments  were  not  divided  upon  any 
uniform  principle,  the  results  which  they  furnished  did  not  admit 
of  direct  comparison.  This  evil  was,  however,  remedied  by  New- 
ton, who  applied  Hookers  observation,  that  the  melting  point 
of  ice  always  occurs  at  a  fixed  temperature ;  and  finding  that  the 
boiling  point  of  water  under  certain  standard  circumstances  is 
equally  uniform,  he  proposed  these  as  fixed  points,  between 
which  the  scale  should  be  divided  into  a  certain  number  of  equal 
parts  j  the  scale  being  continued  above  and  below,  with  similar 
divisions,  as  far  as  might  be  necessary.  Unfortunately,  this 
interval  has  in  different  countries  been  differently  subdivided. 
In  England,  Fahrenheit's  division  into  180°  has  hitherto  been 
principally  employed ;  the  zero,  or  0°,  upon  this  scale  being  32  of 
these  degrees  below  the  freezing  point  of  water.  In  France,  and 
generally  on  the  Continent,  the  Centigrade  division  introduced 
by  Celsius  prevails;  the  interval  between  the  freezing  and  the 
boiling  points  being  subdivided  into  100°,  the  degrees  being 
counted  upwards  and  downwards  from  the  freezing  point,  which 
is  reckoned  0°,  the  lower  temperatures  being  indicated  by  the 
prefix  of  the  negative  algebraic  sign  — . 

Reaimiur,  whose  division  is  still  used  in  Germany  and  Russia, 
divided  the  same  interval  into  80°,  making  his  zero  at  the  freezing 
point  of  water. 

The  conversion  of  degrees  upon  one  scale  into  those  of  an- 
other is  easily  effected  by  the  use  of  the  following  formulae  : — 

Fahrenheit  to  Centigrade,  •§  (F°--32)  =  C°. 
Centigrade  to  Fahrenheit,  f  C°-h32  =F°. 
Reaumur  to  Fahrenheit,  i  R°+32  =F°. 
Fahrenheit  to  Reaumur,     f  (F°-32)=R°. 
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The  annexed   cut    (fig.  ii8)    exhibits  the  three     Fig.  ii8. 
scales  placed  side  by  side,  and  shows  the  correspond- 
ing values  through  a  considerable  range  of  tempera- 
ture.* 

The  employment  of  spirit  of  wine  as  the  expan- 
sible liquid  for  measuring  temperature,  is  attended 
with  advantages  where  low  temperatures  are  con- 
cerned, inasmuch  as  spirit  of  wine  has  never  yet 
been  solidified  by  cold.  But  owing  to  the  low  tem- 
perature at  which  the  spirit  boils,  it  cannot  be  applied 
for  high  ranges  of  temperature ;  the  heat  of  boiling 
water  would  be  sufficient  to  burst  the  thermometer, 
in  consequence  of  the  generation  of  the  vapour  of 
alcohol  within  the  instrument.  For  most  purposes 
mercury  is  a  more  convenient  thermometric  liquid ; 
it  embraces  a  considerable  range  of  temperature, 
freezing  at  —39°  '4  C.,or  38°  below  0°  F.,  and  not  boil- 
ing under  350°  C,  or  662^  F.  It  has  also  the  advan- 
tage of  not  adhering  to  the  sides  of  the  tubes. 

(137)  Tests  of  a  Good  Thermometer, — A  'good 
mercurial  thermometer  should  answer  to  the  following 
tests :  when  its  bulb  and  stem  to  the  top  of  the  mer- 
curial column  are  immersed  in  melting  ice,  the  top  of 
the  mercury  should  indicate  exactly  0°  C;  when 
suspended  with  its  bulb  and  scale  immersed  in  the 
steam  of  water  boiling  in  a  metallic  vessel,  as  repre- 
sented in  fig.  119  (the  barometer  standing  at  760"™*), 
the  mercury  should  remain  stationary  at  icx)°  C. 
When  the  instrument  is  inverted,  the  mercury  should 
fill  the  tube,  and  fall  with  a  metallic  click,  thus 
showing  the  perfect  exclusion  of  air.  The  value  of 
the  degrees  throughout  the  tube  should  be  uniform : 
to  ascertain  this,  a  little  cylinder  of  mercury  may 
be  detached  from  the  column  by  a  slight  jerk,  and 
on  inclining  the  tube  it  may  be  made  to  pass  from 
one  portion  of  the  bore  to  another.  K  the  scale  be 
properly  graduated,  the  column  will  occupy  an  equal 
number  of  degrees  in  all  parts  of  the  tube.f 
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*  A  table  of  the  degrees  of  the  Centigrade  scale,  with  their  comparative 
▼alaes  on  that  of  Fahrenheit,  will  be  found  in  the  Appendix  to  this  Volume. 

t  In  accurate  observations,  when  the  column  of  mercury  in  the  stem  of  the 
instrument  is  exposed  to  a  temperature  different  from  that  of  the  bulb,  a  cor- 
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Fig.  119. 


The  expansion  of  which  a  thermo- 
meter thus  takes  cognizance  is  not  the 
entire  expansion  of  the  mercury,  but  the 
diflference  between  the  expansion  of  the 
mercury  and  of  the  glass ;  both  expand, 
but  the  mercury  expands  the  more  ra- 
pidly of  the  two,  and  the  column  of 
metal  therefore  rises  in  the  stem  of  the 
instrument. 

If  a  thermometer  be  graduated  immediately 
l-'y  after  it  has  been  Healed,  it  is  liable  to  undergo  a 
slight  alteration  in  the  fixed  points  of  the  scale, 
owing  to  the  gradual  contraction  of  the  bulb, 
which  does  not  attain  its  permanent  dimensions 
until  after  a  lapse  of  several  months.  From  this 
circunistance,  the  freezing  point  may  become  ele- 
vated from  ^  to  J  a  degree  C. ;  and  thus  the  gra- 
duations throughout  the  scale  would  indicate  a  tem- 
perature higher  than  the  true  one  by  the  amount 
of  the  error.  In  some  thermometers,  even  after  long  use,  the  bulb,  as  Despretz  and 
Pierre  have  shown,  after  exposure  to  a  heat  not  exceeding  that  of  boiling  water, 
does  not,  on  cooling,  contract  at  once  to  its  proper  dimensions ;  and  thus  a  tem- 
porary displacement  of  the  graduation  and  depression  of  the  freezing  point  below 
the  mark,  owing  to  a  temporary  dilatation  of  the  bulb,  is  caused  every  time  such 
instruments  are  heated  to  100°  C. 

(138)  Different  forms  of  Thermometer, — The  variety  of  circum-" 
stances  under  which  thermometers  are  used,  necessarily  demands 
a  considerable  variety  in  their  form.  It  is  desirable,  for  delicate 
experiments,  to  reduce  the  mass  of  the  instrument,  in  order  to 
diminish  the  amount  of  heat  required  to  raise  its  temperature  to 
that  of  the  bodies  with  which  it  is  brought  into  contact ;  but 
where  minute  subdivisions  of  a  degree  require  notice,  it  is  better 
to  employ  a  thermometer  with  a  large  bulb  and  a  fine  bore.  A 
useful  form  of  the  instrument  is  the  self-registering  maooimum 
and  minimum  thermometer.  The  common  maximum  thermometer, 
or  that  of  Rutherford,  consists  of  a  mercurial  thermometer,  with  a 
horizontal  stem,  in  the  bore  of  which  a  small  piece  of  steel  wire  is 
included  above  the  mercury.  As  the  mercury  expands  it  pushes 
the  steel  before  it,  and  when  the  mercury  contracts,  and  recedes 
towards  the  bulb,  the  wire  does  not  follow  it.  The  minimum 
temperature  is  observed  by  means  of  a  spirit  thermometer,  ar- 
ranged like  the  mercurial  one,  but  the  index  consists  of  a  small 

rection  must  be  made  on  this  account.  If  the  bulb  of  the  thermometer  be 
placed  in  the  steam  of  boiling,  water  while  the  stem  projects  into  the  atmo- 
sphere, and  is  of  the  temperature  say  of  15°  C,  an  error  exceeding  i°'^  C. 
might  easily  be  made.  Wherever  it  is  practicable,  the  whole  column  of  mercury 
should  be  raised  to  the  same  temperature  as  the  bulb. 
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piece  of  enamel,  sunk  below  the  surface  of  the  liquid  column. 
As  the  s^rit  descends,  it  carries  the  index  with  it  by  capillary- 
adhesion^  as  soon  as  the  upper  extremity  of  the  index  reaches  the 
surface  of  the  liqtdd ;  but  the  liquid,  on  expanding,  readily  passes 
by  the  enamel,  and  leaves  it  at  the  lowest  point  to  which  the 
column  had  retreated.  Six's  thermometer  is  constructed  upon  a 
somewhat  similar  principle,  but  it  is  less  portable,  and  more  liable 
to  derangement.  A  simpler  form  of  maximum  thermometer  has 
been  constructed  by  Negretti  and  Zambra ;  it  is  merely  an  ordi- 
nary thermometer,  placed  horizontally,  with  a  contraction  in  the 
tube,  just  above  the  bulb,  so  that  it  allows  the  mercury  to  pass 
when  it  expands,  but  owing  to  the  narrowing,  the  metal  does  not 
recede  when  the  temperature  falls.  It  therefore  indicates  the 
highest  temperature  attained  since  the  last  observation.  In  the 
maximum  thermometer  of  Phillips  the  index  is  merely  a  small 
portion  of  the  mercurial  column  itself,  which  is  detached  from 
the  rest,  and  separated  from  it  by  a  minute  bubble  of  air.  In 
both  the  forms  last  mentioned  the  true  place  of  the  mercurial 
column  is  restored  by  placing  the  instrument  vertically,  and  giving 
it  a  sUght  swinging  motion. 

(139)  Increase  of  the  Ratio  of  Dilatation  with  Rise  of  Temperature. 
— ^A  scale  divided  upon  the  principles  already  described  evidently 
depends  for  accuracy  on  the  supposition  that  equal  increments  of 
heat  produce  an  equal  amount  of  expansion.  With  due  precautions, 
a  pound  of  water,  at  o^  C,  mixed  with  a  pound  of  water  at  ioo°, 
should  yield  a  mixture  in  which  the  thermometer  should  stand  at 
50^  the  exact  mean.      Yet  it  is  not  true  that  even  in  the  same 
substance  equal  increments  of  heat  at  different  temperatures  pro- 
duce an  equal  amount  of  expansion  : — ^for  example,  the  expansion 
of  mercury  for  the  io°  between  o°  and   io°,  is  less  than  its 
expansion  for  the  io°  between  90°  and  100°.      In  the  mercurial 
thermometer,  for  temperatures  between  freezing  and  boiling  water, 
it  may  nevertheless  be  assumed,  without  sensible  error,  that  equal 
increments  of  heat  raise  the  thermometer  through  an  equal  number 
of  degrees.     The  increase  in  the  capacity  of  the  glass  bulb,  espe- 
cially if  the  thermometer  be  made  of  crown  glass,  almost  exactly 
compensates  for  the  increasing  rate  of  the  expansion  of  mercury ; 
though  for  temperatures  above  100°  the  compensation  is  not  so 
exact.      The  general  result  is,  that  for  all  bodies,  in  proportion 
w  the  temperature  rises,  the  expansion  increases;  the  distance 
between  the  particles  augments  with  the  heat,  and  consequently 
their  mutual  cohesion  is  more  readily  overcome.   The  total  expan* 
sion  of  mercury,  for  example,  for  three  progressive  intervals  of 
1  8 
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ioo°  C,  according  to  Eegnault,  is  the  following :  between  o°  C. 
and  ioo°  it  is  i  part  in  55*08  ;  between  ico°  C.  and  aoo°  it  is 
1  in  54*6i ;  and  between  200°  and  300°  C.  i  in  54*01.  Platinum 
is  more  equable  in  its  expansion  than  any  other  of  the  metals^ 
though  it  also  exhibits  a  similar  increase  in  the  rate  of  its  expan- 
sion as  the  heat  rises. 

The  following  table  embodies  some  experimental  results  ob- 
tained upon  this  point  by  Dulong  and  Petit : — 


Increase  of  Mean  Dilatation  in  Bulk  by  Heat. 

Material  employed. 

Mean  Ezpanrion  for  each  Degree  0. 

Between 
o"  and  ioo<». 

Between 
o°andaoo°. 

Between 
0*  and  300°. 

Between 
o^ands^o'*. 

Glass     

Platinum       

Iron       

Copper 

Mercury        

Do.  (Regnault)     ... 
Mereurj  in  Glass ... 

I  in  3870 
I  in  3770 
I  m  2920 
I  in  1940 

I  in  6550 
I  in  5508 
I  in  0480 

I  in  3630 

I  in  5425 
I  in  5431 
I  in  6377 

I  in  3290 
I  in  3630 
I  in  2270 
I  in  1770 
I  in  5300 

I  in  5359 
I  in  6318 

I  in  5323 

The  temperature  ot^yo,^  (300°C.),  as  measured  by  an  air  thermo- 
meter, if  measured  by  the  expansion  of  mercury,  in  an  ordinary  ther- 
mometer, would  be  indicated  as  586°  (307°7  C),  because  the  appa- 
rent dilatation  of  the  mercury  increases  as  the  temperature  rises.* 

In  consequence  of  this  expansion  of  all  yessels  employed  to  contain  the  mer- 
cury, there  is  considerable  difficulty  in  measuring  the  absolute  expansion  of  mer- 
cury ;  but  the  difficulty  was  ingeniously  overcome  by  Dulong  and  Petit  in  the 
following  manner  {An^,  de  Chimie,  II.  vii.  1 24) : — Two  long  vertical  tubes  of 
glass,  open  at  the  upper  extremities  to  the  air,  were  connected  below  by  a  capil- 
lary tube,  and  the  apparatus  was  filled  with  mercury.  The  mercury  in  both 
limbs  stood  at  the  same  level  so  long  as  the  temperature  of  both  was  equaL 


*  If  the  specific  expansion  of  each  solid  and  liquid  were  equal  for  that 
substance  for  equal  increments  of  temperature,  the  volume  of  the  body  might 
be  calculated  for  any  given  temperature  by  the  formula  V  =  i  +  a^,  in  which 
V  is  the  required  volume,  i  the  volume  at  0°  C,  t  the  required  temperature 
in  degrees  C.,  and  a  the  coefficient  of  expansion  ascertained  by  experiment. 
Thus  the  volume  of  mercury  for  any  temperature  between  o®  C.  and  100**  C. 
may  be  approximatively  determined  by  the  formula,  V  =  i  +  0*00010085/  ;  but, 
generally  speaking,  it  becomes  necessary  to  take  other  terms  of  the  series  into 
the  account^  so  that  the  formula  becomes 

V=  I  -^  at  +  hf  +  cf, 

a,  h,  and  e,  being  coefficients  calculated  from  the  experimental  numbers. 

In  the  case  of  permanent  gases,  the  simple  formula,  Y=  i  +at  gives  the 
true  result  for  the  expansion,  the  coefficient  a  being  taken  f  0*002039  for  each 
I**  P.,  or  =  0*00367  for  each  1°  C. 
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One  limb  of  the  apparatos  was  now  enclosed  in  melting  ice,  whilst  the  other 
limb  was  surrounded  by  a  hot  bath,  the  temperature  of  which  could  be  regulated' 
at  pleasure  :  the  mercury  in  the  heated  limb  of  course  expanded  with  the  heat, 
GonsequenUy  a  longer  column  of  the  hot  mercury  was  required  to  balance  a  cor- 
responding column  of  the  cold  mercury.  By  means  of  a  cathetometer  {note, 
p.  55)  the  difference  in  height  of  the  two  columns  was  read  off,  and  the  length 
of  each  column  being  known,  it  was  easy  to  calculate  the  expansion  of  the  mer- 
cury for  any  given  interval  of  temperature  above  the  freezing  point. 

These  experiments  have  been  repeated  by  Regnault  on  a  larger  scale,  and 
with  additional  precautions:  he  obtained  as  the  result  numbers  slightly  lower 
than  those  of  Dulong  and  Petit. 

(140)  Pyrometers, — Since  the  expansion  of  dissimilar  metals 
for  equal  additions  of  heat  is  unequal^  it  is  evident  that  if  a  com- 
pound bar,  consisting  of  two  such  metals  as  brass  and  steel,  be 
formed  by  riveting  equal  plates  of  each  metal  together,  the  appli- 
cation of  heat  would  occasion  curvature  of  the  bar ;  the  concavity 
being  upon  the  side  of  the  steel,  the  metal  which  expands  least. 
On  this  principle,  a  very  delicate  solid  thermometer  has  been  con- 
structed by  Breguet.  It  consists  of  a  compound  ribbon  of  three 
metals,  platinum,  gold,  and  silver,  which  are  rolled  out  into  a  very 
thin  lamina  and  coiled  into  a  cylindrical  spiral,  to  the  lower  ex- 
tremity of  which  an  index  is  attached,  the  upper  end  of  the  spiral 
being  fixed.  The  silver  expands  much  more  than  the  platinum,  so 
that  the  coil  twists  and  untwists  as  the  temperature  rises  and  falls. 
The  value  of  the  degrees  is  ascertained  by  comparison  with  a 
standard  thermometer. 

For  the  estimation  of  high  degrees  of  temperature,  such  as  the 
heat  of  furnaces  and  the  fusing  points  of  many  metals,  instruments 
of  a  different  description,  usually  termed  pyrometers  (from  ttv/o, 
fire),  are  required. 

The  most  manageable  of  these  is  Daniell's  register  pyrometer,  which  is  shown 
in  fig.  120.  It  consists  of  two  parts,  the  register,  i,  and  the  scale,  2.  The 
register  is  a  solid  bar  of  black-lead  earthenware,  a,  highly  baked.  In  the  axis 
of  this  a  hole  is  drilled,  reaching  from  one  end  of  the  bar  to  within  half  an  inch  of 
the  other  extremity.  In  this  cylindrical  cavity  a  rod  of  platinum  or  of  iron,  a  a, 
6^  inches  long,  is  placed.  Upon  the  top  of  the  bar  rests  a  cylindrical  piece  of 
porcelain,  c  c,  sufficiently  long  to  project  a  short  distance  beyond  the  extremity 
of  the  black-lead  bar,  so  as  to  serve  as  an  index.  It  is  confined  in  its  position 
by  a  ring  or  strap  of  platinum,  d,  passing  round  the  top  of  the  black-lead  tube, 
which  is  partly  cut  away  at  the  top ;  the  ring  is  tightened  by  a  wedge  of 
porcelain,  e.  When  exposed  to  a  high  temperature,  the  expansion  of  the  metallic 
rod,  a  a,  forces  the  index  forward  to  a  distance  equal  to  the  difference  in  the 
amount  of  expansion  between  the  metallic  rod  and  the  black-lead  bar,  and  when 
cool,  it  will  remain  protruded  to  the  same  distance,  which  will  be  greater  or  less 
according  to  the  temperature ;  the  exact  measurement  of  this  distance  is  effected 
by  the  '  scale,'  2.  This  scale  is  independent  of  the  register,  and  consists  01  two 
rules  of  brass, y^,  ^,  joined  together  by  their  edges  accurately  at  a  right  angle,  and 
fitting  square  upon  the  two  sides  of  the  black-lead  bar.  Near  one  end  of  this 
double  rule  a  small  brass  plate,  h,  projects  at  a  right  angle,  which,  when  the 

s2 
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instrument  ]»  need,  is  brought  down  upon  the  shoulder  of  the  register,  formed  hy 
the  notch  cut  away  for  the  platinum  strap.  To  the  extremity  of  the  ^f^J^ 
this  bnuM  plate,  is  attached  a  moreable  arm.  D,  turmng  at  ito  fixed  exteemiiy 
upon  a  centre,*,  and  at  the  other  end  carrying  an  arcof  a  cirde,  e,  the  radius  ot 

Fl&.  130. 


1 


J 


whicli  18  exactly  5  inches,  accurately  divided 
into  degrees  and  thirds  of  a  degree.  Upon 
this  arm,  at  the  centre,  k,  another  lighter  arm, 
c,  is  made  to  turn,  carrying  upon  the  extre- 
mity of  its  longer  limh  a  nonius,  H,  which 
moves  on  the  face  of  the  arc,  and  suhdivides 
the  graduation  into  minutes.  The  shorter 
arm,  which  is  half  an  inch  in  length,  crosses 
the  centre,  and  terminates  in  an  ohtuse  steel 
point,  m,  turned  inwards  at  a  right  angle. 

To  use  the  instrument,  the  metallic  rod  is 
placed  in  the  register,  the  index  is  pressed 
firmly  down  upon  its  extremity,  and  secured 
tightly  hy  the  platinum  strap  and  the  wedge* 
The  position  of  the  index  is  then  read  off  on 
the  scale,  by  placing  the  register  in  the  re- 
entering angle  for  its  reception,  with  the  cross-piece  firmly  held  against  the 
shoulder,  and  the  steel  point,  m,  resting  on  the  top  of  the  index,  in  a  notch 
cut  for  it,  which  coincides  with  the  axis  of  the  rod.  A  similar  observation, 
made  after  the  instrument  has  been  heated  and  allowed  to  eool,  gives  the 
value  of  the  expansion.  The  scale  of  the  pyrometer  is  compared  with  that  of  the 
mercurial  thermometer,  by  observing  the  amount  of  expansion  between  two  fixed 
points,  such  as  the  freesing  of  water  and  the  boiling  of  mercury. 

(141)  A  combination  of  the  thermometer  with  the  pyrometer 
gives  a  range  of  temperature  extending  through  wide  limits.  The 
means  of  attaining  very  elevated  temperatures  are  much  more  under 
command  than  those  of  procuring  great  degrees  of  cold. 

The  following  table  gives,  in  degrees  both  of  Fahrenheit's 
and  of  the  Centigrade  scale^  some  remarkable  points  of  tem- 
perature : — 
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•1 


Greatest  artificial  cold  produced  by  a  bath  of 
Nitroas  Oxide  and  Carbonic  Disulphide  in 
7aouo  (Natterer)    

Gbeateat  cold  by  a  bath  of  Carbonic  Anhydride 
and  Ether  in  Tacno  (Faraday)     

Greatest  natural  cold  recorded  in  Arctic  expedi- 
tion (Sabine) . 

Mercury  freezes 

Freezing  mixture  of  Snow  and  Salt, 

Ice  melts    , 

Maximum  Density  of  Water    ...     . 

Mean  Temperature  of  London  (Daniell)  .. 

Blood  Heat        

Boiling  point  of  Water     

Mercury  Boils , 

Bed  heat  lust  visible  in  the  dark 

Silver  melts       

Cast-iron  melts 

Highest  heat  of  wind  furnace  ... 


Daniell. 


—320 

-56 


-140 

—  IIO 

-  49 


-  39 

-  39'4 

-  4 

—  20 

33 

0 

39'« 

40 

497 

9-9 

98 

366 

212 

100 

662 

350 

080 

526 
1022 
1530 

3280 

1804 

(14a)  Force  exerted  by  Expansion, — The  amount  of  force 
exerted  by  expansion  or  contraction  from  the  effects  of  heat  or  of 
cold  is  enormous ;  for  it  is  equal  to  that  which  would  be  required 
to  elongate  or  compress  the  material  to  the  same  extent  by  me- 
chanical means.  According  to  the  experiments  of  Barlow,  a  bar 
of  malleable  iron,  of  a  square  inch  (25*4""*)  in  section,  is  stretched 
i  oioo  of  i^s  length  by  a  ton  weight  (about  1016  kilos.) ;  a  similar 
elongation  is  produced  by  about  9°  C.  In  this  climate  a  varia- 
tion of  45°  C.  between  the  cold  of  winter  and  the  heat  of  summer 
is  frequently  experienced.  In  that  range,  a  wrought-iron  bar, 
10  inches  (or  0*254™)  long,  will  vary  in  length  tttot  o^  ^^  ^^^^h 
(0*127™™) ;  and  will  exert  a  strain,  if  its  two  extremities  be  se- 
curely fastened,  equal  to  50  tons  upon  the  square  inch.  Calcu- 
lating upon  Joule^s  data,  it  may  be  estimated  that  the  force 
exerted  by  heat  in  producing  the  expansion  of  i  lb.  of  iron 
between  0°  and  100°  C,  during  which  it  would  increase  about 
■j-l-o^  of  its  bulk,  would  be  adequate  to  lift  a  weight  of  7  tons  to 
the  height  of  i  foot — ^that  is  to  say,  that  in  order  to  drive  asunder 
the  particles  to  an  extent  sufficient  to  cause  a  pound  of  iron  to 
increase  -5-J-o^  of  its  bulk,  a  force  of  this  enormous  amount  would 
be  required. 

In  many  instances  in  the  arts  this  effect  is  turned  to  useful  account.  With 
this  yiew  the  wheelwright  makes  the  iron  tire  of  his  wheels  a  little  smaller 
than  the  wheel  itself,  and  applies  the  tire  in  a  heated  state ;  on  ooohng,  it  con* 
tracts,  and  binds  the  parts  firmly  together.  For  tlie  same  reason,  in  fastening 
together  the  plates  of  steam-boilers,  the  rivets  are  used  whilst  red-hot.  But,  on 
the  other  hand,  this  force  of  expansion  requires  oflen  to  be  carefully  guarded 
against.  Iron  clamps  built  into  furnaces  frequently  destroy,  by  their  expansion 
and  contraction,  the  masonry  which  they  aro  intended  to  support     In  laying 
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down  pipes  for  the  conveyaBce  of  gas  and  water,  it  is  necessary  to  fit  the  lengths 
into  sockets  where  the  material  used  as  stuffing  to  tighten  the  joint  allows  suffi- 
cient play  for  the  alterations  in  length  of  the  metal  by  changes  of  tempera- 
ture. For  the  same  reason,  a  small  interval  is  left  between  the  ends  of  the  iron 
bars  in  laying  down  a  line  of  rails.  Each  tube  of  the  Britannia  Bridge,  across 
the  Menai  Straits,  is  liable,  from  changes  of  temperature,  in  the  course  of  twenty- 
four  hours,  to  an  elongation  and  contraction  varying  from  half  an  inch  to  three 
inches  (from  t  2  to  76  millimetres). 

Brittle  substances,  such  as  glass  and  cast-iron,  often  crack  on  the  sudden 
application  of  heat,  because  a  sudden  dilatation  is  produced  upon  the  surface 
before  the  heat  has  time  to  reach  the  interior,  and  thus  the  cohesion  is  destroyed. 
The  thicker  the  plate  the  greater  is  its  liability  to  fracture.  Sudden  cooling,  by 
inducing  unequal  contraction,  has  a  similar  effect. 

A  knowledge  of  these  effects  of  expansion  explains  why  the  wires  of  certain 
metals,  such  as  iron  and  platinum,  may  be  soldered  into  glass ;  whilst  other  metals, 
such  as  silver,  gold,  or  copper,  separate  and  crack  out  as  the  joint  cools.  The 
expansion  of  iron  or  of  platinum  differs  from  that  of  glass  by  only  a  very  small 
amount,  whereas  other  metals  vary  from  it  greatly,  and  contract  far  more  in 
cooling. 

(143)  Anomalous  Expansion  of  Water, — ^A  remarkable  excep- 
tion to  the  law  of  contraction  by  the  removal  of  heat,  exists  in  the 
case  of  water.  Water  follows  the  regular  law  until  it  reaches  a 
temperature  of  about  4°  C.  (39°'i&  F.) ;  then,  instead  of  contract- 
ing, it  begins  to  expand,  and  continues  to  do  so  till  it  reaches  the 
freezing  point.  About  4*^  it  is  at  its  point  of  greatest  density, 
and  just  before  it  freezes  it  occupies  a  space  as  great  as  it  did  at 
9*^  C.  If  water  at  4*^  C.  be  taken  as  1000,  it  has  a  density,  at 
0°  C,  of  999*88  (Pierre).  From  4°  C.  water  expands  regularly  as 
the  temperature  rises;  so  that  1000  parts  at  o*^  C.  become 


At   0°  =  looo'oo 

4°=  999-88 

10°  =  1000*14 

20°=  1001*67 


At  30°  =  1004*21 


40°  =  1007*61 
50°  =  1011-93 
60°  =1016*86 


At    70°  =  1022*43 


70"  = : 

80°  =1028*73 

90°  =  1035*58 

100°  =  1043*03 

(Despretz). 

By  dissolving  table  salt  in  water,  the  point  of  maximum  density 
is  lowered,  and  the  solution  goes  on  contracting  regularly  at  tem- 
peratures considerably  below  4*^,  until,  in  sea- water,  the  anomaly 
disappears,  the  maximum  density  occurring  according  to  Despretz 
^*  ^5*^*38  (  —  3*^*68  C),  a  temperature  below  its  point  of  conge- 
lation, which  the  same  observer  estimates  at  %^^'^  (""^^'55  C-)* 
Various  other  salts  besides  culinary  salt  (sodic  chloride)  have  the 
eflfect,  when  dissolved  in  water,  of  lowering  its  point  of  maximum 
density;  but,  amongst  the  numerous  liquids  examined  by  Pierre, 
no  other  liquid  besides  water  was  found  thus  to  expand  whilst  the 
temperature  was  falling. 

(144)  Correction  of  Bulk  of  Gases  for  Temperature, — It  has 
been  already  mentioned  that  aeriform  bodies  expand  for  equal 
additions  of  temperature  more  than  either  solids  or  liquids,  and 
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that  the  rate  of  expansion  for  all  gases  and  for  vapouris^  at  a 
sufficient  distance  from  their  boiling  points^  may  be  assumed  to 
be  equal  and  uniform^  at  all  degrees  of  heat  and  under  all  varia- 
tions of  pressure.  It  becomes^  therefore^  a  matter  of  importance 
to  estimate  the  amount  of  this  expansion  in  all  experiments  where 
the  quantities  of  gases  require  to  be  determined^  and  where  their 
-weight  is  to  be  inferred  from  measurement  of  their  bulk.  Pro- 
vided that  the  temperature  of  the  gas  be  known^  the  calculation 
is  easily  made.  Experiment  has  shown  that  for  every  degree  of 
heat  upon  Fahrenheit's  scale^  an  amount  of  expansion  takes  place 
equal  to  73^  of  the  bulk  that  the  gas  occupied  at  o^  F. ;  that  is 
to  say^  that  a  quantity  of  any  gas  which,  at  the  temperature  of 
cPy  measures  459  parts^  for  every  additional  degree  increases  in 
bulk  I  part;  so  that  at  1°  it  will  occupy  460  parts^  at  2^  461^  at 
40^  499>  &t  60^  519  parts.  In  England^  all  comparisons  of  gases 
are  usually  referred  to  the  temperature  of  60°.  Suppose  it  be 
required  to  ascertain  the  volume  which  9*2  cubic  inches  of  coal 
gas,  measured  at  70°,  would  have  when  reduced  to  60° : — Since 
459  parts  of  any  gas  at  0°  would,  at  70°,  have  increased  in  bulk 
70  parts,  it  would  have  become  equal  to  459  +  70  or  529  parts. 
Again,  a  gas,  which  at  0°  occupied  459  parts,  would,  at  60°, 
occupy  a  space  equal  to  459  +  60,  or  519  parts.  The  volume, 
therefore,  of  any  gas  at  70°  would  bear  the  same  proportion  to 
the  bulk  which  it  would  occupy  at  60^  as  5^9  does  to  519.  And 
hence 

529  :  519  :  :  9'2  :  4?  (  =  9*026  cubic  inches). 

If  the  gas,  instead  of  being  measured  at  70^,  had  been  measured 
at  50°,  and  it  were  desired  to  reduce  the  9*2  cubic  inches  to  the 
standard  temperature  of  60^;  the  gas,  which  occupied  459  parts 
at  0°,  would  have  expanded  to  459  +  50,  or  509  parts  at  50°.  The 
proportion  to  the  volume  at  60°,  which  would,  as  before,  be  519, 
is  given  as  follows; — 

509  :  519  :  :  9*2  :  0?  (= 9*380  cubic  inches). 

In  this  case,  the  observed  volume  is  less  than  the  corrected  one ; 
before,  it  was  greater.^    An  additional  and  independent  correction 


*  The  correction  to  o^  C.  is  made  on  the  same  principle  with  equal  facility. 
Suppose  the  volume  of  the  gas  (say  1 53  0.0.)  to  have  been  measured  at  i  j^  C. ; 
required  its  volume  at  0°  C.  Since  the  expansion  for  each  i^  C.  is  -g^?  ^f  ^® 
volume  at  0°  C,  273  volumes  at  0°  C.  would  become  273  +  i  j  =  288  at  i  j°  C. ; 
consequently 

288:  273  ::  I53:*(=i45*03)- 
Or  expresamg  the  whole  in  general  terms ;  for  the  English  standards,  if  ^  be  the 
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of  the  volume  of  the  gas  for  the  deviation  of  the  barometric  pres- 
sure from  the  standard  (41)  is  needed  after  the  correction  for  the 
temperature  has  been  made. 

(145)  Liquids  and  gases  immediately  adjust  their  bulk  to  the 
alteration  of  temperature ;  but^  according  to  observations  made  in 
the  Arctic  Expeditions^  solids  do  not  immediately  do  so  in  all 
cases :  it  was  frequently  observed  in  the  metallic  scales  of  many 
of  the  instruments^  that  full  contraction  did  not  occur  until  a  con- 
cussion had  been  given  to  the  apparatus ;  the  metal  then  contracted 
suddenly  and  completely. 

(146)  Process  for  taking  the  Specific  Gravity  of  Gases, — ^The 
principal  corrections  required  in  the  delicate  operation  of  taking 
the  specific  gravity  of  a  gas  with  accuracy  have  now  been  pointed 
out.  Begnault^  in  his  elaborate  researches  [Ann.  de  Chimie,  III. 
xiv.  ijii),  has  reduced  the  number  of  corrections  ordinarily  re- 
quired, by  counterpoising  the  globe  in  which  the  gas  is  to  be 
weighed  by  a  second  globe  of  equal  size,  made  of  the  same  glass; 
a  practice  which  had  previously  been  adopted  by  Prout,  in  his 
careful  investigations  on  the  density  of  the  atmosphere.  The  film 
of  hygroscopic  moisture  which  always  adheres  to  the  glass  is  equal 

in  both  globes ;  and  as  the 
bulk  of  air  displaced  is  also 
equal  in  both  cases,  the  cal- 
culation for  its  buoyancy 
may  be  dispensed  with. 

The  following  is  a  brief  de- 
scription of  the  method  adopted 
by  Begnault : — A  balance  capable 
of  weighing  i  kilogramme,  and  sof- 
ficiently  sensitive  to  turn  with  half  a 
milligramme  when  loaded,  is  placed 
upon  a  chest  provided  with  folding 
doors,  within  which  the  glass 
globes,  each  of  the  capacity  of 
about  10  litres,  attached  to  the 
scale-pans,  are  freely  suspended. 
The  globe,  B,  fig.  1 21,  is  hermeti- 
cally sealed;   the   globe,   A,    for 


Fig. 


observed  temperature  **F.,  V  the  corrected  volume,  V  the  observed  volume, 
then 

For  the  French  standards,  if  T  be  the  observed  temperature  in  ®C., 


F= 


a73  +  T. 
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weighing  tiie  gases,  is  provided  with  a  stop-cock ;  the  air  is  exhausted  from  a 
as  perfectly  as  possible,  and  it  is  connected  with  an  apparatus  which  supplies  the 
gas  to  be  weighed,  the  gas  having  been  carefully  purified  and  dried.  The  globe 
is  again  exhausted  very  completely,  the  last  portions  of  air  being  thus  displaced 
l)y  the  gas,  and  it  is  a  second  time  filled  with  the  gas ;  this  process  must  be 
repeated  a  third  time,  and  the  gas  may  then  be  considered  to  be  free  from 
atmospheric  air.  To  avoid  the  need  of  any  correction  for  temperature,  the 
globe  is  this  time  placed  in  a  vessel  with  melting  ice  (fig.  122),  in  order  to  cool 
the  gas  to  o^  C.  When  the  globe  is  filled  with  gas,  and  sufficient  time  has 
elapsed  for  it  to  acquire  the  temperature  of  the  ice,  the  vessel  of  mercury,  u, 
into  which  the  escape  tube  dips,  is 

removed,  so  as  to  equalize  the  pres-  Fia.  122. 

sure  within  the  globe  with  that  of 
the  air;  the  stop-cock  is  closed, 
and  the  globe  withdrawn,  wiped 
carefully  with  a  damp  cloth,  to 
avoid  rendering  the  surAu:e  electric, 
and  it  'is  then  suspended  to  the. 
scale-pan.  It  is  not  weighed,  how- 
ever, until  after  the  lapse  of  a  couple 
of  hours,  by  which  time  the  equili- 
brium of  its  temperature  with  the 
atmosphere  is  restored,  and  the 
production  of  currents  (152)  around  , 
it  is  obviated.  The  weight,  TF*,  is  m 
then  accurately  noted ;  the  globe  is  ^ 
again  plunged  in  ice,  the  gas  re-  ^_^__^_ 
moved  by  the  air-pump,  and  the  =^  "  -^ 
elasticity  of  the  gas  which  still  re-  ~^^^^^_^_ 
mains  in  it  is  measured  accurately 
by  the  gauge  attached  to  the  air-pump.  The  empty  globe  is  again  withdrawn 
from  the  ice  and  weighed  as  before,  representing  its  weight  as  w ;  the  difference 
of  the  two  weights  (or  W—w)  will  give  the  weight  of  a  bulk  of  gas  the  elasti- 
city of  which  is  equal  to  that  of  the  atmosphere,  as  marked  by  the  observed 
height,  S',  of  the  barometer  at  the  time  of  the  experiment,  diminished  by  the 
elasticity,  h,  of  the  remaining  gas,  as  measured  by  the  gauge.  If  the  capacity 
of  the  globe  has  been  previously  accurately  determined,  the  corrected  weight  of 
the  gas  will  be  obtained  by  the  following  proportion : — 


The  observed 

The  standard 

The  observed 

Corrected 

preasnre. 

pressure. 

weight. 

weight. 

JET'- A 

:         H          :: 

W—w 

w 

Begnault  has  in  this  manner  determined  the  weights  of  i  litre 
of  each  of  the  following  gases,  at  o°  C,  and  under  a  pressure  of 
760"™-  of  mercury  at  o°  C. : — 

One  litre  of  Grammes. 

Air,        mean  of  9  Expts.*     .     .     =      i '293 187 
Oxygen        „       3  Expts.f     .     .     =      1*4298011 


•  The  difference  between  the  highest  and  lowest  of  these  results  did  not 
amount  to  more  than  -^jf^  of  the  entire  weight  of  the  air  employed, 
t  Extreme  variation,  77^  of  the  whole. 
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One  litre  of  Grammes. 

Nitrogen,  mean  of  6  Expts.*  .  .  =  i '1^56 167 

Hydrogen  „       3  Expts.f  .  .  =  0*089578 

Carbonic  anhydride    „       5  Expts.J  .  .  =  1-977414 

From  these  data  it  is  easy  to  determine  the  weight  of  100  cubic 
inches  of  each  gas  in  grains.  The  litre  has  a  capacity  of  61*024. 
cubic  inches;  the  gramme  is  equal  to  15*433  grains;  and  the  ex- 
pansion of  air  between  32°  and  60°  F.  by  heat  is  such,  that 
100,000  parts  become  105,701 .  The  barometric  pressure  of  760""^ 
at  0°  C.  would  be  equal  to  a  column,  at  60®  F.,  of  30,006  inches 
of  mercury.  Calculating  from  these  numbers,  the  weight  in  grains 
of  the  under-mentioned  gases  under  a  pressure  of  30  inches  of 
mercury  (the  column  being  measured  at  60°  f.)  is  as  follows : — 


100  Cubic  InobM  weigh. 

At3J°P. 

At6o»P. 

8p.  Gr.Airsai. 

Grains. 

Grains. 

Air 

32698 

30935 

rooooo 

Oxygen    • 

3<^'I53 

34*203 

1-10563 

Nitrogen 

31762 

30-119 

0-97137 

Hydrogen        

2-265 

2143 

0*06926 

Carbonic  anhydride 

50000 

47*303 

I -52901 

If  the  amount  of  condensation  which  the  constituents  of  a 
compound  gas  undergo  in  the  act  of  combination  be  known,  it  is 
easy  to  check  the  experimental  determination  of  its  density,  and 
to  calculate  the  specific  gravity  of  the  resulting  compound  by  the 
following  rule : — 

MtUtiply  the  specific  gravity  of  each  of  the  component  gases  or 
vapours  by  the  volume  in  which  it  enters  into  the  formation  of  the 
compound ;  add  these  products  together ^  and  divide  by  the  number 
of  volumes  produced  after  condensation  has  occurred. 

Suppose,  for  example,  it  be  desired  to  know  the  specific  gravity 
of  nitrous  oxide,  which  by  direct  weighing  is  found  to  be  v^% : 
2  volumes  of  this  gas  are  formed  by  the  union  of  %  volumes  of 
nitrogen  and  i  volume  of  oxygen : — 

Specific  gravity  of  nitrogen  =  0*9713  x  2  =  1*9426 
Specific  gravity  of  oxygen    =  i'io56   x   i  =  1*1056 

2)3^0483 

Calculated  specific  gravity  of  nitrous  oxide  =    1*5241 

Again,  the  specific  gravity  of  ammonia  may  be  calculated  as  fol- 


*  Extreme  variation,  ao\>o  ^^  ^®  whole* 
t  Extreme  variation,  y^  of  the  whole. 
X  Extreme  variation,  -^^  of  the  whole. 
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lows,  experiment  giving  it  as  0*59  :  2  volnmes  of  ammonia  contain 
I  volume  of  nitrogen  and  3  volumes  of  hydrogen : — 

Specific  gravity  of  ilitrogen   =  o*97^3  ^   ^  =  ^'97 ^3 
Specific  gravity  of  hydrogen  =  0*0692  x  3  =  0-2076 

2)1-1789 

Calculated  specific  gravity  of  ammonia  =  0-5894 

(147)  Determination 
of  the  Specific  Gravity  of 
Vapottrs,  —  A  different 
method  of  procedure  is 
required  in  taking  the 
specific  gravity  of  a  va- 
pour. This  is  an  ope- 
ration which  the  chemist 
has  ^equently  occasion 
to  perform,  as  it  often 
throws  light  upon  the 
composition  of  the  body. 
Two  methods  have  been 
proposed  for  attaining 
the  object ;  one,  devised 
by  Gay-Lussac,  is  suit- 
able for  liquids  which 
boil  at  temperatures  not 
exceeding  200°  C,  and 
it  has  the  advantage  of 
requiring  less  than  a 
gramme  of  the  substance 
under  trial. 

Gay-Lussac's  method  may  be  practised  as  follows : — 
A  known  weight  of  the  body  for  experiment  is  converted 
into  vapour  at  a  definite  temperature,  and  the  volume  of  the 
vapour  obtained  is  accurately  measured.  It  is  then  easy  to 
calculate  its  density  by  dividing  the  weight  of  the  substance  by 
the  weight  of  an  equal  volume  of  air  at  the  same  temperature 

and  pressure. 

The  apparatus  employed  oongists  of  a  tall,  thin  narrow  glasa  jar,  a,  with  a 
rounded  bottom,  which  rests  upon  a  small  sand-bath.  A  little  mercury  is  placed  m 
the  lower  part  of  the  jar,  which  is  then  nearly  filled  with  melted  spermaceti.  Into 
this  tube  is  introduced  a  graduated  jar,  c,  filled  with  dry  mercury,  with  a  small 
bulb,  of  the  form  shown  at  y,  containing  the  weighed  amount  of  the  body  of  which 
the  vapour-density  is  required.  In  order  to  prevent  sudden  variations  of  temp^ 
rature,  the  whole  is  enclosed  in  a  wider  glass,  d,  open  at  top  and  bottom,  and 
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resting  on  the  sand-bath ;  0  is  an  iron  spoon,  shown  separately  below,  whioli   la 
used  to  transfer  the  graduated  tube  from  the  mercorial  troagh  to  the  bath,  of 
melted  spermaceti ;  ^  is  a  thermometer  for  ascertaining  the  temperature  of  tliis 
bath,  and  f,  an  agitator  for  rendering  its  temperature  uniform  throughout  the  liquid. 
Having  filled  the  tube  c  with  mercury  at  the  mercurial  trough,  a  small  bulb 
destined  to  contain  the  liquid  for  experiment  is  weighed  when  empty ;  it  is  then 
completely  filled,  and  weighed  a  second  time :  the  difference  in  weight  gives  the 
weight  of  the  liquid  used.     The  bulb  is  next  introduced  into  the  graduated  tube^ 
and  the  whole  is  transferred  to  the  melted  spermaceti ;  the  dilatation  of  the  liquid 
bursts  the  thin  glass  of  the  little  bulb,  and  its  contents  are  converted  into  vapour. 
The  temperature  is  gradually  raised  to  a  point  at  least  20°  0.  above  the  boilings 
point  of  the  liquid ;  the  temperature  is  noted,  and  the  volume  occupied  by  the 
Vapour  in  the  graduated  tube  is  observed.     The  pressure  is  next  ascertained  hy 
measuring  the  difference  in  level  between  the  mercury  within  and  without  the 
graduated  tube,  correcting  this  column  for  the  temperature,  and  deducting  this 
3orrected  height  firom  the  observed  height  of  the  barometer  at  the  time.  Another 
correction  is  also  required  for  the  column  of  liquid  spermaceti,  which  must  be 
calculated  in  its  equivalent  pressure  in  mercury,  and  added  to  the  observed  height 
of  the  barometer.    The  following  are  details  of  a  calculation  upon  this  method  :— 

Determination  qf  Vapour  Density  of  Ethyl  Diethoxalate, 
[C,H,,C,(C,H,)OJ  Frankland  and  Duppa;  boiUng  point  175°  C. 

BY   EXFEBIKENT. 

Weight  of  substance  in  glass  bulb 0*3723  grm. 

Observed  volume  of  vapour   .         .         .         .         .         .  loo'o  cub.  centim. 

Temperature  of  bath 202°  C. 

Difference  of  level  of  mercury  mthin  and  without  the  tube        59™°^' 

Height  of  oil  column 3i9°'°'- 

Height  of  barometer 763"°^"°' 

BY  CALCULATION.  mm. 

Since  the  mean  coefficient  of  expansion  of  mercury  for  ^ 

I®   C.  is   0*000184,  between  o®  and   200^  C,  (       ,.g 
59™°**  mercury  at  202**  would  become  at  o**  C.  J    ^ 
59— (59  X  202  X  0*000184  =2*19)  =  .         •         •/ 

And  since    the  specific  gravity  of  melted  spermaceti  is\ 
o*8o8,  whilst  that  of  mercury  at  0°  is   13*596,1 
a  column  of  319°^*  spermaceti  at  202®  would  be  J      " 
in  millimetres  of  mercury  at  o®  C.  ^rfglc'^  =    / 

Add  this  to  the  observed  height  of  the  barometer  =  .     76yo 

782*0 
And  deduct  corrected  height  of  column  of  mercury  in  bath         56*8 

"We  obtain  for  the  true  pressure  on  the  vapour  in  milli- 1  ^«  r.o 
metres  of  mercury  at  o® /  ' 

Now  100  cub.  centim.  of  vapour  measured  at  202*^  and^j 

725*2™"*  bar.,  if  they  could  exist  as  vapour  at  >    54*83  cub.  cent. 

o**  C.  and  760°^°**  bar.,  would  =         .         .  j 

Grms. 
And  since  54*83  cub.  centim.  of  the  vapour  at  o**  weighs  )      ^.^qj 

0*3723    grm.,  I    litre  at   o®  would   weigh    =    J  '^ 

But  a  litre  of  air  weighs  1*293 18  grm.  at  0°  C.  and  760°^™*  ^ 

bar.,  therefore  the  specific  gravity  of  the  vapour  is  ^      5*25 
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The  other  method,  contrived  by  Dumas,  is  applicable  to  all 
IxKlies  which  boil  below  the  temperature  at  which  glass  softens ; 
'but  it  requires  a  considerable  amount  of  the  substance,  and  if  any 
impurities  which  have  a  higher  boiling  point  than  the  compound 
under  examination  be  present,  they  accumulate  in  the  flask  and 
render  the  apparent  weight  of  the  vapour  too  high.  The  method 
of  Dumas  is  as  follows  : — 

A  thin  glass  globe  or  balloon  (a,  fig.  124),  of  3  or  4  inches  (from  7*5  to  10 
centimetres)  in  diameter,  is  drawn  off  at  the  neck  into  a  capillary  tube,  5  or  5 
inches  (12  or  ij  centimetres)  in  length;  the  open  extremity  of  this  tube  is 
attached  to  a  desiccating  tnbe  filled  with  csJcic  chlo« 
ride  {66),  and  this  is  connected  with  the  air-pump. 
The  air  is  exhausted  from  the  apparatus,  and  then 
slowly  re-admitted,  repeating  the  process  three  or  four 
times. .  By  this  means  any  film  of  moisture  which 
might  be  adhering  to  the  interior  of  the  globe  is  re- 
moved, and  it  is  filled  with  air  in  a  dry  state :  the 
temperature  and  pressure  of  the  atmosphere  at  the 
time  are  noted  down.  The  balloon  after  being  de- 
tached from  the  air-pump  is  accurately  weighed :  this 
weight  represents  that  of  the  balloon  and  the  air 
which  it  contains.  The  capillary  tube  is  then  inserted 
into  the  liquid  which  is  designed  to  furnish  the  vapour 
the  specific  gravity  of  which  is  required :  by  gently 
wanning  the  globe,  the  enclosed  air  expands,  and  a 
small  quantity  of  it  is  expelled.  As  the  globe  cools, 
the  air  again  contracts  and  the  liquid  rises.  8  or  10 
grammes  of  the  liquid  having  been  thus  introduced, 
the  globe  is  next  firmly  attached,  by  means  of  copper 
wire,  to  a  wooden  handle,  c,  and  by  its  means  is  de-  ^^'t^^it^t^^ 
pressed,  as  represented  in  fig.  124,  completely  beneath  ^**^^5 
the  surface  of  a  liquid  (water,  oil,  or  zincic  chloride, 
according  to  the  temperature  required),  which  is  gradually  heated  till  it  is  at 
least  20®  or  30°  C,  above  the  boiling  point  of  the  liquid  of  which  the  vapour- 
density  is  required.  The  liquid  in  the  globe  is  thus  made  to  boil  briskly,  and 
is  converted  into  vapour,  which  expels  the  air  and  takes  its  place. 

After  the  vapour  ceases  to  escape  from  the  aperture  of  the  capillary  tube, 
the  bath  is  maintained  at  a  steady  temperature  for  a  few  minutes,  to  allow  the 
balloon  and  its  contents  to  acquire  the  temperature  of  the  liquid  in  which  they 
are  immersed.  This  temperature  is  then  observed  by  the  thermometer,  /,  and 
at  the  same  moment  the  capillary  tube  is  sealed  by  the  flame  of  the  blow-pipe. 
The  balloon  is  afterwards  removed  from  the  bath,  and  allowed  to  cool :  it  is 
thoroughly  cleansed,  and  a  second  time  accurately  weighed.  The  weight  thus 
-obtained  represents  that  of  the  balloon  with  that  of  the  liquid  which  remained 
within  it  in  the  form  of  vapour  at  the  moment  of  the  sealing^  The  capillary  neck 
is  now  plunged  beneath  the  surface  of  water  (or  of  mercury),  and  is  then  broken 
off.  If  the  operation  be  successful,  the  vapour  becomes  condensed,  and  the 
liquid  enters  the  globe,  so  as  either  completely  to  fill  it  <m:  to  leave  only  a  small 
bubble  of  air.  The  globe,  with  the  water  which  it  contains,  is  next  carefully 
weighed,  and  the  capacity  of  the  balloon  is  thus  ascertained,  since  each  gramme 
of  water  is  contained  in  the  space  of  a  cubic  centimetre,  or  252' j  grains  in  a  cubic 
inch.     The  bubble  of  air  is  then  decanted  into  a  graduated  tube,  and  its  bulk 
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measured;  or  the  globe  may  be  completely  filled  up  with  water  and  a^ain 
weighed ;  the  difference  of  the  last  two  weighings  will  represent  the  weight  of  a 
quantity  of  water  which  corresponds  in  bulk  to  that  of  the  bubble  of  air. 

All  the  data  necessary  for  calculating  the  specific  gradty  of  the  vapour  are 
thus  Aimished,  as  will  be  seen  from  the  following  example  :— 


Determination  af  the  Density  of  the  Vapour  qf  Alcohol, 

BY  EXFEBIHENT. 

(i)  Weight  of  the  balloon  full  of  dry  air,  at  a  pressure  of  29*1 
inches  barometer,  and  a  temperature  of  57°  P. 

(2)  Weight  of  the  balloon  full  of  alcohol  vapour,  sealed  at  212° 

barometer  at  29*1  inches  ...... 

(3)  Weight  of  the  balloon  with  the  water  that  entered  on  open- 

ing the  capillary  neck  under  water     .... 


(4)  Residual  air  at  57**  F. 


BY  CALCULATION. 


By  (3)  the  weight  of  the  balloon  full  of  water  was 
By  (i)  the  weight  of  the  balloon  full  of  air  was 


Difference :  weight  of  the  water    .         .         . 

Add  -^  for  the  weight  of  air  displaced  by  the  water 


Dividing  6923*2  by  252^5  we  obtain,  as  the  contents  of  the  ) 

balloon  in  cubic  inches j 

Add  to  this  the  bulk  of  the  residual  air 

(5)  The  sum  gives  the  capacity  of  the  balloon  at  57° 
Add  the  increase  of  volume  due  to  expansion  at  21 2^ 

(6)  The  capacity  of  the  balloon  corrected  to  the  temperature  of ) 

212°  becomes I 


27*619  cubic  inches  of  air  measured  at  57^,  with  barometer  at 
29*1  inches,  would  become  at  60*^  with  barometer 
30  inches       .         .         .         . 

And  would  weigh 

Now  (by  I )  the  weight  of  the  balloon  filled  with  dry  air  was 
Deduct  the  weight  of  the  air 


at) 

at  V 


Grains. 
1187-20 

1189*20 

8l02'0O 

Cabio  inch. 
0'200 


(7)  The  difference  gives  the  weight  of  the  empty  balloon 


Orainfl. 
8l02*0 
1187-2 

6914-8 

8-4 

6923-2 

Cubic  inches. 
27-419 
0-2OO 

27-619* 
0-043 

27*662 


27*083 
Grains. 

8-37 

1187-20 

8-37 

1178-83 


*  Where  rigid  accuracy  is  desired,  it  is  necessary  to  calculate  the  difference 
between  the  capacity  of  the  globe  at  the  temperature  of  the  air,  and  that  at 
the  temperature  at  sealing,  and  to  add  this  difference  to  the  capacity  as  cal- 
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Cabic  inoh. 
The  0*2  cubic  inch  of  residnal  air  measured  at  57^,  and  at] 

29*1  inches  barometer,  would  become  at  212^  and  29*1  >  0*252 

barometer j 

Oram. 

(8)  And  would  weigh 0*06 

Cnbio  incheg. 
Bat  (by  6)  the  capacity  of  the  balloon  at  212°  was  .         .         .  27*662 

Deduct  dilated  residual  air 0*252 

The  difference  gives  the  space  occupied  by  alcohol  vapour  at ) 

212®  and  29*1  barometer f         27410 

Now  27*41  cubic  inches  of  vapour,  measured  at  212^  and  29*1  \ 

barometer,  if  they  could  exist  uncondensed  as  vapour,  at  ^         20*565 
6o^  and  at  30  inches  barometer,  would  become    .         .  j 

But  (by  2)  the  united  weight  of  the  balloon,  the  vapour,  and  the  )  ^  . 

residual  air  was  found  to  be       .  .         .         .  J  ^    ° 

Deduct  the  weight  of  the  residual  ur  (8)         •         .         •         .  0*06 

The  difference  gives  the  weight  of  balloon  and  vapour       .         .        1189*14 
Deduct  the  weight  of  the  empty  balloon  (7)    .         .         .         •        1178*83 

The  difference  gives  the  weight  of  20*565  cubic  inches  of  alcohol ) 

vapour  at  60^ /  ^^'^^ 

100  cubic  inches  of  alcohol  vapour  would  therefore  weigh  50*123  grains  at  60^ 
and  30  inches  barometer.  Now,  100  cubic  inches  of  air  weigh  31  grains,  at 
60**  and  30  inches  barometer,  therefore  50*123  divided  by  31  gives  1*617  ^ 
the  specific  gravity  of  the  vapour  of  alcohol,  from  the  foregoing  experiment. 

Deville  and  Troost  (Comptes  Rendus,  xlv.  8:21,  and  xlix.  239) 
have  extended  this  method  of  Dumas  to  the  determination  of 
the  density  of  vapours  of  bodies  of  very  high  boiling-point.  They 
employ  light  vessels  of  porcelain^  instead  of  the  glass  balloon^  and 
seal  the  exit  tube  by  means  of  the  oxyhydrogen  jet.  The  constant 
temperature  at  which  the  density  of  the  vapour  is  determined^  is 
obtained  by  placing  the  porcelain  vessel  in  the  vapour  of  a  body 
which  boils  at  a  much  higher  temperature  than  the  substance 
subjected  to  experiment ;  the  distillation  of  the  body  which  fiir- 
nishes  the  vapour-bath  being  conducted  in  vessels  of  iron.  Boiling 
mercury,  for  example,  gives  a  vapour  of  constant  temperature  of 
662,°    (350°  C.) ;  the  vapour  of  boiling  sulphur  is  estimated  at 


cnlated  above.  When  the  temperature  at  sealing  is  very  elevated,  this 
correction  acquires  some  importance;  but  it  is  insignificant  in  most  cases, 
more  especially  as  the  vapour  densities  obtained  by  experiment  never  coincide 
accurately  with  the  theoretical  results,  and  a  fair  approximation  is  generally 
all  that  is  required  to  indicate  the  state  of  condensation  of  the  constituents  of 
the  compound.  Since  the  expansion  of  flint  glass  between  32**  and  212°  F.  (0° 
and  100°  C.)  is  equal  to  0*00228366  of  its  bulk,  the  increase  in  capacity  of  the 
baUoon  iu  the  foregoing  experiment  between  57°  and  212^  F.  is  0*043  ^^^^^  ^^^^' 
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824''  (440°  C.) ;  that  of  cadmium  at  1580''  (860°  C.) ;  and  that 
of  zinc  at  1904^  (1040°  C).  But  since  the  determination  of  these 
high  temperatures  is  liable  to  some  uncertainty^  a  comparative 
experiment  is  made  in  a  separate  porcelain  vessel^  by  employing 
a  substance  like  iodine,  which  furnishes  a  very  heavy  vapour,  the 
density  of  which  at  measurable  temperatures  is  exactly  known. 
The  experiments  thus  give  the  direct  relation  between  the  density 
of  the  vapour  under  trials  and  that  of  iodine  at  the  same  tempe- 
ratures. 

§  IL  On  the  Equilibiuum  of  Temfebaturb. 

(148)  All  bodies,  when  heated,  return  sooner  or  later  to  the 
temperature  of  surrounding  objects ;  the  tendency  of  heat  being 
constantly  to  preserve  or  recover  an  equilibrium.  This  balance  is 
restored  either  by  the  process  termed  condttction,  that  is,  by  trans- 
mission of  heat  from  particle  to  particle ;  or  by  convection,  or  the 
motion  amongst  the  particles  of  liquids  or  gases ;  or  by  radiaiion 
between  bodies  at  a  distance  from  each  other. 

Conduction. 

(149)  If  we  place  the  end  of  a  short  strip  of  glass  and  of  a 
strip  of  metal,  of  equal  length,  in  the  flame  of  a  lamp,  we  shall 
soon  be  sensible  that  heat  reaches  the  fingers  more  rapidly 
through  the  metal  than  through  the  glass ;  and  shall  have  a  con- 
vincing proof  that  these  two  substances  differ  greatly  in  their, 
power  of  conducting  heat.  Of  all  known  substances,  metals 
possess  the  greatest  amount  of  conducting  power,  but  even  they 
differ  considerably  when  compared  with  each  other.  It  may  be 
taken  as  a  rule,  although  it  is  liable  to  numerous  exceptions,  that 
the  denser  the  body  the  better  it  conducts  heat. 

Despretz,  many  years  since,  and  Langberg,  as  well  as  Wiede- 
mann and  Franz,  more  recently,  have  published  a  series  of  experi- 
ments upon  the  relative  power  possessed  by  different  solids  for 
the  conduction  of  heat.  In  the  experiments  of  the  observers  last 
named  {Pogg.  Annul.  Ixxxix.  497),  bars  of  each  substance  similar 
in  dimensions  were  exposed  at  one  extremity  to  a  uniform  source 
of  heat,  and  the  progress  of  the  temperature  along  each  bar  was 
measured,  at  intervals  of  2  inches,  by  means  of  a  thermo-electric 
pair.  They  concluded  that  the  conducting  power  for  heat  in 
metals  follows  the  same  order  as  their  power  of  conducting 
electricity.  According  to  J.  D.  Forbes,  the  conducting  power  of 
wrought  iron  for  heat  diminishes  considerably  as  the  temperature 
rises,  and  a  similar  diminution  in  the  conducting  power  of  metals 
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generally  for  electricity  has  been  ascertained  to  exist  as  the  tem- 
peratxire  rises  (276). 

Calvert  and  Johnson  {Phil  Trans.  1858,  p.  349)  have  investigated  the 
oonductivity  of  the  metals  by  a  still  moid  direct  method.  Their  plan  of  operating 
consisted  in  employing  two  vessels  made  of  vulcanized  caoutchouc,  on  account  of 
its  feeble  conducting  power  for  heat.  The  bars  of  the  metals  under  trial  were 
each  6  centimetres  long,  and  i  centimetre  square.  Each  bar  in  succession  was 
passed  through  an  opening  in  one  of  the  sides  of  each  vessel,  into  which  it  pro- 
jected one-sixth  of  its  length,  the  intervening  portion  being  covered  with 
vnlcanized  caoutchouc  A  given  weight  of  cold  water  sufficient  to  cover  the  bar 
was  then  introduced  into  one  of  these  vessels,  and  the  temperature  accurately 
observed ;  into  the  other  vessel  a  given  weight  of  water  at  about  90°  C.  was  intro- 
daoed,  and  the  temperature  was  maintained  steadily  at  this  point  for  15  minutes 
by  the  occasional  injection  of  steam  in  sufficient  quantity.  At  the  end  of  this 
time,  the  temperature  of  the  colder  vessel  was  noted.  A  comparison  of  the  rise 
of  temperature  experienced  in  this  vessel  when  bars  of  different  metals  were 
employed  in  succession,  furnished  the  relative  conducting  power,  correction  being 
made  for  the  loss  of  heat  by  radiation  and  transfer  from  one  vessel  to  the  other 
during  the  experiment.* 

Conducting  Power  for  Heat, 


Metals  Bmplojed. 

Calrert  and  Johnson. 

WiedeiDann  and 

Pranz. 

°C. 
BiaeofTemp. 

^ 

Mean  Condnctivitj. 
Silver  s  looo. 

Silver 

Gold 

Rolled  Copper     !!!     !!! 

Cast  Copper        

Aluminum 

Rolled  Zinc 

Cadmium     

Bar  Iron      

Tin       

Steel 

Platinum     

Sodium        

Cast  Iron    

Lead    

Antimony    

Bismuth    ^ 

31-90 
31-30 
26-80 

26-95 

25-87 

21*20 
20-45 
18-40 
1392 

13-45 
1265 

I215 
11-65 

"•45 
6-85 

1-95 

1000 

540 

845 
811 
665 
641 

577 
436 
422 

397 
380 

365 
'6? 

1000 

532 
736 

119 

145 
116 

84 

85 
18 

The  preceding  table  gives  some  of  the  results  obtained  in  this 
way,  compared  with  those  of  Wiedemann  and  Franz. 


*  It  is  to  be  regretted  that  the  authors  did  not  test  the  accuracy  of  their 
method  by  repeating  their  experiments  with  bars  of  the  same  metals  of  a 
different  length — say  of  ten  centimetres ;  they  would  no  doubt  have  then  obtained 
the  same  sequence;  but  the  ratio  of  the  quantities  of  heat  conducted  would 
probably  have  been  different.  Their  numbers  at  present  must  simply  be 
regarded  as  representing  the  order  of  conductivity,  but  not  the  conducting 
power  of  the  metals. 

1  T 
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In  the  eisperiments  of  Calvert  and  Johnson,  the  platinum^ 
aluminnm,  iron,  and  sodium  employed,  were  ordinary  commercial 
samples ;  the  other  metals  are  believed  to  have  been  chemically 
pure.  The  purity  of  the  metals  is  indeed  a  point  of  great  impor- 
tance, because  the  presence  of  small  quantities  of  foreign  metals 
or  other  substances  greatly  impairs  the  conducting  power  of  the 
mass.  It  was  found,  for  instance,  that  gold,  when  alloyed  with 
I  per  cent,  of  silver,  lost  nearly  20  per  cent,  of  its  conducting 
power. 

Alloys  of  tin  and  lead,  and  lead  and  zinc,  were  ascertained 
to  conduct  in  the  ratio  of  the  mean  conductivity  of  the  two 
metals,  and  these  alloys  were  found  by  Matthiessen  to  conduct 
electricity  in  like  manner,  forming  an  exception  to  the  generality 
of  the  alloys. 

Some  alloys  of  good  and  bad  conductors,  with  the  inferior 
conductor  in  excess,  give  a  conductivity  no  higher  than  that  of  the 
inferior  metal ;  bronze,  for  example,  and  the  alloys  CuSn2,CuSn3, 
conduct  no  better  than  tin.  The  presence  of  carbon  diminishes 
the  conductivity  of  iron.  If  that  of  silver  be  taken  as  1000, 
malleable  iron,  steel,  and  cast  iron  will  be  represented  thus : — 

Malleable  iron  .....  436 

Steel        ......  397 

Cast  iron  •  .  .  .  .  359 

It  is  principally  owing  to  differences  in  conducting  power 
that  bodies  at  the  same  temperature  excite  when  touched  very 
different  sensations  of  heat  or  of  cold.  A  piece  of  metal  feels 
much  hotter  or  colder  than  a  piece  of  wood  heated  to  the  same 
degree,  because  .the  metal,  from  its  superior  power  of  conduction, 
according  as  it  is  above  or  below  the  temperature  of  the  hand, 
imparts  heat  or  receives  it  more  quickly  than  the  wood. 

This  property  of  conduction  is  possessed  by  liquids  in  a  very 
limited  degree.  On  filling  a  test-tube  with  water,  and  holding 
it  by  the  lower  part,  whilst  the  top  of  the  tube  is  placed  across  the 
flame  of  a  spirit  lamp,  the  water  at  the  top  of  the  tube  may  be 
kept  boiling  for  many  minutes  without  occasioning  the  slightest 
inconvenience  to  the  person  who  holds  it.  Gases  are  inferior  even 
to  liquids  in  conducting  power ;  hence  it  is  that  porous  bodies, 
such  as  wool,  fur,  and  eider-down,  which  imprison  large  bodies  of 
air  within  them,  are  so  well  adapted  for  winter  clothing,  by  pre- 
venting the  escape  of  the  heat  of  the  body  outwards.  For  the 
same  reason,  chiefly,  the  employment  of  double  doors  and  windows, 
which  include  a  layer  of  air  between  them,  is  so  useful  in  prevent- 
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ing  the  heat  of  our  apartments  from  escaping  outwards ;  or,  as  in 
the  case  of  fire-proof  boxes  and  ice-houses^  in  preventing  that  of 
the  outer  atmosphere  from  penetrating.  In  a  similar  manner  snow 
preserves  the  warmth  of  the  earth  during  the  rigour  of  winter. 
There  seem^  however,  to  be  differences  in  the  conducting  power 
even  of  gases  for  heat.  Magnus  considers  that  the  conducting 
power  of  hydrogen  surpasses  that  of  all  other  gases,  and  it  is 
increased  by  increasing  the  density  of  the  hydrogen  employed. 
In  his  experiments  he  placed  a  thermometer  at  the  lower  part  of 
a  glass  cylinder,  which  could  be  deprived  of  air,  and  filled' succes- 
sively with  the  various  gases  under  trial ;  the  upper  part  of  the 
cylinder  was  then  heated  by  means  of  boiling  water.  The  tem- 
perature of  the  external  air  was  uniformly  at  15°  C.  during  the 
course  of  the  experiment,  and  care  was  taken  to  protect  the 
apparatus  from  the  disturbing  influence  of  radiation ;  the  tem- 
perature rose  higher  when  hydrogen  was  employed  than  when 
any  other  gas  was  admitted. 

The  rapid  change  of  particles  of  air  which  are  in  contact 
with  the  body,  by  the  action  of  a  wind,  renders  the  human  frame 
much  less  able  to  bear  cold  in  a  windy  than  in  a  still  atmosphere. 
Voyagers  in  the  Arctic  regions  found  that,  if  properly  clad,  they 
could  endure  in  a  still  air,  a  temperature  of  —48°  C. :  while  at 
— 18°  C.  with  a  brisk  wind,  it  was  impossible  to  face  the  breeze 
with  safety.  A  parallel  case  occurs  in  liquids :  the  hand  may 
with  impunity  be  kept  stationary  in  water  of  a  temperature  so 
high,  that  if  the  hand  were  in  motion,  severe  pain  would  be 
occasioned. 

Many  familiar  contrivances  for  preventing  the  escape  of  heat,  and  for  facili- 
tating the  employment  of  hot  bodies,  de- 
pend upon  the  use  of  inferior  conductors 
of  heat :  for  instance,  a  layer  of  charcoal 
is  generally  interposed  between  the  case 
of  the  furnace  and  its  fire-clay  lining,  in 
order  to  confine  the  heat.     The  kettle- 
holder  is  for  this  reason  used  to  protect , 
the  hand  from  the  heat  of  the  metail;  |' 
whilst  the  handles  of  tea-pots  are  insu- 
lated from  the  hot  metal   by  non-con- 
ducting pieces  of  ivory.    Wicker-work  or 
matting  is  placed  under  hot  dishes  to 
separate  them  from  the  dinner-table  by 
badly  conducting  substances. 

Much  of  the  economy  of  fuel  depends 
upon  a  judicious  application  of  these 
principles.      An  instructive  illustration 

of  their  importance  is  exhibited  in  the  manner  in  which  heat  may  be  econonMzed 
by  an  a^[»ropriate  construction  of  the  boiler  of  a  steam-engine.    The  form  which 
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answers  this  purpose  most  perfectly  is  that  whioh  is  known  as  the  Cornish  boiler. 
Fig.  1 25  shows  a  transverse  section  of  this  boiler ;  it  consists  of  two  cylinders 
placed  one  within  the  other ;  between  the  two  is  the  space  for  the  water ;  the 
interior  cylinder  contains  the  fire-grate,  ash-pit,  and  the  first  portion  of  the 
flue :  the  heat,  which  would  otherwise  be  conducted  away  by  the  fire-bars,  and 
by  the  masonry  of  the  ash-pit,  is  thus  economized,  and  the  heated  products  of 
combustion  pass  through  the  boiler  for  its  whole  length,which  is  sometimes  as  much 
as  40  or  even  60  feet,  or  from  j  2  to  1 8  metres ;  the  hot  air  then  returns  along  the 
outside  of  the  boiler  towards  the  fireplace,  and  once  more  passes  underneath  the 
boiler  before  it  finally  reaches  the  chimney,  c.  Loss  of  heat  from  the  outer 
surface  of  the  boiler  is  prevented  by  covering  it  with  a  layer  of  badly  conducting 
materiaL  In  the  boiler  of  the  locomotive,  where  a  stronger  draught  is  necessary, 
the  fireplace  is  surrounded  at  top  and  on  its  two  sides  by  a  double  casing  con- 
taining water,  and  the  hot  air  from  the  furnace  passes  through  the  length  of  the 
boiler  by  a  number  of  small  tubes,  which  open  at  one  end  into  the  fireplace,  at 
the  other  into  the  chimney.  Loss  of  heat  from  the  external  surface  is  here  also 
prevented  by  casing  the  boiler  in  some  non-conducting  material,  such  as  felt, 
which  is  usually  covered  with  wood. 

(150)  Inequality  in  the  Rate  of  Conduction  in  different  Direc- 
tions, — The  researches  of  De  Senarmont  {Ann.  de  Chimie,  III.  xxi. 
457j  and  xxiL  179)  have  showa  that  although  the  conducting 
power  of  solids  which  are  homogeneous  throughout,  and  of  crystals 
which  belong  to  the  regular  system,  is  uniform  in  every  direction, 
yet  that  in  all  crystals  which  do  not  belong  to  the  regular  system 
the  conducting  power  varies  in  different  directions,  according  to 

the  rdation  of  the  direction  to  that  of  the  optic 

axis  of  the  crystal. 

The  fundamental  fact  is  easily  demonstrated  by  taking  two 
slices  of  quartz,  one  cut  parallel  to  the  axis  of  the  prism,  the 
other  cut  at  right  angles  to  that  axis ;  through  the  centre  of 
each  plate  a  small  conical  aperture  19  drilled  for  the  reception 
of  a  silver  wire,  one  end  of  which  can  be  heated  in  a  flame, 
.    .  and  which,  by  its  conducting  power,  acts  as  an  uniform  central 

source  of  heat  If  pveviously  to  the  application  of  heat,  the 
surfaces  of  the  crystal  be  coated  with  bees'-waz,  the  wax  in 
the  plate  cut  across  the  axis  (fig.  126,  i),  will  be  melted  in 
the  form  of  a  circle,  of  whitJi  the  wire  occupies  the  centre ; 
whilst  oa  the  other  plate  the  wax  will  be  melted  in  the  form 
8  of  an  ellipse,  the  two  diameters  of  which  are  as  1000  :  131 2, 
the  long  axis  coinciding  with  the  direction  of  the  optic  axis 
of  the  crystal  (fig.  126,  2),  showing  that  the  conducting 
power  \m  greater  in  this  direction  than  in  one  at  right  angles 

§to  it :  whilst  the  circular  form  of  the  melted  wax  in  the  first 
experiment  shows  the  uniformity  with  which  beat  is  pro- 
pagated in  all  directions  around,  and  parallel  to,  the  axis  of 
symmetry. 

In  crystals  with  two  optic  axes,  the  results,  although  more 
complicated,  present  the  same  intimate  connexion  with  the  direc- 
tion of  those  lines  within  the  crystal.  Bodies  which  are  not 
exystalline  also  exhibit  an  inequality  in  their  power  of  conducting 
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heat  in  different  directions,  when  their  molecular  structure  is 
altered  by  unequal  tension  or  pressure.  Unannealed  glass,  and 
plates  of  glass  subjected  to  compression  upon  their  edges,  exhibit 
these  phenomena,  the  shorter  axis  of  the  ellipse  being  in  the  line 
of  pressure,  or  of  greatest  density. 

Delarive  and  DecandoUe  have  shown  that  similar  differences  in 
conducting  power  occur  in  wood,  which  conducts  much  better  with 
the  grain  than  across  it ;  that  is,  better  in  a  direction  parallel  to 
the    fibres,  than   across  them.     Tyndall  has 
not    only  confirmed  this  fact,  but  has  also 
•proved  that  heat  passes  rather  more  rapidly 
in  a  direction  from  the  external  surface  to- 
wards the  centre,  a  b  (fig.  l2^),  than  it  does 
in  a  direction  parallel  with  the  ligneous  rings, 
c  d  {Phil.  Trans,  1853,  P-  ^^6) ;  the  greatest 
conducting  power  coinciding  with  the  direc- 
tion of  greatest  porosity  and  readiest  cleavage. 
The  heaviest  woods  are  not  always  the  best 
conductors.     American  birch,  though  very  light,  conducts  better 
than  oak,  which  is  much  denser,  and  far  better  than  ironwood, 
which  has  the  unusual  density  of  i'426. 

Convection  of  Heat. 

(151)  Although  the  power  of  conducting  heat  possessed  by 
liquids  and  gases  is  very  small,  yet  they  admit  of  being  rapidly 
heated  by  a  process  of  circulation  or  convection,  which  depends 
upou  the  free  mobility  of  the  particles  that  compose  them.    When 
heated,  each  particle  expands,  and  becomes  for  the  time  specifically 
lighter.     If  the  heat  be  applied  at  the  bottom  of  a  large  flask 
nearly  filled  with  water,  into  which  a  little  bran  has  been  thrown 
to  enable  the  eye  to  follow  the  motion  oc- 
casioned, the  heated  and  lighter  particles 
will  be  seen  by  the  motion  of  the  bran  to 
ascend,  while  their  place  is  supplied  by  fresh 
particles  from  the  sides ;  these  in  turn  come 
into  contact  with  the  heated  glass  at  the 
bottom,    and    they    again   make   way    for 
colder  portions.     An  ascending  current,  as 
shown  in  fig.  J28,  is  thus  established  up 
the  middle,  and  descending  currents  flow 
down  the  sides  of  the  flask,  which  are  kept 
cool   by  the   air.     Anything  that   checks 
this  free  circulation,  and  occasions  viscidity 
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in  the  liquid,  impedes  the  distribution  of  heat.  Porridge  or  starch, 
during  the  boiling,  requires  to  be  constantly  stirred,  for  the  pur- 
pose of  presenting  fresh  surfaces  to  the  source  of  heat,  and  of 
preventing  the  portions  in  contact  with  the  hot  bottom  of  the 
vessel  from  becoming  overheated  and  '  burned/ 

The  motion  thus  communicated  by  heat  to  liquids, 
has  been  ingenioasly  applied  to  the  wanning  of  build- 
ings, by  the  circulation  of  hot  water  in  pipes.  One 
of  the  most  effective  methods  will  be  understood  by 
examining  fig.  I29,  which  represents  Perkins's  ar- 
rangement for  heating  by  means  of  hot  water  at  a 
high  pressure.  In  its  simplest  form  it  consists  of 
a  continuous  wrought-iron  pipe,  i  inch  (25  millimetres) 
in  diameter  externally,  with  a  bore  half  an  inch  in 
diameter.  The  pipe  is  completely  filled  with  water  at 
p  and  closed  by  a  plug.  The  apparatus  is  provided 
with  a  chamber  at  £,  of  about  a  fifth  or  a  sixth  the 
capacity  of  the  entire  tube,  to  allow  for  expansion ; 
this  chamber  being  left  empty.  About  a  sixth  of  the 
entire  length  of  the  pipe  is  coiled  up  at  F  c,  and  is 
heated  by  a  furnace,  which  is  of  necessity  placed  in 
the  basement  of  the  building.  At  s  s,  s  s,  other  coils 
are  formed  upon  the  pipe  as  it  passes  through  the  dif- 
ferent apartments  which  are  to  be  heated.  The  course 
of  the  water  is  indicated  by  arrows.  The  hot  water, 
mixed  with  bubbles  of  steam,  passes  off  from  the 
upper  part  of  the  fire  coil,  f  c,  ascends  by  the  pipe, 
a  a,  to  the  highest  part  of  the  building;  it  then  flows 
off  on  either  side  through  the  heating  coils,  s  s,  s  a, 
and  returns  by  the  pipes,  c  c,  which  unite  into  one 
before  delivering  the  cooled  water  to  the  bottom  of 
the  fire  coil,  v  c.  s  s,  s  s  are  stop-cocks  for  arresting  the  current  through  any 
one  of  the  heating  coils,  8  8,8  8. 

The  importance  of  the  exception  in  the  case  of  water  to  the 
regularity  of  expansion  (143),  in  connexion  with  these  circulatory 
movements  will  now  be  perceived.  During  the  frosts  of  winter 
a  rapid  process  of  cooling  goes  on  from  the  surface  of  the  earth 
and  of  our  lakes  and  rivers  :  the  colder  water  sinks  to  the  bottom, 
fresh  portions  being  supplied  from  below,  until  the  whole  has 
reached  the  temperature  of  4°  C. ;  below  this  point  the  colder 
water  being  the  lighter  remains  at  the  top,  thus  protecting  the 
mass  beneath  from  farther  reduction  of  temperature  by  its  in- 
ferior conducting  power,  and  preventing  such  a  reduction  at  any 
considerable  depth  as  would  be  fatal  to  the  animals  which  it 
contains.  Ice,  too,  being  lighter  than  water,  floats  upon  the 
surface,  and  thus  the  bottoms  of  our  rivers  are  protected  from  the 
accumulations  of  frozen  water,  otherwise  inevitable ;  and  which 
no  subsequent  summer  heat  would  ever  suffice  to  melt,  or  even 
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to  reach  from  the  surface.  In  the  ocean^  where  the  maximum 
of  density  occurs  below  o°  C.^  the  depth  is  so  great  that,  except- 
ing  near  the  polar  circles,  the  low  temperature  does  not  last 
suflBeiently  long  to  reduce  the  entire  mass  to  a  degree  injurious 
to  animal  life. 

(152)  Currents  in  Gases — Ventilation. — The  motions  produced 
in  gases  by  the  expansive  action  of  heat  are  still  more  obvious 
and  extensive  than  those  occasioned  by  it  in  liquids.  The  tapering 
form  of  flame  is  due  to  an  expansion  of  the  air,  accompanied  by 
a  powerftd  upward  current,  produced  by  the  heat  with  which  it  is 
attended.  A  body  of  heated  air  confined  in  a  light  envelope  pos- 
sesses considerable  ascensional  power,  and  constitutes  the  ordinary 
fire-balloon ;  it  was,  indeed,  by  means  of  such  a  balloon  that  the 
first,  aeronautic  excursion  on  record  took  place. 

The  application  of  the  currents  produced  in  air  by  differences 
of  temperature  to  the  ventilation  of  our  dwellings  is  a  subject  of 
great  practical  importance.  The  draught  produced  in  the  chimney 
is  due  to  the  heat  derived  from  the  fire,  which  dilates  the  air  in 
the  flue  above  it,  and  renders  it  specifically  lighter :  it  consequently 
rises  in  the  shaft,  and  the  longer  the  chimney  the  more  powerful 
is  the  draught.  Suppose  the  temperature  in  the  chimney  to  be 
on  the  average  of  its  length  40°  above  that  of  the  outer  air,  which 
may  be  assumed  to  be  at  7°  C. ;  the  dilatation  of  air  for  each 
1°  C.  is  ^4o  of  i^s  bulk  at  7°  C,  the  column  of  air  in  the  chimney 
will  therefore  be  dilated  ^^,  or  f .  A  column  of  such  heated 
air,  8  metres  high,  which  we  will  assume  as  the  length  of  the 
chimney,  would  therefore  only  balance  a  column  of  7  metres  in 
height  at  the  temperature  of  the  outer  air,  and  the  ascensional 
force  of  the  heated  air  would  be  that  due  to  the  difference  in 
weight  between  the  8  metres  of  warm  air  and  8  metres  of  colder 
air,  or  equal  to  the  pressure  of  a  column  of  the  colder  air,  i  metre 
in  height.  Air  must,  however,  be  supplied  to  the  lower  open- 
ing, in  order  to  allpw  the  equilibrium  to  be  restored ;  and  if  the 
communication  of  the  apartment  with  the  outer  air  be  insufficient 
(as  when  the  doors  and  windows  are  carefully  closed,  and  listed 
down,  to  exclude  the  draughts  of  cold  air  that  rush  in  at  every 
crevice  to  furnish  that  required  to  feed  the  chimney),  air  will  enter 
at  the  top  of  the  chimney ;  just  as  when  a  bottle  full  of  air  is 
plunged  with  its  mouth  upwards  \mder  water,  the  water  enters  at 
the  mouth,  whilst  the  air  escapes  in  gushes  or  bubbles.  The  con- 
sequence of  the  entrance  of  cold  air  at  the  top  of  the  chimney  will 
be,  that  such  cold  air  pours  down  into  the  room,  and,  as  a  neces- 
sary result,  the  chimney  smokes.     If  the  door  or  the  window  be 
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opened,  however,  the  annoyance  ceases.  In  a  room  properly 
ventilated,  the  requisite  supply  of  fresh  air  will  enter  freely, 
without  the  necessity  of  setting  the  door  open. 

In  ventilating  a  room,  it  must  be  remembered  that  the  air  which  has  been 
used,  and  which  requires  renewal,  has  become  heated  by  respiration  and  by  the 
burning  of  lamps  or  candles ;  it  therefore  rises  and  accumulates  in  the  upper  part 
of  the  room.     This  is  easily  seen  by  opening  the  door  of  a  heated  apartment,  and 
holding  a  candle  near  the  upper  part  of  the  doorway ;  if  the  window  be  not  open,  a 
current  will  generally  be  found  blowing  the  flame  from  the  room.   Midway  down, 
the  flame  will  be  stationary,  while  near  the  floor  it  will  be  blown  strongly  into 
the  room.     In  this  experiment  the  lighter  heated  air  flows  out  above,  while  the 
heavier  cold  air  supplies  its  place,  by  entering  at  the  lower  part  of  the  room.     It 
is  for  this  reason  advisable  always  to  make  apertures  for  the  escape  of  heated  air 
near  the  ceiling ;  but  it  must  be  remembered  that  no  ventilation  can  be  effectual 
'which  does  not  provide  for  the  entrance  of  fresh  air,  which  may  be  previously 
warmed  or  not,  and  which  is  best  admitted  at  the  lower  part  of  the  room.     In 
cases  where  there  is  a  sufficient  height  of  chimney,  a  contrivance  of  Dr.  Amott's 
is  a  valuable  auxiliary  to  the  ventilation ;  it  consists  of  a  balanced  valve,  opening 
into  the  chimney,  whilst  any  momentary  downward  draught  occasioned  by  the 
sudden  shutting  of  the  door,  or  otherwise,  causes  the  valve  to  close,  and  thus  to 
prevent  the  escape  of  smoke  into  the  room. 

The  velocity  of  the  currents  produced  by  heat,  and  the  rate  of 
cooling  effected  by  them  upon  a  thermometer  heated  up  to  a  deter- 
minate point,  vary  in  different  gases,  being  more  rapid  the  lighter 
the  gas.  In  hydrogen  the  rate  of  cooling  is  much  more  rapid 
than  in  air,  while  in  carbonic  anhydride  it  is  considerably  less 
rapid. 

(153)  Trade  Winds. — ^The  processes  of  circulation  produced 
by  heat  in  liquids  and  gases,  which  have  just  been  described,  occur 
upon  a  vast  scale  in  the  atmosphere  and  i^  the  ocean.  The  im- 
portant phenomena  of  the  trade  winds  arise  from  movements  which 
originate  from  these  causes.  The  temperature  of  the  surface  of 
the  earth  not  being  uniform,  but  being  highest  within  the  tropics 
and  lowest  at  the  poles,  the  air  near  the  equator  rises  in  tempera- 
ture, it  becomes  expanded,  grows  specifically  lighter,  and  therefore 
ascends,  its  place  being  supplied  by  cooler  air  from  the  parts 
adjacent,  but  nearer  to  the  poles.  The  heated  equatorial  air  rises 
to  a  certain  point,  and  then  falls  over  to  supply  the  place  of  the 
cooler  air  just  conveyed  from  the  neighbouring  regions.  In  con- 
sequence of  these  actions,  the  air  upon  the  surface  of  the  earth  is 
continually  moving  from  the  poles  towards  the  equator,  and  above 
this  current  is  another  proceeding  in  the  contrary  direction,  from 
the  equator  towards  the  poles.  The  lower  current,  which  is 
steadily  felt  on  each  side  of  the  equator  through  at  least  30°  of 
latitude,  is  of  the  utmost  importance  to  navigation,  and  forms 
what  are  called  the  trade  winds.      The  upper  current  does  not 
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admit  of  being  so  accurately  traced,  but  there  is  satisfactory  proof 
of  its  existence.     The  summits  of  many  inter-tropical  mountains, 
such  as  the  Peak  of  Teneriffe,  12,180  feet  (3712  metres)  high,  and 
Mouna  Kea,  in  the  Sandwich  Islands,  18,400  feet  (5608  metres) 
in  height,  are  sufficiently  elevated  to  reach  into  the?  upper  current ; 
and  at  the  top  of  these  mountains  a  strong  south-westerly  wind 
blows  continually,  whilst  the  north-east  trade  wind  is  blowing  at 
the  base.    If  the  earth  were  stationary^  these  currents  would  set  due 
north  and  south.    The  surface  of  the  globe,  however,  is  revolving 
from  west  to  east,  at  the  average  rate  of  980  miles  per  hour  in  its 
equatorial  part,  and  the  rapidity  of  motion  gradually  diminishes 
towards  the  poles,  at  which  point  the  motion  almost  vanishes. 
Air,  therefore,  which  flows  towards  the  equator  from  the  poles, 
is  moving  more  slowly  than  those  regions  of  the  earth  towards 
which  it  advances.     Since,  however,  the  objects  upon  the  surface 
partake  of  the  motion  of  the  earth  at  the  particular  spot  on  which 
they  rest,  and  as  therefore  the  earth^s  motion  is  not  perceptible, 
the  effect  of  a  wind  travelling  more  slowly  in  the  same  direction 
as  that  in  which  the  earth  is  moving  would  be  precisely  the  same 
as  that  of  a  current  blowing  in  the  opposite  direction,  with  a  ve- 
locity equal  to  the  difference  between  the  rates  of  the  two  mo- 
tions, supposing  the  earth  to  be  at  rest :  consequently  the  wind 
from  the  north  has  a  set  from  the  east,  which  diminishes  as  it 
approaches  the  equator,  where  the  motion  of  the  successive  por- 
tions of  the  surface  becomes  more  uniform.     From  the  operation 
of  these  causes  the  north-east  is  one  of  the  most  prevalent  winds 
in  our  climate.     For  similar  reasons,  the  equatorial  current  to- 
wards the  poles  sets  in  a  direction  from  the  west,  and  retains  its 
course  when  it  comes  down  to  the  surface,  which  it  does  at  and 
about  our  latitude,  occasioning  the  westerly  winds  which  prevail 
in  these  islands  so  generally  at  certain  seasons. 

The  land  and  sea  breezes  which  occur  morning  and  evening 
along  the  coast  of  tropical  countries,  are  due  to  the  action  of 
analogous  causes.  During  the  early  part  of  the  day  the  surface  of 
the  land,  from  the  action  of  the  sim's  rays,  becomes  more  heated 
than  the  ever-moving  ocean ;  the  air  above  it  expands  and  rises, 
whilst  its  place  is  supplied  by  cooler  air  from  the  ocean — ^this  con- 
stitutes the  sea  breeze :  whereas  in  the  evening,  after  sunset,  the 
land  cools  more  rapidly  than  the  ocean,  and  the  air  resting  upon 
it  contracts  in  bulk,  and  becoming  heavier,  flows  out  during  the 
night  upon  the  sea,  and  produces  the  land  breeze, 

(154)  Gulf  Stream. — Similar  currents,  of  equal  constancy  and 
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regularity,  exist  in  the  ocean,  but  they  are  modified  in  their  direc- 
tion by  the  general  distribution  of  land  and  water  on  the  earth^s 
surface.     That  part  of  the  ocean  which  is  immediately  under  the 
tropics,  and  between  the  eastern  and  western  hemispheres,  for  ex- 
ample, becomes 'highly  heated;  the  water  flows  off  on  either  side, 
towards  the  poles,  acquiring  a  westerly  direction  as  it  passes  south 
of  the  coast  of  Guinea,  and  striking  the  promontory  of  Cape  St. 
Boqtie,  on  the  South  American  coast,  is  split  into  two  streams ; 
the  smaller  one  continues  southwards,  towards  Cape  Horn  ;    the 
larger  current  maintains  a  north-westerly  course  in  the  Gulf  of 
Mexico,  where  it  receives  further  accessions  of  heat,  and  is  gradually 
changed  in  its  direction ;  it  passes  along  the  southern  shores  of 
North  America,  and  finally  emerges  northward,  in  the  narrow 
channel  between  the  peninsula  of  Florida  and  the  Bahama  Islands, 
where  it  assumes  the  name  of  the  Gulf  Stream,    The  temperature 
of  this  current  is  found  to  be  somewhat  above  5°  C.  higher  than 
that  of  the  neighbouring  ocean.    The  current  passes  on,  gradually 
widening  and  becoming  less  marked,  till  it  is  lost  on  the  western 
shores  of  Europe.    A  less  accurately  defined  under-current,  from 
the  poles,  is  constantly  setting  in  towards  the  equator,  to  supply 
the  place  of  the  heated  water  which  takes  the  course  already 
described.    Besides  rendering  important  aid  to  the  navigator,  these 
currents  assist  in  maintaining  an  equilibrium  of  temperature  on 
the  earth,  moderating  the  severity  of  the  polar  frost,  and  tem- 
pering the  sultry  heats  of  the  tropics.    One  cause  of  the  compara- 
tive mildness  of  our  own  winters  is  the  warmth  conveyed  to  our 
shores  by  the  Gulf  Stream. 

Radiation  of  Heat, 

(155)  A  person  placed  in  bright  sunshine,  or  before  a  blazing 
fire,  must  perceive  that  in  addition  to  the  gradual  mode  of  propa- 
gation from  particle  to  particle,  heat  is  endowed  with  the  faculty 
of  traversing  space,  and  transparent  media  such  as  the  atmosphere. 
This  transmission  of  heat  occurs  in  right  lines,  with  a  velocity 
equal  to  that  of  light  itself;  in  fact,  in  this  mode  of  propaga- 
tion it  follows  the  same  laws  as  light,  and  like  all  radiant  forces 
it  diminishes  in  intensity  as  the  square  of  the  distance  from  the 
active  centre. 

The  great  supply  of  heat  to  the  earth  from  the  sun  is  trans- 
mitted by  the  process  of  radiation.  Some  idea  of  the  amount  of 
heat  thus  received  by  the  earth  may  be  formed  from  a  rough  cal- 
culation made  by  Faraday,  to  the  effect  that  the  average  amount 
of  heat  radiated  in  a  summer's  day  upon  each  acre  of  land  in  the 
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latitude  of  London^  is  not  less  than  that  which  would  be  emitted 
in  the  combustion  of  sixty  sacks  of  coal. 

Heat,  in  its  radiant  state,  does  not  raise  the  temperature  of  the 
media  which  it  traverses  :  a  tube  full  of  ether  may  be  held  in  the 
focus  of  a  burning  mirror  without  becoming  sensibly  hotter ;  but 
the  moment  that  the  absorption  of  the  rays  is  caused  in  any  way, 
as  by  introducing  a  bit  of  charcoal  into  the  liquid,  the  ether  enters 
into  ebullition  and  is  dissipated  in  vapour. 

(156)  Reflection  of  Heat, — Polished  objects  reflect  the  greater 
part  of  the  heat  which  falls  upon  them  j  the  reflected  and  incident 
rays  are  always  in  the  same  plane,  and  the  angles  which  they  make 
with  a  perpendicular  to  the  reflecting  surface  are  always  equal. . 
By  means  of  concave  mirrors,  the  rays  of  heat,  like  those  of  light, 
may  be  brought  to  a  focus,  and,  if  suflSciently  intense,  they  will 
ignite  combustible   substances  placed    there.     The    law  of  the 
reflection  of  heat  may  be  roughly  demonstrated  by  holding  a  flat 
sheet  of  tin-plate  in  such  a  position  before  a  common  fire  that  the 
light  of  the  fire  may  be  reflected  from  it,  whilst  the  observer  is 
screened  from  the  direct  rays  ;  the  sensation  of  heat  will  be  percep- 
tible upon  the  face  the  moment  that  the  reflection  of  the  fire  is 
seen.   The  same  effect  may  be  shown  in  a  still  more  striking  manner 
by  means  of  two  similar  concave  parabolic  mirrors  (fig.  131,  page 
286)  arranged  opposite  each  other,  at  the  distance  of  4  or  5  metres 
or  more.     If  a  lighted  candle  be  placed  in  the  focus  of  one  of  the 
mirrors,  the  rays  will  fall  upon  its  concave  surface,  and  thence  be 
reflected  in  parallel  lines  to  the  surface  of  the  second  mirror,  from 
which  they  will  be  a  second  time  reflected,  and  will  converge  at  its 
focus  ;  a  luminous  spot  being  formed  upon  a  piece  of  paper  held  in 
this  position.     If  for  this  paper  one  of  the  balls  of  a  differential 
thermoscope  (135)  be  substituted,  the  expansion  of  the  air  in  that 
bulb  will  afford  evidence  that  the  heat  as  well  as  the  light  is  re- 
flected.    That  the  rays  take  the  course  described,  and  which  is 
represented  in  the  diagram,  and  that  they  do  not  act  upon  the 
instrument  by  direct  radiation,  is  shown  by  interposing  a  small 
tin-plate  screen  between  the  second  mirror  and  the  thermometer : 
in  this  case  the  liquid  immediately  becomes  stationary ;  while,  if 
the  screen  be  placed  between  the  instrument  and  the  candle,  no 
sensible  effect  is  produced. 

If,  instead  of  a  candle,  a  red-hot  ball  be  placed  in  the  focus  of 
the  first  mirror,  paper  may  be  scorched,  and  gunpowder  or  phos- 
phorus inflamed  in  the  focus  of  the  second.  Heat,  however,  is 
emitted  in  the  form  of  rays  from  bodies,  whether  such  bodies  be 
luminous  or  not.     A  canister  of  boiling  water  may  be  substituted 
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for  the  candle  or  the  red-hot  ball,  and  the  heat  which  it  emits, 
although  less  intense,  will  be  concentrated  by  the  opposite  mirror 
equally  well. 

(157)  Absorption  of  Heat. — Different  substances  reflect  heat 
unequally.  Polished  metals  possess  the  power  of  reflection  in  the 
highest  degree,  but  even  the  metals  difler  considerably  in  reflecting 
power.  Melloni,  from  his  experiments,  has  concluded  that  of 
100  rays,  silver  reflects  90;  bright  lead  reflects  60;  whilst  glass 
reflects  but  10. 

If  the  surface  of  a  body  be  scratched  it  reflects  heat  irregu- 
larly, in  the  same  way  that  a  sheet  of  white  paper  scatters  the 
light  which  it  reflects ;  and  if  the  surface  be  coated  more  or  less  com- 
pletely with  lamp-black,  the  amount  of  heat  which  is  reflected  may 
be  diminished  in  a  degree  proportioned  to  the  alteration  of  the 
surface.  In  this  case,  that  portion  of  the  heat  which  is  not  re- 
flected is  absorbed.  When  the  heat  is  all  reflected,  the  tem- 
perature of  the  body  remains  unaltered;  but  when  absorption 
takes  place,  the  temperature  rises  in  proportion  to  the  quantity  of 
heat  which  is  absorbed. 

This  difiPerenoe  may  be  exhibited  by  placing  a  lighted  taper  in  the  focus  of 
one  of  the  mirrors,  and  employing  in  the  second  focus  a  differential  thermoscope, 
one  ball  of  which  is  gilt,  and  the  other  ball  covered  with  lamp-black.  On  placing 
the  gilt  ball  in  the  focus,  scarcely  any  motion  of  the  liquid  in  the  stem  is  per- 
ceived ;  but,  on  reversing  the  balls,  although  the  amount  of  heat  which  falls  on 
the  instrument  is  no  greater  than  before,  the  liquid  descends  rapidly  :  in  the  first 
case,  the  heat  is  for  the  most  part  reflected ;  in  the  second  it  is  absorbed,  and^the 
temperature  consequently  rises. 

A  similar  result  may  be  obtained  by  taking  two  bright  tin  plates,  and  coating 
one  surface  of  one  of  them  with  lamp-black.  Qn  placing  them  in  a  vertical  position, 
with  a  hot  iron  ball  midway  between  the  two  plates  but  not  touching  either  of 
them,  the  blackened  surface  being  directed  towards  the  source  of  heat,  it  will  be 
found  that  the  blackened  plate  becomes  heated  by  absorption,  while  the  other 
remains  cool :  this  may  be  shown  by  causing  a  cork  to  adhere  to  the  outer  sur- 
face of  each  plate,  by  means  of  a  little  wax  or  pomatum ;  the  wax  will  melt  upon 
the  blackened  plate,  and  the  cork  will  fall  from  it  much  sooner  than  from  the 
bright  one. 

The  power  of  reflection  seems  to  reside  almost  exclusively  in 
the  surface  of  the  body.  A  film  of  gold  leaf,  not  exceeding 
^0^0^  millimetre  in  thickness,  answers  the  purpose  of  a  reflector 
nearly  as  well  as  a  mass  of  solid  gold ;  since  a  sheet  of  paper 
partially  gilt,  if  held  within  a  short  distance  of  a  mass  of  red-hot 
metal,  will  become  scorched,  excepting  in  those  parts  which  are 
protected  by  the  metallic  film.  The  absorbing  power  of  a  sub- 
stance is  inversely  proportioned  to  its  power  of  reflecting  heat ; 
the  best  reflectors  are  the  worst  absorbents,  and  vice  versd.  As 
is  the  case  with  light,  so  it  is  found  with  radiant  heat,  that,  ex- 
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cepting  in  the  case  of  polished  metals^  the  greater  the  angle  of 
incidence  the  more  complete  is  the  reflection. 

(158)  Connexion  between  Absorption  and  Radiation. — ^The  ex- 
periments of  Leslie  have  proved  the  existence  of  an  important  con- 
nexion between  the  absorbing  and  the  radiating  powers  of  the  same 
substance ;  they  are  in  all  cases  directly  proportioned  to  each  other. 
The  great  diversity  of  radiating  power  possessed  by  different  sub- 
stances may  be  exemplified  by  the  following  experiments.  Let  a 
cubic  canister  of  tin  plate  have  one  of  its  sides  covered  with  lamp- 
blacky  and  a  second  side  with  writing-paper^  let  a  third  be  scratched 
in  various  directions,  and  let  the  fourth  remain  polished.  On 
placing  the  canister,  filled  with  hot  water,  in  the  focus  of  one 
mirror,  and  a  thermoscope  in  the  focus  of  the  other,  it  will  be 
found,  on  presenting  each  side  in  succession  to  the  mirror,  that  a 
different  temperature  is  indicated.  The  heat  radiated  will  be  found 
to  be  greatest  from  the  lamp-black,  less  from  the  paper,  still  less 
firom  the  scratched  face,  and  least  of  all  from  the  polished  surface. 
In  consequence  of  the  more  rapid  radiation  from  blackened  than 
from  polished  surfaces  of  the  same  metal,  a  given  quantity  of  a  hot 
liquid  placed  in  a  blackened  vessel  will  reach  the  temperature  of 
the  surrounding  air  sooner  than  if  it  be  placed  in  a  vessel  similar 
in  size  and  shape,  but  with  a  polished  surface. 

The  amount  of  heat  radiated  from  the  surface  of  an  object 
destitute  of  reflecting  power  varies  with  the  angle ;  the  intensity 
being  proportioned  to  the  cosine  of  the  angle  which  the  issuing 
rays  form  with  the  perpendicular  to  the  surface.  This  fact  was 
proved  experimentally  by  Leslie. 

Fig.  130. 


Opposite  to  a  concave  mirror  he  placed  a  veBsel  with  flat  sides  filled 
with  boiling  water,  the  side  of  the  vessel  next  the  mirror  being  coated 
with  lamp-black.  Two  screenii,  A  a,  B  B,  pierced  with  apertures  of  eqnal 
size,  were  interposed  between  the  mirror  and  the  heated  vessel,  and  in  the 
focus  of  the  mirror  was  placed  the  blackened  ball,  /,  of  a  thermoscope ;  no  altera- 
tion in  tlve  indication  of  the  thermometer  wan  produced  by  varying  the  inclina- 
tion of  the  vessel.  The  dotted  line  a  b  represents  the  extent  of  the  radiating 
surface  when  the  vessel  is  vertical     And  it  13  obvious  that  as  the  obliquity  of 
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the  surface  a  c  is  increased  a  larger  extent  of  radiating  surface  is  exposed  to 
the  thermometer,  so  that  the  intensity  of  the  emitted  ray  must  he  inversely 
as  the  extent  of  surface  in  the  two  cases. 

In  the  economical  applications  of  heat,  constant  scope  is  afforded 
for  the  employment  of  the  powers  of  reflection,  radiation,  and  ab- 
sorption. The  meat-screen  and  the  Dntch  oven,  when  kept  bright, 
afford  instances  of  the  application  of  the  reflection  of  heat  to  bene- 
ficial purposes,  in  directing  the  heat  upon  the  objects  between  them 
and  the  fire.  Tea  made  in  a  silver  teapot,  which,  owing  to  its 
polished  surface,  long  retains  its  high  temperature,  is  superior  in 
flavour  to  that  made  in  black  earthenware,  which  rapidly  loses  its 
heat  by  radiation.  Pipes  for  the  conveyance  of  steam  should  be 
kept  bright  until  they  reach  the  apartment  where  the  heat  is  to 
be  distributed,  and  there  the  surface  shoidd  be  blackened,  in  order 
to  favour  the  process  of  radiation. 

(159)  Formation  of  Dew. — The  distribution  of  heat  by  radia^ 
tion  is  not  confined  to  bodies  highly  heated.  All  substances> 
whatever  be  their  temperature,  are  constantly  radiating  a  certain 
portion  of  heat,  the  amount  of  which  depends  upon  their  tempe- 
rature. If  the  different  bodies  are  all  at  the  same  temperature, 
each  absorbs  from  surrounding  objects  in  a  given  time  exactly 
as  much  heat  as  it  radiates  towards  them  in  the  same  time. 
But  suppose  the  bulb  of  a  thermometer  to  be  placed  in  the  focus 
of  a  small  parabolic  mirror,  which  is  turned  towards  a  perfectly 
cloudless  sky,  in  such  a  direction  that  the  sun^s  rays  shall  not 
fall  upon  the  mirror,  the  temperature  will  sink  several  degrees ; 
at  night,  frequently  as  much  as  8°  or  10°  C.  The  thermometer^ 
like  aU  other  objects,  is  constantly  radiating  heat ;  the  mirror 
cuts  it  off  from  the  rays  proceeding  from  surrounding  objects, 
and  the  portion  of  space  towards  which  it  is  presented  not  return- 
ing the  heat  radiated  towards  it  from  the  instrument,  the  tempe- 

PiG.  131. 


rature  of  the  thermometer  necessarily  falls.     A  similar  experi- 
ment is  easily  made  with  the  conjugate  mirrors.     If  in  the  focus 
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of  one  mirror,  a  cage  filled  with  ice  (c,  fig.  131)  be  supported, 
and  in  the  focus  of  the  opposite  mirror,  the  bulb,  b,  of  the  dif- 
ferential thermoscope,  which  has  been  blackened  to  favour  radia- 
tion, and  which  is  screened  from  the  radiation  of  surrounding 
objects  by  a  second  small  mirror,  placed  as  at  a,  the  liquid  will 
soon  rise  in  the  stem  connected  with  the  blackened  bulb,  because 
the  bulb  radiates  towards  the  ice,  which  only  partially  returns 
the  rays  that  it  receives;  and  the  radiation  from  surrounding 
bodies  upon  the  thermoscope  being  prevented,  its  temperature 
falls.* 

The  principles  of  radiation  were  happily  applied  by  Wells  to 
the  explanation  of  the  phenomenon  of  dew.  Dew  is  formed  most 
copiously  during  a  calm,  clear  night  succeeding  a  hot  day :  it  is 
deposited  in  exposed  situations  and  upon  the  leaves  of  plants,  and 
on  filamentous  objects  in  general.  As  soon  as  the  sun  dips  below 
the  horizon,  and  in  shady  places  even  before  sunset,  radiation  from 
the  earth  is  no  longer  compensated  by  the  solar  rays :  the  tempe- 
rature of  the  surface  is,  therefore,  speedily  reduced  below  that  oi 
the  stratum  of  air  in  contact  with  it ;  this  stratum  being  charged 
with  moisture,  is  no  longer  able  to  support  so  much  vapour  in  the 
elastic  form,  but  deposits  it  (just  as  when  a  glass  of  cold  spring 
water  is  brought  into  a  warm  room,  it  becomes  bedewed  with 
moisture  on  its  outside) ;  and  the  force  of  cohesion  collects  the 
water  into  the  pearly  drops  that  stud  the  herbage  and  sparkle  in 
the  sloping  rays  of  the  sun.  On  cloudy  nights  little  or  no  dew 
is  deposited,  because  the  masses  of  suspended  vapour  intercept  the 
rays  from  the  earth,  and  return  them  to  its  surface.  Overhanging 
buildings,  or  the  projecting  branches  of  trees,  in  a  similar  way 
return  the  heat  to  the  objects  beneath  them,  and  prevent  the 
reduction  of  temperature  which  necessarily  precedes  the  deposition 
of  dew.  On  windy  nights  the  equilibrium  is  rapidly  restored  by 
the  contact  of  fresh  surfaces  of  air  with  the  radiating  crust  of  the 
earth,  and  little  or  no  dew  is  formed.  Upon  metallic  bodies, 
which  are  bad  radiators,  and  upon  the  hard-beaten  path  or  road, 
where  the  heat  is  conducted  rapidly  from  the  strata  beneath, 
scarcely  any  dew  is  deposited;  while  upon  the  branching  shrub, 
the  tufted  grass,  and  the  downy  leaf,  abundance  of  moisture  is 
collected,  these  being  precisely  the  objects  which  derive  most 
benefit  from  its  presence. 

In  India,  near  the  town  of  Hoogly,  about  forty  miles  from 


•  For  a  dimuasion  of  the  theory  of  exchanges  the  reader  may  consult 
Stewart's  Elementa/ry  Treatise  on  Meat,  p.  iSi,et  eeq. 
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Calcutta^  the  principle  of  radiation  is  applied  to  the  artificial  pro- 
duction of  ice.  Flat  shallow  excavations^  from  one  to  two  feet  in 
depth,  are  loosely  lined  with  rice  straw,  or  some  similar  bad  con- 
ductor of  heat,  and  upon  the  surface  of  this  layer  are  placed 
shallow  pans  of  porous  earthenware,  filled  with  water  to  the  depth 
of  one  or  two  inches.  Radiation  rapidly  reduces  the  .temperature 
below  the  freezing  point,  and  ice  is  formed  in  thin  crusts,  which 
are  removed  as  they  are  produced,  and  stowed  away  in  suitable 
ice-houses  until  night,  when  the  ice  is  conveyed  in  boats  to  Cal- 
cutta. Winter  is  the  ice-making  season — viz.,  from  the  end  of 
November  to  the  middle  of  February.* 

The  fundamental  fact  of  cooling  by  radiation  of  the  bodies  on 
which  dew  is  being  formed,  is  easily  verified.  If  a  thermometer 
be  laid  upon  a  grassi-plat,  on  a  clear  night,  it  will  be  found  to 
indicate  a  temperature  several  degrees  below  that  shown  by  a 
second  thermometer,  suspended  a  metre  or  more  from  the  surface. 

(i6o)  Law  of  Cooling  by  Radiation. — The  rapidity  of  the 
cooling  of  any  body  by  radiation  depends  upon  the  excess  of  its 
temperatare  over  that  of  the  external  air.  The  hotter  the  body, 
the  more  rapidly  does  it  cool ;  and  as  it  approaches  the  tempera- 
ture of  the  air,  the  more  slowly  does  it  lose  its  excess  of  heat. 

Newton  assumed  that  the  quantity  of  heat  lost  by  a  hot  body, 
for  equal  intervals  of  time,  was  proportioned  to  the  excess  of  its 
temperature  above  that  of  the  surrounding  air ;  so  that  if  a  body 
heated  to  coo®  in  an  atmosphere  at  o°,  lose  io°  in  one  minute, 
the  same  body  heated  to  50®  would  lose  5°  per  minute,  the  air 
being  also  at  0°.  Later  experiments,  however,  have  shown  that 
this  assumption  is  not  exact,  even  for  low  temperatures,  and  that 
it  becomes  very  inaccurate  at  high  ones. 

An  admirable  series  of  researches  upon  the  rate  of  cooling  by 


*  A  curious  formation  of  ice  at  the  bottom  of  some  rapid,  clear,  and  rocky 
streams  is  occasionally  seen  under  the  inflaence  of  radiation,  during  the  preva- 
lence of  bright  frosty  weather.  Ice  thus  formed  is  termed  ground-ice.  The 
water  cools  down  to  39***2  F.  (4**  C.)  as  usual,  but  below  this  point  the  colder 
water  no  longer  forms  a  protecting  layer,  as  in  still  sheets  or  gently  moving 
streams ;  the  agitation  produced  by  the  passage  of  the  water  through  its  pre- 
cipitous and  irregular  channel  makes  the  temperature  uniform  throughout,  till 
it  arrives  at  the  freezing  point.  Radiation,  meantime,  proceeds  through  the 
water  from  the  weeds  and  rocky  fragments  in  the  bed  of  the  stream;  these 
become  now  the  coldest  points ;  angularities  and  points  indeed,  under  all  circum- 
stances, favour  the  deposition  of  crystals,  and  to  these  irregular  surfaces  the  ice 
attaches  itself  in  silvery,  cauliflower-shaped,  spongy  masses,  sometimes  accumu- 
lating in  quantity  sufficient  to  dam  up  the  stream,  and  cause  it  to  overflow ;  at 
others,  as  the  ice  increases  in  bulk  and  buoyancy,  it  rises  in  large  flakes,  raising 
to  the  surface  portions  of  rock,  and  even  iron  itself. 
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radiation  was  made  by  Dulong  and  Petit  {Jnn,  de  Chimie,  II.  vii. 
337).  They  employed  a  hollow  sphere  of  thin  brass^  blackened  in 
the  interior,  and  furnished  with  arrangements  for  exhausting  it 
of  air.  For  the  heated  body  they  used  a  thermometer  with  a 
large  bulb,  heated  to  a  determinate  degree,  and  supported  in  the 
centre  of  the  hollow  sphere.  They  then  placed  the  apparatus  in 
water  which  was  maintained  at  a  constant  temperature,  and  they 
observed  that  the  rate  of  cooling  differed  with  the  nature  of  the 
gaseous  medium  contained  in  the  globe.  If  the  temperature  of 
the  sphere  continued  constant  whilst  the  experiments  were  made 
in  vacuo  upon  the  heated  body  at  temperatures  ascending  according 
to  the  terms  of  an  arithmetic  progression,  the  rapidity  of  cooling 
increased  according  to  the  terms  of  a  geometric  progression,  dimi- 
nished by  a  constant  quantity;  this  constant  quantity  being  the 
heat  radiated  back  upon  the  cooling  body,  from  the  inner  surface 
of  the  sphere.  If  the  temperature  of  the  sphere  and  that  of  the 
heated  body  were  both  raised  according  to  the  terms  of  an  arith- 
metic progression,  so  that  the  difference  between  the  two  was  always 
constant,  it  was  found  that  the  rate  of  cooling  increased  as  the  tem- 
perature rose,  according  to  the  terms  of  a  geometric  progression* 

(161)  Relative  Absorbability  of  Different  Kinds  of  Heat, — The 
transmission  of  radiant  heat  takes  place  more  freely  in  vacuo  thau 
in  air.  The  absorption  of  heat  is,  moreover,  influenced  by  aix 
important  cause,  to  which  no  allusion  has  yet  been  made,  and 
which  was  first  placed  in  its  true  light  by  the  experiments  of 
Melloni.     It  may  be  illustrated  in  the  following  manner : — 

If  a  number  of  sources  of  heat  be  employed,  each  different  i^ 
kind  and  in  intensity, — such  as  the  naked  flame  of  an  oil  lamp,  a 
platinum  wire  heated  to  redness  in  the  flame  of  a  spirit  lamp,  a 
sheet  of  copper  heated  to  about  400°  C.  in  a  current  of  heated 
air  which  is  rising  from  a  lamp  placed  beneath  it,  and  a  copper 
canister  filled  with  boiling  water, — the  face  of  2^  thermoscopc^ 
covered  with  lamp-black  may  be  placed  at  such  a  distance  from  each 
of  these  sources  of  heat  that  the  liquid  shall  stand  in  each  case  at 
the  same  point ;  that  is,  the  temperature  to  which  the  thermoseope 
is  exposed  shall  be  equal  in  each  case.  Now,  if  these  distances  be 
noted,  and  if  the  face  of  the  thermoseope  be  covered  with  a  variety 
of  other  substances  in  succession,  instead  of  with  lamp-black,  the 
thermoseope  when  exposed  to  each  of  th6  different  sources  of  heat 
in  succession,  will  appear  to  receive  different  proportions  of  heat, 
although  placed  at  the  distances  at  which,  when  it  was  coated  with 
lamp-black,  the  heat  appeared  to  be  equal.  Thus,  suppose  that  the 
heat  absorbed,  when  the  lamp-black  was  used,  in  each  case  were 
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equal  to  loo :  if  the  thermoseope  were  coated  with  white-lead,  it 
was  found  that,  at  the  same  distance  &om  the  naked  flame  as 
before,  it  indicated  a  heat  of  only  53 ;  opposite  to  the  red-hot 
platinum  the  heat  was  56,  instead  of  100  as  with  the  lamp-black : 
with  the  copper  at  400°  C,  a  heat  of  89  instead  of  100  was  indi- 
cated ;  while  opposite  the  canister  of  boiling  water  the  thermoscope 
showed  a  heat  of  100,  corresponding  exactly  with  the  eflfect  upon 
it  when  lamp-black  was  used. 

The  following  table  eriiibits  some  of  the  results  which  Melloni 
obtained  by  operating  in  this  way : — 

Relative  Absorbability  of  Different  Kinds  of  Heat, 


Absorbing  Sorfaoe. 

Naked 
Flame. 

Incandes- 

oent 
Platinum. 

Copper  at 
7S3°  P. 
(400°  C.) 

Copper  at 
aia°  P. 
(100°  C.) 

Lamp-black     ...     

White  Lead     

Isinglass 

Indian  Ink      

Shell  Lac 

Polished  Metal       

ICX> 
53 

96 

43 
M 

100 

56 

64 
95 

47 

135 

100 

84 

87 
70 

13 

100 

100 

91 

85 

72 

13 

Lamp-black  appears  to  absorb  all  the  rays  that  fall  upon  it, 
from  whatever  source  they  may  have  originated ;  and  the  amount 
absorbed  by  metallic  surfaces,  although  smaller,  is  nearly  uniform, 
whatever  be  the  source.  It  has  also  been  observed,  that  the  less 
intense  the  source  of  heat,  the  greater  usually  is  the  proportion 
absorbed. 

Franklin,  nearly  a  century  ago,  made  the  observation  that  solar 
heat  is  absorbed  with  greater  or  less  facility  according  to  the  colour 
of  the  object  upon  which  the  rays  fall,  but  that  little^  or  no  such 
diflference  exists  with  the  heat  of  a  lamp  or  of  a  candle.  He  took 
pieces  of  cloth,  similar  in  texture  and  size,  but  different  in  colour, 
and  placed  them  in  the  sunlight,  upon  newly-faUen  snow,  and  he 
found  that  the  snow  melted  under  the  pieces  of  cloth  with  greater 
rapidity  the  darker  the  tint — the  absorption  being  greatest  with 
the  piece  of  black  cloth,  then  followed  the  blue,  then  the  green, 
purple,  red,  yellow,  and  white  pieces,  in  the  order  enumerated. 
These  effects  are  due,  as  Tyndall  has  shown,  not  to  the  colour  of 
the  object,  but  to  the  nature  of  the  material  used  as  the  colour- 
ing agent. 

(162)  Transmission  of  Heat  through  Screens.-^The  cause  of 
these  remarkable  differences  will  be  best  understood  by  a  conside- 
ration of  the  phenomena  attending  the  transmission  of  heat,  through 
bodies  which  allow  it  to  pass  unobstructed,  as  glass  allows  light  to 
pass.  Melloni  terms  those  bodies  which  thus  transmit  heat  diather- 
manous,  or  diathermic  (from  Sea,  through,  and  O^pfioq,  hot)— those 
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which  do  not  allow  this  transmission  of  heat  being  termed  atJher- 
fnanous  or  adiathermic. 

Bodies  that  are  transparent  to  light  are  by  no  means  equally 
so  to  radiant  heat.  This  arises  from  two  causes,  which  require  to 
be  carefully  distinguished  from  each  other,  and  which  may  be  sepa- 
rately illustrated  by  a  parallel  action  on  the  rays  of  light.  A  glass 
containing  pure  water  absorbs  very  little  light,  and  transmits 
almost  all  that  it  does  not  reflect :  if  the  attempt  be  made  to 
measure  its  transparency  by  ascertaining  the  distance  at  which  a 
page  printed  in  small  type  is  legible  when  the  vessel  of  water  is 
interposed,  and  afterwards,  when  it  is  removed,  the  diflerence  in 
the  two  cases  is  hardly  appreciable.  If  a  few  drops  of  a  mixture 
of  Indian  ink  and  water  be  added>  the  transparency  will  be  di- 
minished, and  the  characters  will  be  legible  at  a  smaller  distance ; 
a  further  addition  of  ink  will  diminish  the  transparency  more  and 
more,  until  the  letters  can  be  no  longer  discerned.  The  light 
that  is  transmitted,  however,  although  diminished  in  quantity, 
possesses  the  same  character  as  the  incident  light ;  and  a  prismatic 
analysis  shows  that  both  consist  of  the  same  colours  in  the  same 
proportion :  if  in  this  experiment  indigo  be  substituted  for  Indian 
ink,  the  legibility  of  the  page  is  diminished  to  an  extent  nearly 
equal;  but  the  prism  shows  that  certain  of  the  rays  have  been 
absorbed  more  completely  than  others.  Similar  effects  are  pro- 
duced with  the  rays  of  heat.  There  are,  however,  a  number  of 
substances  which  are  almost  perfectly  transparent  to  light — ^viz., 
among  solids,  glass,  diamond,  Iceland  spar,  ice,  and  a  great  number 
of  crystals ;  amongst  liquids,  water,  spirit  of  wine,  ether,  oil  of 
turpentine,  and  a  multitude  of  other  bodies ;  and  among  aeriform 
bodies,  atmospheric  air,  and  the  greater  number  of  gases.  For 
heat,  on  the  contrary,  there  is  only  one  known  solid  that  ap- 
proaches perfect  diathermacy,  and  that  is  rock  salt ;  many  colour- 
less gases  possess  the  property  also  in  a  still  higher  degree ;  but 
no  liquid  has  yet  been  discovered  which  is  free  from  absorptive 
action  on  the  thermic  rays. 

The  more  important  parts  of  the  apparatus  employed  by  Melloni  in  these 
researches  are  represented  in  fig.  132.  One  of  his  four  principal  sources  of  heat — 
viz.,  naked  flame,  ignited  platinum,  blackened  copper  heated  to  400°  C,  or  copper 
heated  to  100**,  was  placed  as  at  m,  on  a  moveable  support,  behind  the  perforated 
screen,  » ;  the  rays  being  concentrated,  when  necessary,  by  the  concave  mirror, 
K :  they  were  received  at  a  suitable  distance  from  this  upon  the  thermoscope  or 
thermo-multiplier,  T.*  If  a  double  screen,  s,  of  polished  copper  were  interposed 
between  the  source  of  heat  and  the  thermoscope,  the  rays  of  heat  were  entirely 

*  In  these  inq^uiries  a  peculiar  and  very  delicate  thermometric  apparatus, 
termed  a  thermO'inuUijpUer  (317),  was  generally  employed. 

TJ  2 
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intercepted.     Having  placed  the  thermoscope  at  such  a  distance  as  always  to 
indicate,  when  the  copper  screens  were  removed,  a  constant  given  elevation  of 

Pig.  132. 


temperature,  a  plate  of  some  sui38tance,  the  diatheimacy  of  which  was  to  be 
ascertained,  was  then  introduced  at  F ;  and  on  observing  the  difference  of  tem- 
perature, as  marked  by  the  instrument,  the  proportion  of  heat  which  the  plate 
transmitted  was  at  once  ascertained. 

In  this  manner  Melloni  found  that  plates  of  rock  salt  of  great 
transparency,  varying  in  thickness  from  0*2™™*  to  4  or  5  centi- 
metres in  thickness,  transmitted  92  out  of  every  100  rays  incident 
upon  them,  whatever  were  the  source  of  heat  employed ;  the  loss 
of  8  per  cent,  being  mainly  due  to  a  uniform  quantity  which  is 
reflected  at  the  two  surfaces  of  the  plate ;  rock  salt,  therefore,  is 
to  heat  what  pure  colourless  glass  is  to  light.  The  following  ex- 
periment shows  the  independence  ol  diathermacy  and  trans- 
parency : — If  a  cast-iron  ball  heated  to  about  200°  C.  be  placed 
midway  between  the  blackened  bulbs  of  a  thermoscope,  each  bulb 
will  receive  an  equal  amount  of  heat,  and  the  liquid  will  remain 
stationary ;  but  if  a  plate  of  rock  salt  be  interposed  between  the 
iron  and  one  of  the  bulbs,  and  a  plate  of  glass  of  equal  thickness 
be  placed  between  the  hot  ball  and  the  other  bulb,  it  will  be  found 
that  although  both  plates  are  almost  equally  transparent  to  light, 
yet  the  bulb  next  the  rock  salt  will  rise  in  temperature  much  more 
rapidly  than  the  one  next  the  glass.  In  liquids,  the  independence 
of  transparency  and  diathermacy  is  still  more  striking.  For 
example,  out  of  100  rays  that  fell  from  an  argand  lamp,  on  each 
of  four  liquids  equally  transparent — viz.,  water,  sulphuric  acid, 
ether,  and  oil  of  turpentine,  water  transmitted  only  11,  sulphuric 
acid  17,  ether  21,  and  oil  of  turpentine  31 ;  while  chloride  of 
sulphur,  which  is  of  a  reddish  colour,  allowed  6^  of  the  incident 
rays  to  pass. 

The  following  table  includes  some  of  the  results  obtained  by 
Melloni,  for  several  solid  bodies :  in  these  experiments  plates  of 
equal  thickness  were  used  in  each  case. 
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Each  plate  waa  o'a  mm.  or  o*ioa 
inch  thick. 

leaked 
Flame. 

Ignited 
Platinom. 

(400°  C.) 

Copper 
aia°  P. 
(too°C.) 

Rock  salt  (limpid)      

92-3 

9^'3 

93-3 

923 

Sicilian  sulphur  (yellow)    .. 

74 

77 

60 

54 

Fluor  spar  (limpid)     

7» 

69 

43 

n 

Rock  salt  (cloudy)      

% 

65 

<55 

Beryl  (greenish  yellow)     .. 

3« 

H 

20 

Iceland  spar  (limpid) 

39 

38 

6 

0 

Plate  glass 

39 

24 

6 

0 

Quartz  (limpid) 

Quartz  (smoky) 

28 

6 

3 

37 

28 

6 

3 

White  topaz        

33 

24 

4 

0 

Baric  sulphate     

24 

18 

3 

0 

Tourmaline  (dark  green)    .. 

18 

16 

3 

0 

Citric  acid 

II 

2 

0 

0 

Alum 

I 

2 

0 

0 

Sugar  candy  (limpid) 

I 

0 

0 

Ice       

6 

0-5 

0 

0 

Diathermaq/  of  Liquids  contained  in  Glass — stratum  of  liquid  gi, 

millimetres.     The  source  of  heat  in  each  case  was  an 

argand  oil  lamp. 

Carbonic  disulphide  (colourless)  63 

Chloride  of  sulphur  (red  brown)  63 

Phosphorous  trichloride    62 

Essence  of  turpentine        31 

Colza  oil  (yellow)       30 

Oii^e  oil  (greenish)    30 

TyndaU  {Phil,  Trans.  1864,  %q,^)  enclosed  a  certain  number 
of  liquids  in  a  cell  with  sides  formed  of  rock  salt,  and  subjected 
them  to  the  radiation  of  a  glowing  platinum  wire.  K  the  amount 
of  heat  rays  which  fell  upon  the  surface  of  the  pile  when  the 
empty  cell  was  interposed  be  called  100,  the  proportion  of  heat 
transmitted  by  the  undermentioned  liquids  was  the  following : — 


Ether 

..     21 

Sulphuric  acid  (colourless) 

..     17 

Do.            (brown)     ...     . 

..     17 

Nitric  acid 

..     15 

Alcohol       

..     15 

Distilled  water 

..     II 

Carbonic  Disulphide 

Do.  do.       saturated  with  sulphur 

Do.  do.       saturated  with  iodine... 

Bromine      

Chloroform 

Methyl  Iodide     ... 

Benzol 

Ethyl  Iodide       ... 

Amylene     

Ether 

Ethyl  Acetate     ... 
Ethyl  Pormiate  ... 

Alcohol        

Water  saturated  with  rock  salt... 


CS, 


CHCI. 
CH,1 

C6H6 

C,H,I 

C5H10 

(C,H,),0 

CHj.CjlfaO, 

CjHg.CHOa 

C,HeO 


82 
8t 
77 

60 
57 
50 
41 
34 
33 
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(163)  Diathermacy  of  Gases  and  Vapours. — ^The  experiments 
of  Knoblauch  have  shown  that  even  metallic  bodies  in  very  thin 
films  are  diathermic^  presenting  in  this  respect  an  analogy  with 
their  limited  transparency  to  light  in  films  of  similar  tenuity. 
Gold  and  silver  transmit  certain  of  the  rays  of  heat  more  freely 
than  others^  whilst  platinum  appears  to  transmit  all  the  rays  with 
nearly  equal  facility.  On  the  other  hand,  Tyndall  has  found  that 
the  gases  exert  different  degrees  of  absorptive  action  on  the  rays 
of  heat,  and  even  when  colourless  that  this  effect  is  strongly 
marked.  Coal  gas,  for  example,  exerts  a  much  stronger  absorptive 
effect  than  atmospheric  air,  and  the  vapour  of  ether  considerably 
more  than  that  of  the  carbonic  disulphide.  Rays  of  certain 
degrees  of  refrangibility  also  are  more  powerfully  absorbed  by  the 
colourless  gases  than  others.  For  example,  coal  gas  arrests  the 
heat-rays  from  a  source  below  a  visible  red  heat,  much  more 
perfectly  than  it  absorbs  the  rays  of  the  lime  light  after  they 
have  traversed  a  thin  layer  of  water.* 

The  following  table  is  given  by  Tyndall  as  representing  the 
relative  absorptive  power  for  heat  emanating  from  a  source  at 
212°,  of  various  gases  at  the  normal  pressure  of  30  inches  of 
mercury,  when  a  column  of  the  gas,  4  feet  in  length,  was  sub- 
jected to  experiment : — 


*  In  conducting  these  experiments,  an  arrangement  of  apparatus  was 
ultimately  adopted  hy  Tyndall,  the  principle  of  which  will  he  understood  from 
the  following  description : — The  gases  which  were  to  he  suhmitted  .to  experiment 
were  placed  in  a  hrass  tuhe  four  feet  long,  and  polished  in  the  interior ;  hut  for 
particular  gases  a  glass  tuhe  was  suhstituted.  In  either  case  it  was  closed  idr- 
tight  at  each  end  hy  a  polished  plate  of  rock-salt,  and  was  connected  with  an 
air-pump,  so  that  at  pleasure  it  might  he  used  when  exhausted  of  air,  or  when 
filled  with  different  gases  in  succession.  The  source  of  heat  employed  in  most 
cases  was  a  cuhe  of  copper  filled  with  water,  which  was  kept  boiling.  The  face 
of  the  cuhe  was  turned  towards  the  tuhe  for  experiment,  and  was  coated  with 
lamp-black.  At  the  other  end  of  the  hrass  tube,  a  thermo-electric  pile  (317) 
was  placed ;  one  face  of  the  pile  was  directed  towards  the  tuhe  which  contained 
the  gas  under  trial,  whilst  the  other  end  was  directed  towards  a  second  cube 
also  containing  boiling  water.  The  thermo-electric  pile  was  connected  with  a 
very  sensitive  galvanometer.  The  experiment  was  commenced  by  exhausting 
the  long  tube  of  Air,  and  then  adjusting  the  distance  of  the  second  cube  of 
boiling  water,  interposing  or  withdrawing  a  screen  until  the  amount  of  heat 
wliich  fell  upon  the  two  surfaces  of  the  thermo-electric  pile  was  exactly  equal, 
which  was  indicated  by  the  needle  of  the  galvanometer  standing  precisely  at 
zero.  The  gas  for  examination,  after  carefully  drying  it,  was  then  admitted 
into  the  tube ;  under  these  circumstances,  if  the  gas  thus  admitted  were  capable 
of  absorbing  even  an  exceedingly  small  portion  of  radiant  heat,  the  equilibrium 
of  the  galvanometer  was  destroyed,  and  the  needle  was  deflected  to  an  extent 
varying  with  the  amount  of  heat  arrested  during  its  passage  through  the  gas. 
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Air     

Oxygen      

Kitrogen    

Hydrogen 

Chlorine     

Hydrochloric  acid 
Carhonic  oxide  ... 


I 

I 
I 

i 

90 


Carbonic  anhydride... 

Nitrous  oxide 

Salphuretted  hydrogen 

Marsh  gas       

Sulphurous  anhydride 

Olefiant  gas      

Ammonia 


90 

390 
403 
710 
970 
i«>5 


TKe  absorptive  power  of  many  vapours  for  rays  of  obscure  heat 
is  still  more  remarkable ;  as  will  be  seen  by  the  following  table^ 
which  shows  a  few  of  TyndalFs  results  at  low  tensions^  compared 
with  that  of  air  at  the  normal  pressure^  taken  as  i. 

The  absorbent  action  of  the  perfumes  of  many  flowers  for 
these  obscure  rays  was  also  shown  to  be  singularly  high.  A  few 
drops  of  an  essential  oil  placed  in  a  tube^  and  exposed  to  a  current 
of  dry  air,  gave  a  scented  atmosphere  of  which  the  absorptive 
power  varied  greatly ;  that  of  patchouli  being  30,  that  of  lavender 
60,  that  of  cassia  109,  while  that  of  aniseed  was  as  high  as  37:2 ;  so 
that  the  perfume  proceeding  from  a  flower-bed  absorbs  a  large  pro- 
portion of  the  radiant  heat  of  low  refrangibility  re-radiated  from  it. 


Sabetance  vapomed. 

Tension  of  Vapour. 

»•$  mm. 

12'txam. 

a<mm. 

(o'l  inch.) 

(o-s  inch.) 

(ro  inch.) 

Bromine        

I 

6 

Carbonic  disulphide      

15 

47 

62 

Methyl  iodide       

II 

147 

242 

Benzol 

182 

267 
236 

Chloroform    

85 

182 

Wood  spirit 

109 

390 

590 

Ethyl  iodide 

'§^ 

290 

390 

Amylene        ... 

182 

535 

823 

Ether     

300 

710 

870 

Alcohol 

335 

622 

Formic  ether ...     ».. 

480 

870 
980 

1075 

Acetic  ether 

590 

"95 

Propionic  ether     

59<5 
020 

970 

Boracic  ether*      

* 

The  experiments  of  TyndaU  seemed  to  have  completely  es- 
tablished the  fact  that  aqueous  vapour  has  a  powerful  absorbent 
action  upon  heat  of  low  refrangibility,  but  Magnus  has  since 
arrived  at  a  different  conclusion.  {Pogg,  Annal.  cxxx.)  The  cause 
of  this  difference  has  not  as  yet  been  explained  by  Tyndall. 


*  The  results  ohtained  by  Tyndall  on  diluting  boracic  ether  with  air  are  so 
singular  and  anomalous  that  there  is  reason  to  suspect  some  undiscovered  source 
of  error,  boracic  ether  being  a  substance  liable  to  decomposition  even  by  a  trace 
of  moi^ure. 
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It  must  not  be  forgotten  that  hitherto  Tyndall^s  experiments 
upon  the  various  gases  and  vapours  have  been  confined  for  the 
most  part  to  radiant  heat  of  low  refrangibility.  No  doubt  other 
and  very  diflPerent  results  will  be  furnished  when  heat  of  high  re- 
frangibility is  made  the  subject  of  inquiry. 

The  radiation  of  heat  by  gases  has  also  been  clearly  established 
by  the  experiments  of  Tyndall,  and  conformably  with  what  we 
know  of  radiation  and  absorption  in  solids,  he  has  proved  that 
amongst  gases  the  most  powerful  absorbents  are  likewise  the  best 
radiators.  i 

(164)  Influence  of  Stimcture  on  Diathermacy. — It  by  no  means 
necessarily  follows  that  a  body  which  is  transparent  to  light  is 
also  able  to  allow  the  passage  of  heat,  and  vice  versd ;  crystallized 
cupric  sulphate,  which  permits  the  passage  of  blue  light  abun- 
dantly, arrests  the  rays  of  heat  entirely.  Again,  the  opaque  black 
glass,  used  for  the  construction  of  polarizing  mirrors,  transmits  a 
considerable  portion  of  the  thermic  rays.  Smoked  rock  salt  and 
black  mica  also  exhibit  the  same  power. 

Mechanical  arrangement  appears  to  have  even  more  influence 
upon  diathermacy  than  chemical  composition.  Common  table 
salt  is  perfectly  adiathermic.  A  solution  of  rock  salt  is  scarcely 
superior  to  pure  water  in  diathermacy,  and  a  solution  of  alum  is 
equally  diathermic  with  a  solution  of  rock  salt.  This  is  perfectly 
consistent  with  the  effect  which  alteration  of  structure  produces 
on  the  action  of  bodies  on  light.  Common  loaf-sugar  is  opaque 
and  of  dazzling  whiteness,  but  pure  sugar-candy  (the  same  body 
only  in  larger  crystals)  is  colourless  and  transparent :  the  most 
transparent  glass,  by  pulverization,  may  be  reduced  to  a  white 
opaque  powder. 

As  already  mentioned,  pure  colourless  rock  salt  is  the  only 
solid  substance  the  diathermacy  of  which  approaches  perfection ; 
and,  according  to  the  researches  of  Knoblauch,  which  have  been 
confirmed  by  those  of  Stewart  and  others,  even  rock  salt  absorbs 
certain  of  the  rays  of  heat,  somewhat  more  freely  than  others ;  the 
rays  thus  absorbed  are  those  of  greatest  wave  length,  or  lowest 
refrangibility.  All  other  bodies  upon  which  Melloni  made  experi- 
ments, transmit  a  quantity  of  heat  which  varies  greatly  with  the 
nature  of  the  source,  from  a  second  cause,  which  has  been  termed 
tJiermochrosis,  or  calorific  tint,  which  is  analogous  to  a  difference 
in  colour  for  objects  transparent  to  light ;  to  this  cause  must  be 
attributed  the  remarkable  differences  in  the  amount  of  absorption 
(161),  according  to  the  source  from  which  the  heat  emanates. 
Before  quitting  this  subject,  it  may  be  observed  that  B.  Stewart 
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(Proceed.  Roy.  Soc.  x.  389)  has  shown  that  highly  diathermic  bodies 
are  bad  radiators^  while  adiafhermic  bodies  are  good  radiators. 
He  has  proved  that  the  radiation  &om  a  plate  of  rock  salt  goes  on 
from  a  considerable  depth  below  the  surface :  but  the  kind  of 
lieat  which  rock  salt  emits  is  the  same  which  it  absorbs^  a  thick 
plate  of  cold  rock  salt  haying  been  found  to  arrest  at  least  three- 
fourths  of  the  heat  radiated  from  a  thin  plate  of  heated  rock  salt. 
(165)  Refraction. — Radiant  heat,  like  light,  is  susceptible*  of 
refraction  :.  a  large  convex  lens,  placed  in  the  sun^s  rays,  not  only 
gives  a  focus  of  intense  light,  but,  as  is  well  known,  constitutes  a 
powerful  burning-glass.  Inflammable  objects  are  easily  ignited  by 
this  means,  and  the  focus  of  heat  is  found  to  correspond  nearly 
with  that  of  the  greatest  light.  Further,  if  a  solar  beam  be  sub- 
jected to  the  action  of  a  prism  of  transparent  rock  salt,  and  the 
coloured  spectrum  so  obtained  be  examined  by  means  of  a  small 
but  sensitive  thermometer,  it  is  found  that  the  rays  of  heat,  like 
those  of  light,  possess  unequal  degrees  of  refrangibility ;  hence,  the 
rays  of  heat  are  not  all  accumulated  in  one  spot,  but  are  distri- 
buted over  the  entire  spectrum.  There  are,  in  fact,  difiFerences  in 
the  rays  of  heat  corresponding  to  those  of  colour  in  the  rays  of 
light.  The  greater  portion  of  the  rays  of  solar  heat  are  even  less 
refrangible  than  the  red  rays,  for  the  maximum  of  temperature 
in  the  solar  spectrum  is  found  at  a  distance  below  the  extreme 
red  rays  as  great  as  the  brightest  yellow  is  above  them.  The 
width  of  the  wave  of  these  heat  rays  is  consequently  conside- 
rably greater  than  that  of  the  red  rays,  and  the  frequency  of 
undulation  is  proportionately  less  than  that  of  the  least  refran- 
gible luminous  rays.  As  by  the  employment  of  different  sources 
of  light,  spectra  are  obtaiaed  in  which  the  intensity  of  the  light 
varies  in  difierent  parts,  according  to  the  prevailing  colour  of  the 
luminous  rays, — the  yellow  light  of  common  salt  giving  a  spec- 
trum most  intense  in  the  yellow  rays,  and  the  red  light  of  strontic 
nitrate  giving  a  spectrum  in  which  the  red  rays  possess  the  great- 
est intensity  ; — so,  in  like  manner,  by  varying  the  source  of  heat 
which  is  employed,  the  position  of  maximum  temperature  in  the 
refracted  beam  is  found  to  vary :  the  less  intense  the  source  of 
heat,  the  smaUer  is  the  refrangibility  of  the  heat  radiated.  The 
flame  of  a  naked  lamp,  for  example,  emits  rays  of  heat  of  all 
degrees  of  refrangibility,  its  maximum  of  intensity  being  about 
the  middle  of  the  spectrum  ;  from  the  ignited  platinum,  the  maxi- 
mum of  heat  falls  nearer  to  the  red ;  from  copper  at  400°  C. 
nearer  still ;  and  the  heat  radiated  from  a  surface  at  100°  C. 
contains  scarcely  any  of  the  more  refrangible  rays.     Now  it  is 
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obvious^  that  a  mixed  pencil  of  heat^  if  it  falls  upon  a  diathenaic 
medium  which  absorbs  certain  of  the  rays  of  heat  and  not  others, 
will  be  altered  in  a  manner  similar  to  that  in  which  a  ray  of  hglit 
is  aflfected  in  traversing  a  coloured  glass. 

With  a  knowledge  of  these  facts^  there  is  no  diflBculty  in 
understanding  how  it  is  that  the  sun^s  rays  can  traverse  a  plate  of 
glass  and  experience  but  little  absorption,  and  can  be  brought  to  a 
point  by  a  convex  lens,  or  by  a  glass  concave  mirror,  either  of  which 
remains  cool,  while  intense  heat  is  developed  at  its  focus ;  whereas, 
if  the  same  lens  or  concave  mirror  be  held  opposite  to  a  common 
fire,  a  bright  spot  of  light  will  be  obtained  at  the  focus,  but  little 
or  no  heat ;  whilst  the  glass  of  which  the  lens  or  mirror  is  com- 
posed will  become  strongly  heated.  The  rays  which  glass  transmits 
most  readily  are  those  which  abound  in  solar  light,  but  these  are 
precisely  the  rays  which  are  least  abundant  in  incandescent  bodies. 
Advantage  has  long  been  taken  of  this  fact  by  those  who  have  occa- 
sion to  inspect  the  progress  of  operations  carried  on  in  furnaces ; 
they  are  able  by  the  use  of  a  glass  screen  to  protect  the  face  from 
the  scorching  rays  which  the  glass  absorbs,  although  it  oflPers  no 
impediment  to  the  transmission  of  Ught. 

This  absorption  of  radiant  heat  by  glass  is  easily  demonstrated  by  placing  a 
canister  of  hot  water  in  the  focus  of  one  of  the  conjugate  mirrors  (tig.  131),  and 
a  thermoscope  in  the  focus  of  the  other :  the  air  in  the  acting  ball  of  this  instru- 
ment ceases  to  expand  the  instant  that  a  glass  screen  is  interposed  anywhere 
between  the  two  mirrors,  in  which  case  the  glass  absorbs  the  rajs,  and  becomes 
heated  itself. 

The  foregoing  observations  show  that  in  the  analysis  of  radiant 
heat,  prisms  and  lenses  of  glass  should  not  be  used,  since  they 
lead  to  results  as  incorrect  as  those  which  would  be  furnished  by 
studying  the  phenomena  of  light  by  means  of  coloured  prisms  and 
lenses.  Rock  salt  furnishes  the  only  known  material  of  which 
such  apparatus  can  properly  be  constructed,  and  by  its  means, 
rays  proceeding  even  from  the  human  body  may  readily  be  con- 
centrated and  made  to  act  upon  a  thermoscope. 

(166)  Separation  of  Radiant  Heat  from  Light, — A  considera* 
tion  of  the  preceding  facts  led  Melloni  to  expect  that  by  a  com- 
bination of  screens  which  allow  light  of  a  given  colour  to  pass, 
radiant  heat  may  be  arrested;  and  in  fact  he  thus  eflPected  an 
^parent  separation  of  light  from  heat.  By  transmitting  the 
solar  rays,  first  through  a  glass  vessel  fiUed  with  water,  which 
arrests  the  less  refrangible  rays,  and  then  through  a  plate  of  a 
peculiar  green  glass  tinged  by  means  of  oxide  of  copper,  which 
stops  the  more  refrangible  rays,  a  greenish  beam  was  obtained, 
which  was  concentrated  by  lenses,  and  frumished  a  greenish  light 
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of  great  intensity,  but  yet  produced  no  perceptible  heating  action 

"^wrlien  it  was  allowed  to  fall  upon  the  face  of  a  sensitive  thenno- 

scojie.     A  similar  separation  of  light  and  heat  seems  to  be  effected 

ixL  nature,  in  the  light  reflected  by  the  moon.     Melloni  concen- 

tira.ted  the  rays  of  the  moon  by  means  of  an  excellent  lens  of  a 

xnetre  in  diameter,  and  obtained  a  brilliant  focus  of  light  of  i 

centimetre  in  diameter,  the  intensity  of  which  consequently  was 

nearly  10,000  times  greater  than  that  of  the  diflPused  light  of  the 

xooon ;  upon  directing  this  focus  of  light  upon  the  face  of  a  very 

sensitive  thermo-multiplier,  only  an  extremely  feeble  indication 

of  heat  was  obtained.* — (Melloni,   Thermochroae,  Part  I.  note, 

p.  251.) 

In  all  experiments  on  radiated  heat  it  has  been  observed  that 
heat  when  once  absorbed,  whatever  may  have  been  its  original 
source,  acts  in  the  same  manner  in  producing  expansion;  and  when 


*  Notwithstanding  these  results,  Melloni  maintained,  during  the  latter  years  of 
his  life,  the  identity  of  the  agent  that  produces  light  and  heat.  Traces  of  heat,  he 
says,  are  found  in  every  luminous  ray ;  he  supposes  that  the  rays  of  heat  may  he 
invisihle,  just  asthe  chemical  rays  beyondtheviolet  end  of  the  spectrum  are  invisible, 
because  the  structure  of  the  retina  is  not  susceptible  of  undulations  the  frequency  of 
which  exceeds  or  &lls  short  of  a  certain  amount.  No  doubt  there  exists  an  ave- 
rage limit  to  the  power  of  the  retina  to  receive  luminous  impressions  from  solar 
radiations ;  the  boundary  between  light  and  darkness  being  almost  imperceptible. 
In  certain  individuals  the  retina  is  insensible  to  the  extreme  rays  at  the  red  end 
of  the  spectrum,  which  are  plainly  discerned  by  others.  A  parallel  case  occurs 
in  the  audibility  of  sounds :  in  some  individuals  the  ear  is  unable  to  perceive 
notes  in  which,  as  in  the  chirp  of  a  cricket,  the  vibrations  exceed  a  certain 
number  per  second,  though  such  sounds  are  distinctly  audible  to  the  majority  of 
persons.  Whether  light  can  be  obtained  absolutely  free  from  heat  may  still  be 
doubtful,  but  there  is  no  doubt  of  the  existence  of  radiant  heat  of  great  intensity 
unaccompanied  by  light.  According  to  Tyndall's  observations  upon  his'  own 
eyes,  the  retina  is  quite  insensitive  to  these  obscure  rays  of  heat,  even  when 
concentrated  by  a  lens  and  thrown  directly  into  the  eye,  though  the  focus  of 
heat  was  sufficiently  intense  to  kindle  paper.  It  appears,  therefore,  from  these 
experiments  that  the  intensity  of  the  sensation  of  light  which  is  experienced  is 
by  no  means  a  measure  of  the  intensity  of  the  force  by  which  the  undulations 
which  excite  the  sensation  are  produced,  but  that  it  is  rather  a  measure  of  the 
exquisite  sensitiveness  of  the  retina  to  vibrations  of  certain  degrees  of  frequency, 
and  that  above  and  below  these  points  the  retina  becomes  less  and  less  sensitive, 
until  at  last  a  very  much  greater  intensity  of  the  force  expended  in  producing 
the  undulations  fails  to  produce  any  sensation  of  light.  Indeed,  it  is  now 
assumed  by  those  who  adopt  the  undulatory  theory  of  heat,  that  whenever  light 
is  absorbed,  whatever  be  its  source  or  intensity,  it  is  converted  into  heat.  Rigid 
experimental  proof  upon  this  point  is,  however,  still  wanting,  though  it  is 
rendered  probable,  upon  the  principle  of  the  conservation  of  force,  that  the 
differences  between  the  heating,  the  luminous,  and  the  chemical  rays  are  due  to 
differences  in  the  relative  wave  lengths ;  the  rays  of  greatest  wave  length  being 
the  least  refrangible. 
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radiated  again  it  does  not  retain  the  peculiarities  of  the  source 
from  which  it  originated :  the  refrangibility  of  the  re-radiated  heat 
depends  solely  upon  the  temperature  of  the  surface  which  emits  it 
a  second  time ;  so  that  it  is  immaterial  whether  it  were  originally 
derived  from  the  sun^  from  a  lamp  flame^  from  ignited  platinum^ 
or  from  non-luminous  bodies ;  although  it  is  weU  known  that  the 
refrangibility  decreases  with  the  temperature  of  the  source  from 
which  it  is  derived.  This  alteration  in  the  refrangibility  of  radiant 
heat  corresponds  with  the  discovery  made  by  Stokes  of  a  similar 
.degradation  of  refrangibility  in  light  ( i  lo) .  Heat  of  low  refrangi- 
Jiility  may,  however,  be  converted  into  that  of  higher  refrangibi- 
lity :  for  example,  a  jet  of  mixed  oxygen  and  hydrogen  gases 
fornishes  a  heat  nearly  as  intense  as  any  which  art  can  command^ 
yet  it  does  not  emit  rays  which  have  the  power  of  traversing  glass 
in  any  considerable  quantity,  even  though  a  lens  be  employed  for 
their  concentration.  Upon  introducing  a  cylinder  of  lime  into  the 
jet  of  the  burning  gases,  though  the  amount  of  heat  is  not  thus 
increased,  the  light  becomes  too  bright  for  the  unprotected  eye  to 
endure,  and  the  thermic  rays  acquire  the  property  of  traversing 
glass,  as  is  shown  by  their  action  upon  a  thermometer,  the  bulb 
of  which  is  placed  in  the  focus  of  the  lens. 

This  obseiration  has  recently  been  fully  confirmed  by  Tyndall, 
who,  by  the  employment  of  a  solution  of  iodine  in  carbonic  di- 
sulphide,  contained  iu  a  cell  furnished  with  rock  salt  sides,  has 
succeeded  in  absorbing  the  whole  of  the  luminous  rays,  both  of 
the  sun  and  of  the  electric  light.  The  rays  of  heat  pass  freely 
through  the  liquid,  and  by  using  a  lens  of  rock  salt  he  has  con- 
densed them  to  a  focus  in  which  he  has  thus  kindled  paper  and 
other  inflammable  objects.  By  this  means  he  has  even  succeeded 
in  rendering  a  thin  sheet  of  blackened  platinum  red  hot ;  the  rays 
employed  are  below  the  limit  of  the  visible  spectrum,  and  are  less 
refrangible  than  the  extreme  red  rays.  In  this  manner  the  con- 
version of  heat  of  low  refrangibility  into  that  of  a  refrangibility 
which  is  much  higher  has  been  amply  demonstrated. 

Tyndall  states  that  carbonic  disulphide  saturated  with  iodine 
absorbs  only  about  one-tenth  of  the  heat  rays  in  the  light  emitted 
by  the  voltaic  arc  from  charcoal  points,  though  it  retains  nearly 
one- third  of  the  heat  of  the  solar  spectrum,  which  abounds  in  heat 
rays  of  the  higher  degrees  of  refrangibility. 

{167)  By  the  employment  of  tourmalines,  and  by  transmission 
through  bundles  of  mica  placed  at  suitable  obliquities  to  the  inci- 
dent ray,  it  has  been  further  proved  that  radiant  heat  is  also  sus- 
ceptible of  polarization;  since  the  rays  are  reflected  and  trans- 
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mitted  alternately^  according  as  the  planes  of  reflection  from  the 
mica  bundles  coincide^  or  cut  each  other  at  right  angles :  Knob« 
lauch  [Pogg,  Annal,  Ixxiv.  9)  has  also  obtained  distinct  evidence 
of  the  diffiraction  and  interference  of  the  rays  of  heat.  The 
paTallelism  in  the  mechanical  properties  of  radiant  heat  and  of 
light  is  thus  shown  to  be  complete. 

§    III.      SPECIFIC    HEAT — LATENT    HEAT. 

(168)  Specific  Heat. — It  has  been  already  stated  (131)  that 
the  temperature  of  a  body  aflfbrds  no  indication  of  the  actual 
quantity  of  heat  which  such  a  body  contains.  The  thermometer 
does  not  even  give  the  proportionate  amount  of  heat  which  equal 
bulks  of  the  same  substance  contain^  if  they  be  compared  at  dif- 
ferent temperatures.  It  may,  however,  be  made  to  furnish  an 
estimate  of  the  relative  quantities  of  heat  contained  in  two  diffe- 
rent masses,  either  of  the  same  substance  or  of  different  sub- 
stances. The  mode  in  which  this  is  effected  we  proceed  now  to 
illustrate. 

Equal  bulks  of  different  kinds  of  matter,  at  the  same  tempe-: 
rature,  contain  very  different  quantities  of  heat.  When  equal 
volumes  of  water,  or  of  oil,  or  df  any  liquid,  at  different  tempe- 
ratures, are  mixed  with  due  precautions,  they  yield  a  mass  the 
temperature  of  which  is  exactly  the  mean  of  the  two.  For  in- 
stance, a  litre  of  water  at  40°  C,  added  to  a  litre  of  water  at  JOO°, 
gives  two  litres  of  water  at  70°.  But  if  two  dissimilar  liquids  be 
used,  the  result  is  different.  A  litre  of  water  at  40°  mixed  with 
a  litre  of  mercury  at  100°,  gives  a  mixture  the  temperature  of 
which  is  only  60° ;  but  a  litre  of  mercury  at  40°  mixed  with  a 
litre  of  water  at  100°,  gives  a  mixture  having  a  temperature  of 
80°.  Mercury  is  therefore  often  said  to  have  less  capacity  for 
heat  than  water.  It  requires  a  smaller  amount  of  heat  to  raise 
it  a  given  number  of  degrees  in  temperature  than  is  required  to 
produce  an  equal  elevation  of  temperature  in  the  same  measure 
of  water.  If  equal  weights  of  the  two  bodies  be  employed,  instead 
of  equal  volumes,  the  difference  is  still  more  striking.  A  kilo-» 
gramme  of  mercury  at  20°,  agitated  with  a  kilogramme  of  water 
at  54°^  gives  a  mixture  the  temperature  of  which  is =53°.  The 
water  loses  1°,  while  the  mercury  gains  33°.  The  quantity  of 
heat  which  would  be  required  to  raise  any  substance  1°  C.  in 
temperature,  or  more  correctly,  from  0°  C.  to  1°  C,  compared 
with  the  quantity  of  heat  required  to  raise  an  equal  weight  of 
water  through  the  same  interval,  is  called  its  specific  heat :  there- 
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fore,  taking  the  specific  heat  of  water  as  i,  that  of  mercury  will 
be  0*033 . 

(169)  Modes  of  Measuring  Specific  Heat. — ^Three  modes  of 
determining  the  specific  heat  of  a  body  have  been  employed.  The 
best  is  the  method  of  mixtures  just  described ;  another  method 
consists  iu  determining  the  rate  of  cooling  of  equal  weights  of  the 
different  bodies  under  similar  circumstances ;  and  the  third  con- 
sists in  determining  the  amount  of  ice  which  a  given  weight  of 
each  body  will  melt  when  xjooled  from  a  fixed  temperature,  say 
100°  C*,  to  the  freezing-point.  This  last  method  was  employed 
by  Lavoisier  and  Laplace;  but  though  excellent  in 'principle,  the 
difficulties  in  practice  render  the  results  inaccurate. 

If  the  body  be  in  the  solid  form,  the  process  of  mixture  may 
atill  be  employed  to  ascertain  the  specific  heat,  by  heating  to  the 
same  degree  equal  weights  of  the  different  solids  which  are  to  be 
compared,  then  immersing  each  in  an  equal  bulk  of  water,  and 
observing  the  elevation  of  temperature  produced  in  each  case. 
Experiments  conducted  in  this  manner  show  that  great  differences 
in  specific  heats  exist.  Researches  of  this  nature  are  necessarily 
attended  with  great  difficulty,  owing  to  the  variety  of  sources  of 
error,  and  the  number  of  precautions  required  in  order  to  ensure 
accuracy.  Pull  particulars  upon  these  points  are  given  in  the 
papers  of  Dulong  and  Petit  upon  this  subject  [Arm,  de  Chimie,  II. 
X.  395),  and  of  Regnault  {lb.  II.  Ixxiii.  5,  III.  i.  129 ;  ix.  32 Ji ; 
xxvi.  261 ;  xlvi.  257 ;  and  Ixiii.  5). 

In  the  Phil.  Trans,  for  1865  will  be  found  an  elaborate  dis- 
cussion by  Kopp  of  the  merits  and  defects  of  the  various  methods 
of  determining  specific  heats.  The  following  is  the  method  which 
he  has  himself  devised  for  determining  speedily,  and  with  con- 
siderable approach  to  accuracy,  the  specific  heat  of  any  substance 
either  solid  or  liquid.  If  the  material  for  trial  be  a  liquid,  it  is 
introduced  into  a  thin  glass  tube.  The  tube,  with  its  contents, 
is  heated  by  immersion  in  a  mercury  bath,  which  is  maintained  at  a 
steady  temperature,  not  exceeding  50°  C,  and  then  immediately 
plunged  into  a  small  calorimeter  containing  a  known  weight  of 
cold  water,  and  the  rise  of  temperature  thus  effected  is  accurately 
noted.  If  the  calorific  effect  of  the  tube  without  the  liquid  be 
first  determined,  and  the  amount  so  ascertained  be  deducted  from 
the  rise  of  temperature  occasioned  when  the  experiment  has  been 
repeated  after  the  substance  has  been  introduced  into  the  tube, 
the  specific  heat  of  the  substance  under  trial  is  easily  calculated. 
If  the  material  be  solid,  it  is  reduced  to  small  fragments,  or  it  is 
employed  in  the  form  of  powder^  and  is  placed  in  the  glass  tube 
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ipritli  a  known  amount  of  a  liquid  in  which  it  is  not  soluble, 
"asually  either  water  or  coal  naphtha.  The  specific  heat  of 
Hoe  tube  with  the  naphtha  is  first  ascertained,  and  then  the  ex- 
peiiment  is  repeated  after  the  addition  of  the  solid  under  trial. 

The  second  mode  of  aseertaining  difierences  in  specific  heat  is 
founded  on  the   different   rates  of   cooling  exhibited  by  equal 
masses  of  dissimilar  composition ;  those  which  have  the  greatest 
specific  heat  cooling  most  slowly.     Suppose  the  diflferent  bodies  to 
"be  compared  have  all  been  heated  to  icx)°  C,  placed  in  the  same 
vessel,  and  allowed  to  cool  down  15°,  under  exactly  similar  cir- 
cumstances; "by  noting  the  time  occupied    by  each  in    cooling 
through  this  interval,  and  by  comparing  this  with  the  time  re- 
quired by  an  equal  weight  of  water  to  cool  through  the  same 
thermometric  interval,  a  series  of  numbers  are  obtained  which 
represent    approximatively  the  specific  heats   of  the   bodies  in 
question;  making    the  time  occupied    by  water  in  cooling,  the 
unit  of  comparison,  or  i.     The  disturbing  influence  of  radiation 
and  the  differences  in  conducting  power,  both  of  which  vary  greatly 
in  the  diflerent  bodies  submitted  to  trial,  are,  however,  serious 
objections  to  the  employment  of  this  method  for  solids ;  for  liquids 
it  is  less  liable  to  error. 

The  following  table  gives  a  few  of  the  results  of  Regnault 
upon  specific  heat,  obtained  by  the  process  of  mixture  or  im- 
mersion : — 

Specific  Heats  of  Equal  Weights  between  0°  C  and  100°  C. 


Water     ...     ...     .. 

I'OOOOO 

Oil  of  Turpentine  .. 

Charcoal 

Glass      

Iron        

.    0*42593 

0*24150 

.    0*19768 

.     0*11379 

Zinc        

Copper 

.    009555 
.    0*09515 

Brass      ...     . 

0*09391 

Silver      ...     . 

.     ...     005701 

Tin 

0-05623 

Mercury...     . 

003332 

Platinum 

.     ...    0*03243 

Gold       ...     . 

.     ...     003244 

Lead       ...     . 

.     ...     o'03i40 

(169a)  Causes  of  Alteration  of  Specific  flea/.— Any  circumstance 
*which  alters  the  relative  distances  between  the  particles  of  which  a 
body  is  composed,  at  the  same  time  alters  its  specific  heat.  Mecha- 
nical compression  sufficient  to  produce  a  permanent  alteration  in 
density  is  attended  by  a  corresponding  decrease  in  specific  heat : — 
For  instance,  the  specific  heat  of  a  piece  of  soft,  well-annealed 
copper  was  found  to  be  from  0*09501  to  0*09455 ;  the  same  copper, 
after  hammering,  had  a  specific  heat  of  from  0*0936  to  0*0933 ; 
on  being  again  thoroughly  annealed,  so  as  to  recover  its  former 
density,  its  specific  heat  was  from  0*09493  to  0*09479,  or  almost 
exactly  the  same  as  at  first.     Again,  in  dimorphous  bodies  (86) 
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the  densest  form  has  in  some  cases  been  found  to  possess  the 
lowest  specific  heat ;  diamond^  for  example^  has  a  specific  heat  of 
0*1468  ;  whilst  graphite  has  a  specific  heat  of  o'iioiS,  or  one-third 
higher ;  and  the  specific  heat  of  charcoal  is  still  higher^  or  0*^415. 
Kopp,  however,  considers  that  this  rule  is  not  general ;  the  spe- 
cific heats  of  calc  spar  and  aragonite,  iron  pyrites  and  marcasite, 
rutile  and  brookite  being  scarcely  difierent.  It  has  also  been 
thought  that  to  this  diminution  of  specific  heat  by  compression 
may  be  partially  due  the  heating  of  cold  metallic  bars  observed 
during  the  operation  of  rolling ;  they  become  denser,  and  conse- 
quently have  less  capacity  for  heat.  It  is,  however,  more  pro- 
bable that  this  is  simply  a  case  of  the  conversion  of  sensible 
motion  into  the  molecular  motion  which  produces  heat,  similar 
to  that  which  attends  friction  or  percussion. 

The  sudden  compression  of  aeriform  bodies  is  likewise  attended 
with  the  evolution  of  a  very  large  amount  of  heat,  which  may 
even  rise  high  enough  to  ignite  tinder  and  other  inflammable 
substances.  On  rarefying  air  the  opposite  eflfects  are  observed. 
One  evidence  'of  this  fact  is  afforded  by  the  mist  which  is  formed 
within  a  glass  receiver  while  it  is  undergoing  exhaustion.  On 
first  working  the  pistons  of  the  air-pump,  the  sudden  expansion 
deprives  the  moisture  which  all  air  contains,  of  part  of  the  heat 
necessary  for  its  existence  in  the  gaseous  form,  and  it  condenses  in 
minute  drops,  which  speedily  evaporate  again  as  the  equilibrium  of 
temperature  is  restored.  If  compressed  air  be  allowed  to  expand 
suddenly,  by  escaping  into  the  atmosphere,  a  similar  phenomenon 
is  produced;  a  demand  for  the  heat  which  the  air  had  lost 
in  compression  suddenly  arises,  and  moisture  is  deposited  as 
before. 

It  was  formerly  supposed  that  this  absorption  of  heat  attending 
the  expansion  of  aeriform  bodies  was  due  to  an  alteration  in  their 
specific  heat,  but  the  careful  and  elaborate  experiments  of  Reg- 
nault  have  proved  that  this  is  not  the  case,  and  the  absorption  of 
heat  under  these  circumstances  affords  a  strong  argument  in* 
favour  of  the  mechanical  theory  of  heat.* 


*  It  may  be  worth  while  to  examine  the  conditions  under  which  this 
diminution  of  temperature  takes  place  somewhat  more  fully.  Suppose  two 
equal  volumes  of  air  at  o"  C.  be  exposed  to  the  action  of  a  gradually  increasing 
temperature  until  each  is  raised  to  a  temperature  of  273°  C.  If  one  of  these 
volumes  of  air  he  allowed  to  expand  unchecked,  its  elasticity  will  remain 
unaltered,  hut  its  volume  will  he  doubled ;  whilst  if  the  other  is  confined  within 
fixed  limits,  its  volume  will  he  unaltered,  but  its  elasticity  will  he  doubled. 
The  quantity  of  heat  absorbed  to  produce  the  observed  rise  of  temperature  will. 
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The  absorption  of  heat  by  air  when  it  undergoes  rarefaction^  will 
enable  us  to  understand  the  general  distribution  of  temperature  in 
any  vertical  column  of  the  atmosphere  of  our  globe.  If  the  at- 
mosphere^ without  being  altered  in  weight  or  quantity,  could  be  re- 
duced to  a  stratum  of  uniform  density  throughout,  with  a  uniform 
temperature  of  30°  C. ;  it  would  extend  to  a  height  of  about  5*4 
miles,  or  8600  metres.  Now,  suppose  that  this  air,  throughout  the 
entire  thickness  of  the  stratum,  suddenly  expanded  to  the  extent 
dujB  to  its  elasticity ;  the  temperature  would  immediately  fall  in 

however,  be  very  different  in  the  two  experiments.  In  the  case  where  the  air  is 
allowed  to  expand,  the  heat  required  will  he  greater  than  where  the  hulk  of  the 
air  continues  the  same — ^in  the  proportion  of  1408  to  1000 ;  or  the  quantity  of 
heat  consumed  when  the  air  is  not  allowed  to  expand  will  he  ahout  f  less  than 
when  the  expansion  occurs  under  the  usual  atmospheric  pressure.  _ 
Let  C,  fig.  J  3 3,  he  an  open  rectangular  vessel,  the  hase  of  which 
is  one  square  metre  in  area.  If  a  a  represent  the  surface  of  a 
cubic  metre  of  air  contained  within  it  at  a  temperature  of  o^  C, 
d  d  will  represent  the  surface  of  the  same  cuhic  metre  of  air 
which  has  heen  raised  to  273^  C.  The  quantity  of  air  which 
originally  filled  hut  one  cuhic  metre  will  now  occupy  the  space 
of  two  cuhic  metres ;  consequently  it  must  have  lifted  the  super- 
incumhent  column  of  atmospheric  air,  resting  on  the  surface,  d  d, 
through  a  height  of  one  metre ;  but  the  weight  of  that  super- 
incumbent column  of  air,  calculated  at  1*033  l^ilos.  per  square 
centimetre  is  10,330  kilos.  Now,  the  weight  of  a  cuhic  metre 
of  air  at  o**  C.  is  1*293  kilogr.,  and  the  specific  heat  of  air  was 
found  by  Begnault  to  he  a  little  less  than  one-fourth  of  that  of  an  equal  weight 
of  water,  or  0*237,  ^^  ^^^^  ^^®  quantity  of  heat  required  to  raise  1*293  kilogr. 
of  air  273®  will  raise  only  0*3065  kilogr.  of  water  through  273**  C.  Now, 
0*3065  kilogr.  of  water  raised  to  273®  C.  would  he  equal  to  83*647  kilos, 
raised  only  i*.  Thus  the  heat  required  to  double  the  volume  of  a  cubic  metre 
of  air,  and  consequently  to  lift  10,330  kilos.,  would  heat  83*647  kilos,  of 
water  i**  C. 

Suppose,  in  the  next  place,  that  the  cuhic  metre  of  air,  instead  of  being 
allowed  to  expand  freely,  he  confined  when  heated,  so  that  its  volume  shall 
remain  constant ;  the  quantity  of  heat  required  under  these  circumstances  will 
be  less  than  when  it  was  allowed  to  expand  freely  in  the  ratio  of  1408  to  1000, 
so  that  the  quantity  of  water  which  would  be  heated  i^  by  this  amount  is  easily 
seen  to  he  only  equal  to  59*42  kilos. ;  for  1408  :  1000  : :  83*64  :  59*42. 

Now,  on  deducting  59*42  from  83*64,  the  difference,  24*22,  represents  the 
number  of  kilogr.  of  water  which  would  he  raised  1°  C.  by  the  excess  of  heat 
imparted  to  the  air  when  allowed  to  expand,  in  our  imaginary  experiment ;  hut 
this  excess,  as  already  explained,  has  been  engaged  in  lifting  a  column  of  air  of 
10,330  kilogr.  weight  through  a  height  of  one  metre.  If  now  we  divide  83*647 
by  24*22,  we  obtain  the  number  426  kilos.,  and  hence  it  appears  that  an  ex- 
penditure of  heat  sufficient  to  raise  one  kilogr.  of  water  i*  C.  is  competent  to 
ndse  426  kilos,  one  metre ;  or  we  are  by  this  means  brought  to  the  same  result 
as  that  deduced  by  Joule  from  his  experiments.  The  reasoning  employed  above 
is  that  used  by  Mayer  in  his  paper  on  the  mechanical  nature  of  heat.  The 
numbers,  however,  have  been  supplied  by  subsequent  experiments.  (See 
Tyndall :  Seat  as  a  Mode  qf  Motion,  p.  66  et  seq,) 

1  X 
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every  part  of  the  column,  (except  at  its  base,  where  it  would 
remain  stationary,)  in  consequence  of  the  alteration  in  density ; 
at  5000  metres  it  would  be  about  0°  C,  and  at  10,000  feet  it 
would  be  about  —  aa°  C.  Owing  to  the  cause  just  explained,  a 
progressive  diminution  of  the  temperature  is  experienced,  as  the 
altitude  of  the  observer  above' the  surface  of  the  earth  increases; 
and  this  depression  of  temperature  is  such,  that  even  in  tropical 
climates,  the  sumipits  of  lofty  mountains  are  always  crowned 
with  snow.  At  the  equator  the  snow  line  occurs  at  an  altitude 
of  about  5000  metres,  but  in  England  the  line  of  perpetual  snow 
occurs  at  about  2000  metres ;  since  the  limit  of  perpetual  snow 
gradually  descends  (subject,  however,  to  irregularities,  from  local 
causes)  towards  the  level  of  the  sea,  according  as  the  place  of 
observation  approaches  towards  either  pole.  A  blast  of  cold  air, 
therefore,  in  descending  from  a  lofty  height  would  have  its  tem- 
perature elevated  by  the  mere  condensation  which  it  experiences 
as  it  approaches  the  surface  of  the  globe,  without  any  supply  of 
heat  from  extraneous  sources;  and  the  danger  arising  from  its 
chilling  influences  would  be  thus  simply  and  effectually  averted. 
Observations  have  shown  that  the  average  depression  of  tempera- 
ture in  ascending  from  the  sea  level  amounts  to  1°  F.  for  every 
300  feet,  or  1°  C.  for  every  165  metres.  The  observations  made 
by  Glaisher  in  his  balloon  ascents  have,  however,  shown  that  in 
our  own  latitude  this  regularity  of  progression  is  liable  to 
considerable  disturbance  from  currents  which  are  variable  in 
direction  and  in  force.  The  following  table  is  given  by  Daniell 
{Meteorology,  vol.  i.  p.  41)  as  an  approximative  estimate  of  the 
distribution  of  heat  in  the  atmosphere  due  to  this  cause,  sup- 
posing, as  indicated  in  the  second  column,  that  the  initial  tempe- 
rature of  80°,  is  that  of  the  surface  of  the  earth  near  the  equator, 
and  that  the  initial  temperature  of  0°  F.  indicated  in  the  third 
column  is  that  towards  the  poles. 

Decrease  of  Temperature  in  the  Atmosphere  from  Elevation. 


Altitude  in  Feet. 

Temperature  °P. 

Temperature  °P. 

0 

5000 

1 0000 

15000 

80° 
644 
48-4 
31*4 

0° 
-18-5 

20000 

120 

— 82-1 

25000 
30000 

-.7-6 
-307 

— I09*i 
—140-3 

In  projKjrtion  as  the  temperature  of  a  substance   rises  its 
specific  heat  gradually  increases  :  owing,  probably,  to  the  increase 
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in  the  bulk  of  the  body  with  the  rise  of  temperature,  and  to 
the  augmentation  of  the  space  between  the  molecules  of  the  heated 
substance.  This  increase  in  the  specific  heat  with  the  rise  of 
temperature  may  be  seen  by  examining  the  following  table  com- 
piled from  the  experiments  of  Dulong  and  Petit. 

Rise  of  Specific  Heat  with  Rise  of  Temperature. 


From  33'  to 

31  a"  F.  or 

0*  C.  to  ioo«  C. 

From  330  to 

573°  F.  or 

o*>  C.  to  300°  C. 

Mercury 

Platinum 

Antimony        

Silver       

Zinc 

Copper     

Iron 

Glass        

00330 

00335 
00507 
00557 
0-0927 

0-0949 
0*1098 
0-1770 

00350 
00355 
0-0549 
00611 

0-I0I5 
0-1013 
01218 
0*1900 

(170)  Variation  of  Amount  of  Specific  Heat  with  Change  of 
Physical  State, — A  body  in  the  liquid  state  has  a  higher  specific 
heat  than  the  same  substance  when  it  is  in  the  solid  form.  It  is 
lower  in  the  gaseous  than  in  the  liquid  condition.  This  is  re- 
markably shown  in  the  case  of  water,  in  which  the  specific  heat  is 
double  that  of  ice,  and  also  more  than  double  that  of  steam. 
Contrasting  together  the  specific  heats,  as  obtained  for  the  fol- 
lowing solids  by  Regnault,  with  the  numbers  obtained  by  Person 
{Ann.  de  Chimie,  III.  xxi.  333,  and  xxiv.  136)  for  the  same  bodies 
when  liquefied,  the  amount  of  this  diflference  will  be  seen  to  be 
liable  to  great  variation : — 

Specific  Heat  of  the  same  Substances,  both  in  the  Solid  and 
in  the  Liquid  State. 


SoUd. 

Liquid. 

Sp.  Heat. 

Temperature  °C. 

Sp.  Heat. 

Temperature  °C. 

between 

between 

Ice    

0*5050 

—30°  and      0° 

i-oooo 

o°and    20° 

Sodic  Nitrate 

0-2782 

0°  and  100° 

0-4130 

320°  and  430° 

Potassic  Nitrate     ... 

0-2387 

0°  and  100° 

03318 

350°  and  435° 

Sulphur  ...     ..,     ... 

02026 

0°  and  100° 

02340 

120°  and  150° 

Phosphorus     

0-IJ88 
0-0843 

—  14°  and      f 

0-2045 

50°  and  100° 

Bromine 

—78°  and— 20° 

0-1060 

-12°  and    48° 

Tin 

0*0562 

0°  and  100° 

0-0637 

250°  and  350° 

Iodine      ...  ' 

00541 

0°  and  100° 

0-1082 

not  stated 

Lead        

0-0314 

0°  and.  100° 

00402 

350°  and  450° 

Bismuth 

0-0308 

0°  and  100° 

00363 

280°  and  380° 

Mercury 

00319 

00333 

0°  and  100° 

x2 
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Of  all  solids  and  liquids  water  is  tliat  whicli  possesses  the 
largest  amount  of  specific  heat.  This  circumstance  contributes  in 
no  small  degree  towards  moderating  the  rapidity  of  transitions 
from  heat  to  cold^  or  from  cold  to  heat^  owing  to  the  large  quan- 
tity of  heat  which  the  ocean  absorbs  or  emits  in  accommodating 
itself  to  the  variations  of  external  temperature.  Mercury^  on  the 
other  hand^  has  a  very  low  specific  heat^  which  much  enhances 
its  sensibility  to  changes  of  temperature,  and  increases  its  fitness 
for  thermometric  purposes. 

(171)  Specific  Heat  of  Gases  and  Vapours, — The  determina- 
tion of  the  specific  heats  of  gases  and  vapours  is  attended  with 
unusual  difficulties;  and  the  earlier  researches  on  the  subject^ 
though  conducted  by  many  philosophers  distinguished  for  experi- 
mental skill,  gave  discordant  and  unsatisfactory  results. 

The  subject  has  been  submitted  to  a  very  elaborate  and  rigorous 
investigation  by  Regnault^  who^  taking  the  specific  heat  of  an  equal 
weight  of  water  as  the  unit  of  comparison,  finds  that  of  air  to  be 
==0*2375,  and  he  gives  the  following  numbers  as  representing  the 
specific  heat  of  the  various  gases  and  vapours  upon  which  he  made 
his  experiments : — 


Specific  Heat  of  i 

Gases  and  Vapours. 

Equal 

j^nal 

Oaa  or  Vapo 

Oas  or  Vapour. 

VoU. 

Weights. 

Vols. 

Weighto. 

Air 

0-2375 

0-2375 

Sulphurous  Anhydride 

0-341 

0-154 

Oxygen    ., . 

0-2405 

0*2175 

Hydrochloric  Acid    ... 

0*2352 

0-1842 

Nitrogen... 

0-2368 

0-2438 

Sulphuretted  Hydrogen 

0-2857 

0-2432 

Hydrogen 

0-2359 

34090 

Water 

0-2989 

04805 

Chlorine  ... 

0-204 

0-1210 

Alcohol       

07171 

0-4534 

Bromine  ... 

03040 

0-0555 

Wood  Spirit       

0*5063 

0*4580 

Nitrous  Oxide 

..      ..       0-3447 

0*2262 

Ether  ...     

1-2266 

0*4796 

Nitric  Oxide 

0-2406 

0-2317 

Ethyl  Chloride   

0-6096 

0-2738 

Carbonic  Oxid 

e      ...     02370 

02450 

Ethyl  Bromide    

0-7026 

0-1896 

Carbonic  Anh 

ydride     0*3307 

0*2163 

Ethyl  Disulphlde       ... 

1*2466 

04008 

Carbonic  Disu 

iphide     0*4122 

0*1569 

Ethyl  Cyanide    

0*8293 

0-4261 

Ammonia 

0*2996 

0*5084 

Chloroform 

0*6461 

0-1566 

Marsh  Gas 

0*3277 

0-5929 

Dutch  Liquid     

Acetic  Ether      

0*791 1 

0-2293 

OleeantGas  . 

0*4106 

0-4040 

1-2 184 

0*4008 

Arsenious  Cbl 

oride       0*7013 

0-1122 

Benzol 

I-0II4 

0-3754 

SiUcic  Chloride 

5      ...     0*7778 

0*1322 

Acetone      

0*8341 

0-4125 

Titanic  Chloric 

le    ...     0-8564 

0*1290 

Oil  of  Turpentine 

2-3776 

0-5061 

Stannic  chloric 

le    ...     0*8639 

0-0939 

Phosphorous  Chloride 

0-6386 

0-1347 

As  the  result  of  a  numerous  and  elaborate  series  of  experi- 
ments^ Begnault  concludes,  contrary  to  the  statement  of  Dela- 
roche  and  Berard,  that  the  specific  heat  of  air  does  not  increase 
with  rise  of  temperature,  at  any  rate  between  the  temperatures  of 
—30®  and  2,oqP  C.     The  same  result  holds  good  for  gases  which. 
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like  hydrogen^  are  not  readily  liquefiable.  Condensible  gases  like 
carbonic  anhydride  exhibit  a  variation  which,  on  the  contrary,  is 
quite  perceptible :  thtis,  the  specific  heat  of  carbonic  anhydride — 

Between  —30°  and  8°  C.  was  found  =0*18427. 
,,  —8®  and  100°  „  =o'aoa48. 

„  — 8®andaio°  „  =0-21692. 

Or  the  specific  heat  of  carbonic  anhydride  is  as  follows : — 

At      o*  C.         =         0-1870. 
„   100°  =         0-2145. 

„  200°  =         0-2396. 

A  similar  yariation,  though  probably  to  a  still  greater  amount, 
occurs  with  vapours  generally. 

Another  remarkable  experimental  result  obtained  by  Regnault, 
indicates  that  for  pressures  ranging  between  i  and  12  atmospheres, 
the  specific  heat  of  equal  weiffhU  of  a  non-condensible  gas,  such  as 
atmospheric  air  or  hydrogen,  is  uniformly  the  same,  and  is  inde- 
pendent of  the  density ;  consequently,  that  the  specific  heat  of  a 
given  volume  of  a  gas  increases  directly  as  its  density  is  increased. 

The  specific  heats  of  the  simple  gases  for  equal  volumes,  are 
nearly  the  same  in  the  case  of  the  incondensible  gases — oxygen, 
nitrogen,  and  hydrogen — and  appear  to  follow  the  law  of  Dulong 
and  Petit  (172);  but  for  condensible  gases  and  vapours,  such  as 
chlorine  and  bromine,  it  is  far  from  being  true.  Compound  gases 
which  are  formed  without  undergoing  condensation,  such  as 
hydrochloric  acid  and  nitric  oxide,  also  obey  the  law  of  Dulong 
and  Petit.  When  a  body  can  be  obtained  in  the  solid,  liquid, 
and  gaseous  state,  it  is  found  to  have  the  highest  specific  heat 
when  in  the  liquid  form,  and  much  less  in  the  aeriform  state. 

In  determining  the  specific  heats  of  gases  and  vapours,  after 
a  trial  of  various  methods,  Regnault  ultimately  adopted  a  modifi- 
cation of  that  employed  by  Delaroche  and  Berard : — ^The  gas  under 
trial  was  first  condensed  into  a  strong  receiver,  and  then  by  means 
of  apparatus  specially  contrived  for  the  purpose,  a  known  weight 
of  this  gas  was  allowed  to  escape  at  a  perfectly  uniform  rate,  into 
a  long  spiral  tube  plunged  into  a  vessel  of  hot  oil,  which  was 
maintained  at  a  fixed  temperature ;  the  gas  was  in  this  way  during 
its  passage  through  the  spiral,  raised  to  a  known  temperature, 
equal  to  that  of  the  oil  in  the  bath ;  the  heated  gas  was  then 
transmitted  through  a  metallic  vessel,  surrounded  by  a  known 
weight  of  water ;  finally,  the  gas  was  allowed  to  escape  into  the 
atmosphere,  care  being  taken  that  no  sensible  di£Eerence  in  tem- 
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perature  existed  between  the  issuing  gas  and  the  water  of  the 
calorimeter.  In  this  way  Regnault  ascertained  the  rise  of  tempe- 
rature experienced  by  a  known  weight  of  water,  when  a  given 
weight  of  each  gas,  after  it  had  been  raised  to  a  certain  known 
temperature,  was  cooled  down  by  it  to  a  certain  other  known 
temperature.  Wheu  the  specific  heat  of  equal  weights  of  the 
different  gases  was  once  known,  it  was  easy  to  calculate  that 
for  ^ual  volumes,  by.  simply  multiplying  the  numbers  for  equal 
weights  by  those  representing  the  specific  gravities  of  each  gas 
or  vapour.  For  the  details  of  this  delicate  inquiry,  the  reader  is 
referred  to  the  second  volume  of  Regnault's  great  work.  Relations 
des  Experiences  pour  determiner  les  Lois  et  les  Donnees  Physiques 
necessaires  au  Calcul  des  Machines  ct  Feu,  pp.  41 — 333. 

The  following  table,  compiled  from  Regnault^s  experiments^ 
shows  how  greatly  the  specific  heat  of  the  same  liquid  varies  with 
t)ie  temperature,  whilst  in  gases  no  such  variation  takes  place.  It 
also  shows  that  the  specific  heat  of  a  body  in  the  gaseous  state  is 
always  less  than  that  of  the  same  substance  in  the  liquid  form. 

Specific  Heats  of  Liquids  and  Vapours  compared. 


Idqaid. 

Formula. 

Liquid. 

Gaseous. 

Sp.heat. 

Temp.  °C. 

Sp.  heat. 

Temp.  °  C. 

between 

between 

Water     

H,0 

I  0000 

11''  and  100** 

0-4805 

128°  and  220* 

Br, 

I  o-io6o 
J01129 

—29**  and  II*') 
I3''and58*» 

00555 

83**  and  228** 

Alcohol    ... 

C,H.O 

0505 
0-7694 

At  -20** 

At  80* 

0*4534 

105°  and  220° 

Ether      

C,H,oO 

0-5113 
1  0-5467 

At  -30" 
At  30° 

0-4797 

70°  and  228° 

Carbonic  Bisulphide 

cs. 

0-2303 
/  o-24or 

At -30'' 
At  30°     5 

0-1570 

73°  and  192* 

Wood  Spirit   

CH,0 

©•6700 

0°  and  20* 

04580 

101°  and  228° 

Acetone 

C.H,0 

5  0-4824 
( 0-5302 

At-3o'>     ) 
At  30**     J 

0-4125 

I29*'and233'' 

Pietbyl  Sulphide    ... 
Ethyl  Chloride       ... 

C,H,oS 

0-4785 

20°  and  70'* 

04008 

120"  and  223** 

C,H,C1 

0-4275 

-27*'  and  4"' 

0-2738 

19"  and  172" 

Ethyl  Bromide 

OjHjBr 

o-2i6o 
( 0-43^5 

0°  and  20** 
At -30°    ) 

0*1896 

78**  and  196" 

Ethyl  Cyanide 

C,H,Oy 

\  05847 
0-7369 

At  30** 
At  90'^ 

0-4262 

1 14' and  221** 

Ethyl  Acetate 

C,HAH,0, 

J  0-4960 
( 0-5588 

At  —30** 
At  30** 

0-4008 

Ii5"'and2i9*' 

Chloroform     

CHCI, 

0-2293 

0-2354 

At~30-    ) 
At  30**      i 

0-1567 

117'' and  228** 

Dutch  Liquid 

C,H^C1, 

0-2790 
( 0-3054 

At -30'' 
.  At  30**       S 

0-2293 

inland  221* 

Benzol     

CA 

0-4360 

20*  and  71° 

03754 

ii6"'and2i8° 

(172)  Relation  of  Specific  Heat  to   Atomic  Weight. — An    in- 
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teresting  relation  has  been  traced  between  the  specific  beats  of 
bodies  and  tbeir  combining  quantities.  It  has  already  been  stated 
{168)  that  the  amount  of  heat  required  to  raise  equal  weights  of 
different  substances  i°  in  temperature  varies  for  each  species  of 
noLatter,  but  is  always  constant  for  the  same  body  when  it  is  placed 
under  like  circumstances. 

By  comparing  together  quantities  of  the  various  elementary 
substances  in  the  ratio  of  their  combining  proportions,  and  ascer- 
taining the  amount  of  heat  which  each  requires  to  raise  it  through 
equal  intervals  of  temperature,  Dulong  and  Petit  made  the  im- 
portant observation  that  the  quantities  of  heat  absorbed  bear  a  very 
simple  numerical  relation  to  each  other.  In  a  large  proportion  of 
instances,  the  amounts  of  heat  thus  absorbed,  allowing  for  un- 
avoidable errors  of  experiment,  are  identical ;  and  it  was  further 
observed,  that  the  exceptional  cases  nearly  always  exhibit  some 
simple  multiple  relation  to  this  number.  In  other  words,  the 
specific  heat  of  an  elementary  body  is  inversely  as  its  combining  pro- 
portion :  consequently,  the  product  of  the  specific  heat  of  an  ele- 
ment into  its  combining  proportion  gives,  subject  to  slight 
variations  due  to  errors  of  experiment,  either  a  constant  number, 
or  some  multiple  of  that  number. 

The  law  thus  announced  by  Dulong  and  Petit  has  been  con- 
firmed by  the  subsequent  researches  of  Regnault  upon  specific 
heat  {Ann,  de  Chimie,  II.  Ixxiii.  6i,  III.  i.  129,  ix.  322,  xxvi.  261, 
xlvi.  ^^57,  and  Ixiu.  5).  Begnault  determined  the  specific  heats 
of  a  great  variety  of  bodies,  both  simple  and  compound.  He 
designates  the  product  obtained  by  multiplying  the  specific  heat 
of  a  body  by  its  atomic  weight,  as  the  atomic  heat  of  the  body. 

In  21  of  the  simple  bodies  which  he  examined,  most  of  which 
were  in  a  state  of  chemical  purity,  he  found  the  atomic  heat  to 
riange  between  3*3 1  and  2*93,  with  a  mean  of  3*13.  The  elements 
comprised  in  this  class  are  the  following — viz.,  aluminum,  cadmium, 
cobalt,  copper,  iridium,  iron,  lead,  magnesium,  manganese,  mercury, 
molybdenum,  nickel,  osmium,  platinum,  rhodium,  selenium, 
sulphur,  tellurium,  tin,  tungsten,  and  zinc.  Experiments  are  at 
present  wanting  upon  barium,  strontium,  calcium,  glucinum, 
thorinum,  cerium,  didymium,  lanthanum,  vanadium,  uranium, 
and  ruthenium ;  although  from  analogy  there  is  reason  to  believe 
that  they  belong  to  this  group  of  elements  as  regards  their 
specific  heat.  No  direct  experiments  upon  the  specific  heat  of 
oxygen  in  a  form  comparable  with  the  solid  elements  have  yet 
been  made. 

If  the  equivalent  number  formerly  in  use  be  employed  as  the 
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multiplier  of  the  specific  heat,  it  will  be  found  that  a  second 
smaller  class  of  elements  exists  nrhich  have  an  atomic  heat  double 
that  of  the  elements  contained  in  the  foregoing  list.  This  class 
comprises  gold,  silver,  thallium,  bismuth,  antimony,  arsenicum, 
phosphorus,  bromine,  and  iodine,  as  well  as  lithium,  potassium, 
and  sodium.  From  their  chemical  analogies,  there  can  be  little 
doubt  that  in  this  list  should  also  be  included  chlorine,  csesium, 
and  rubidium,  although  as  yet  the  necessary  experiments  are 
wanting  to  decide  the  point.  The  bodies  of  this  class  gave  for 
their  atomic  heat  numbers  ranging  between  5*85  and  6*87,  with  a 
mean  of  6'^7, ;  Regnault  therefore  proposed  to  divide  by  two  the 
numbers  usually  given  as  the  atomic  weights  of  the  elements  in 
the  second  list.  It  would  be  more  convenient  to  double  the 
numbers  of  the  first  series,  by  which  means  the  identity  of  the 
ratio  would  be  preserved  equally  well.  If  this  were  done,  the 
atomic  weights  would  correspond  with  those  given  in  the  tables, 
p.  24  and  25.  There  are  chemical  reasons  which  fully  justify 
this  alteration,  startling  as  it  may  to  some  at  first  appear.  The 
combining  proportion  of  an  element,  it  must  be  remembered,  is 
not  affected  by  the  proposed  change  of  the  number  which,  for 
various  reasons,  is  selected  as  the  atomic  weighty  and  which  in 
some  cases  coincides  with  the  combining  proportion,  while  in 
others  it  is  a  multiple  of  it. 

Dulong  and  Petit^s  law  may  therefore  be  stated  thus.  If, 
instead  of  taking  equal  weights,  we  compare  together  quantities 
of  the  elementary  bodies  in  the  proportion  of  their  atomic  weights, 
these  quantities  will  be  found  to  require  equal  amounts  of  heat 
to  raise  them  through  an  equal  number  of  degrees  of  temperature. 
There  are,  however,  still  some  marked  exceptions  to  the  law, 
particularly  among  the  non-metallic  elements. 

The  table  on  the  following  page  includes  some  of  the  principal 
results  derived  from  Regnault's  experiments  on  a  large  number  of 
elementary  bodies.  He  found,  as  has  been  already  stated,  that  the 
same  element  has  a  different  specific  heat  if  examined  in  a  different 
state  of  aggregation.  Sodies  when  in  the  liquid  form  have  a 
higher  specific  heat  than  when  in  the  solid  state,  as  is  seen  on 
comparing  the  numbers  for  bromine  and  mercury  in  the  two  con- 
ditions. 

An  extended  table,  embracing  the  principal  results  obtained 
on  the  specific  heat  of  solids,  both  simple  and  compound,  by 
various  observers,  is  given  by  Kopp  {Phil.  Trans.  1865,  168). 
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Specific  and  Atomic  Heats  of  the  Elements. 

Elements. 

Bgjjc 

Bqniya* 

Specific  Host 

X 

Atomic 

X 

ofBqualWta. 

EqniTaleni. 

'Weight. 

At  Weight. 

Diamond 

0-1468 

6 

o-88o8 

48  P 

60464 

Graphite 

0*30l8 

)} 

1*2108 

33  P 

6*6594 

Wood  Charcoal       ... 

0*3415 

99 

1-4490 

tf^^ 

Silicon,  fused 

0*1750 
0*1767 

14 

3*450 

35P 

6-135 

„       crystallized... 

Boron,  crystallized ... 
Sulphur  (native)     ... 
Selenium 

0-350 

0-17760 

0*08370 

10-9 
16*0 

39*7 
64-5 

3-735 

3-8416 

3*3M5 

32 
795 

ffi 

Tellurium 

004737 

3*0553 
3-99S8 

139 

6-1107 

Magnesium     

0-3499 

13*0 

24 

5*9976 

Zinc ... 

009555 

325 

31054 

65 

6-3108 

Cadmium ,,. 

0-05669 

560 

31741 

113 

6-0483 

5*8730 
6-3733 

Aluminum      

Iron ,     ... 

0*3143 
0*11379 

38-0 

J?i? 

r 

Nickel     

0*10863 
0-10696 

39*5 

3*2045 

59 

6*4090 

Cobalt      

295 

3J553 
33467 
3*3178 

59 

6*3106 

Manganese      

O-I317 

27-5 

^§ 

6*6356 

Tin 

0-05633 

590 

118 

Tungsten 

003343 

92-0 

3-0746 

184 

6*1492 

Molybdenum 

0*07318 

48 

3465 

96 

6*931 

Copper     ...     

liead...  ' 

009515 

sn 

3*0163 

63*5 

6*0419 

003140 

1035 

3*2499 

307 

6*4999 

Mercury,  solid 

0-03193 

1000 

3-1920 

300 

6-3840 

„        liquid.     ... 

003333 

lOO'O 

3*3320 

300 

66640 

Platinum...     .„     ... 

0*03343 

98*6 

3*1976 

197*3 

63952 

Palladium 

0*05937 

53*2 

3*1536 

io6'4 

6*3073 

[Rhodium 

005803 

52-2 

30291 

104*4 

60582 

Osmium 

003063 

99*4 

30446 

198*8 

60893 

Iridium 

003359 

986 

3*2133 

1973 

6-4366 

Iodine      

0*05413 

137 

6-8733 

Bromine,  solid 

80 

6-7440 

„         liquid 

0*10600 

80 

8-4800 

Potassium       

0*16956 

39 

6-6128 

Sodium    

0*39340 

23 

6*7480 

Lithium 

0*9408 

7 

6-5856 

Phosphorus     

0-18870 

31 

5*8497 
6*1050 

Arsenic    

0*08140 

75 

Antimony..     ...     ... 

Bismuth 

0-05077 
0-03084 

133 
310 

6*1939   ' 
6-4764 

Thallium 

003355 

304 

6-6403 

Silver      ' 

0*05701 

108 

6*1570 

Gold 

0*03244 

I9&6 

6-3777 

Amongst  the  non-metallic  elements  there  are^  as  above  stated^ 
certain  striking  exceptions  to  the  law  of  Dulong  and  Petit. 
Carbon,  for  instance,  as  diamond,  taking  its  atomic  weight  as  12, 
has  an  atomic  heat  of  only  1*7616 ;  the  atomic  heat  of  crystallized 
boron  is  2735;  that  of  fused  silicon  4*9;  that  of  octohedral 
sulphur  5-68 ;  and  that  of  phosphorus  5*84.* 

*  No  probable  explanation  of  the  cause  of  these  exceptional  oases  has  hitherto 
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(173)  Atomic  Heats  of  Compound  Bodies. — The  alloys,  accord- 
ing  to  Eegnault^s  experiments,  yield  a  specific  heat  which  is 
exactly  the  mean  of  that  of  their  components ;  hence  their  specific 
heat  is  equal  to  the  sum  of  that  of  their  components:  and 
Woestyn  {Ann.  de  Chimiey  III.  xxiii.  295)  has  shown  that  for  the 
sulphides  and  iodides,  within  certain  limits  of  error,  the  atomic 
heat  may  be  calculated  from  the  sum  of  the  atomic  heats  of  their 
constituents;  and  Gamier  maintains  that  this  is  true  for  all 
bodies.     The  same  conclusion  has  also  been  arrived  at  by  Kopp. 

On  comparing  together  equivalent  quantities  of  isomorphous 
compounds  possessed  of  a  similar  chemical  composition,  Neumann 
{Poffff.  Annul.  xxiiL  37)  found  that  they  likewise  possess  equal 
atomic  heats.  The  differences  from  the  mean  are  in  some  cases 
considerable,  but  they  are  of  the  same  order  as  those  already 
observed  to  occur  in  the  simple  bodies.  The  mean  atomic  heat 
of  the  isomorphous  carbonates,  such,  for  example,  as  the  carbonates 
of  calcium,  barium,  iron,  lead,  zinc,  strontium,  and  the  double  car- 
bonate of  calcium  and  magnesium,  is  iii'22,  varying  between  ai'io 
and  2170.  In  like  manner  the  sulphates  of  barium,  calcium^ 
strontium,  and  lead  yield  a  mean  atomic  heat  of  24*82. 

Begnault,  from  an  extensive  series  of  experiments  on  a  great 
variety  of  compound  bodies,  arrived  at  the  conclusion  that,  ^^  in  all 
compound  bodies  of  the  same  atomic  composition,  and  of  similar 
chemical  constitution,  the  specific  heats  are  inversely  as  the  atomic 
weights.^'  The  product  obtained  by  multiplying  the  specific  heat 
into  the  atomic  weight  in  any  one  class  of  compounds  may,  how- 
ever, differ  greatly  from  the  product  of  the  corresponding  numbers 
in  any  other  class,  the  numbers  furnished  by  the  different  classes 
not  being  connected  by  any  very  simple  ratio.  These  facts  will 
be  rendered  obvious  by  an  examination  of  the  subjoined  summary 
of  Regnault^s  results  (Ann.  de  Chimie,  III.  i.  172). 

In  the  last  column  of  the  table  are  given  the  quotients  obtained 
by  dividing  the  atomic  heat  in  the  fourth  column  by  the  number 
of  atoms  entering  into  the  composition  of  the  compound.  These 
quotients  are  not  uniform  in  amount,  as  would  be  the  case  if  the 


been  given.  Kopp,  indeed,  has  suggested  that  they  may  have  their  origin  in 
the  circumstance  that  we  have  as  yet  no  absolute  proof  that  the  bodies  now 
regarded  as  elements  are  really  the  simplest  forms  of  matter;  and  that  the 
metals  and  all  the  so-called  elements  which  have  the  higher  atomic  heat  6*4 
may  possibly  be  compounds ;  whilst  the  diamond,  which  has  the  lowest  atomic 
heat,  I '8,  may  be  reidly  the  only  elementary  substance  known  to  us — ^the  bodies 
with  intermediate  atomic  heats  being  truly  compounds  more  complex  than 
carbon,  but  less  so  than  the  metals. 
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atomic  tieats  of  all  the  elements  were  alike^  and  if  tlie  atomic 
lieat  of  a  compound  were  represented  by  the  snm  of  the  atomic 
lieats  of  its  constituent  elements ;  but  it  may  be  easily  seen  that 
the  number  in  the  different  members  of  the  same, class  of  com- 
pounds is  nearly  alike. 

Atomic  Heat  of  Compounds. 


Claaa  of  CompoondB. 


Protoxides,  lat  Class,  ZnO... 
and  Class,  PbO 

Sesquioxides        

Dioxides      

Trioxides     

Sulphides     

Sesquisulphides 

Bisulphides 

Chlorides     

Dichlorides ... 

Trichlorides 

Tetrachlorides     

(  Bromides 

( Dibromides       

\  Iodides       ...     , 

(  Diniodides 

Eluorides     

{Nitrates     
Nitrates     

Chlorates 

(  Sulphates 

(  Sulphates 

Chromates 

Anhjdro  Chromates 

S  Carbonates 
Carbonates 

Phosphates 

Metaphosphates 

Pyrophosphates ... 

Ditto  

Borates  (fused)    


OenenJ 
Formula. 


N''0* 

N"0 

M5S 

MCI 
N"CL 
R'"C1. 
X^^Cl^ 

MBr 
N"Br. 

MI 

N'la 

N'Tg 

MNO3 

W'2  NO3 

MClOg 
M3SO4 
N'^SO^ 
MjCrO^ 

M2CO3 

N'^CO, 

N''  2  PO4 

N'^  PO3 

M,PA 

N",PA 

MBO2 

N^'B^O^ 

MjB^Oy 
N^B^Oy 


No.  of 

ex- 
amples. 


2 
2 

3 
I 

5 

2 
I 

3 
I 
I 
2 

5 
I 
I 

2 
8 
1 
1 
2 
I 
2 
I 
2 
I 


Sp.  Heat 

X 

At.  Weight. 


1 0*64 
11-30 

3715 
13-84 
18-98 
i8-88 
3977 

20-8 

12*69 
1872 

30*3^ 
35*56 
13-70 
1936 
I3*4<5 

16-76 
34*137 

& 

36-08 

54*59 

2948 

21*54 

6366 
3978 

62*24 

48-34 
1685 
26-5 

497 
41-4 


At.  Heat. 


No.  of 
Atoms. 


533 
565 

5*43 
4'6i 

4'74 
629) 

6-24) 
7-59 

7-II 
685) 
6*45  I 
6*73  ( 
<5'45) 

4*82 

4-41  ) 

5-13 
4-72 

4*43 
5-15 
4-86 

4*90 

3-98^ 
4-38) 

4*31 

3*77 
3-82 
4-14 


•  N"  representing  a  dyad,  E'"  a  triad,  X*^  a  tetrad,  and  Y'*  a  hexad  element. 

For  example^  assuming  that  the  molecule  of  the  chlorides  of 
the  alkaline  metals  is  represented  by  the  formula  MCI  (a  diatomic 
formula),  the  atomic  heat  of  this  class,  I2'6(),  divided  by  2,  is  6*34, 
which  agrees  very  well  with  the  ordinary  number  for  the  atomic 
heat  of  the  elements.  Again,  if  the  molecule  of  the  chlorides  of 
the  metals  of  the  alkaline  earths^  and  most  of  the  strongly  basic 
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metals,  iron,  cobalt,  zinc,  nickel,  &c.,  be  represented  by  the  formula 
N^Clg  (a  triatomic  formula),  the  atomic  heat  187a,  divided  by  3, 
gives  6*24  as  the  result,  again  agreeing  with  the  ordinary  num- 
bers for  the  atomic  h^at  of  the  elements.  Similar  remarks  are 
applicable  in  the  case  of  the  bromides  and  the  iodides  of  these 
two  classes  of  metallic  elements,  as  will  be  obvious  on  inspecting 
the  table. 

This  correspondence  between  these  two  sets  of  chlorides, 
bromides,  and  iodides,  however,  disappears,  if  it  be  supposed,  as 
till  recently  was  generally  admitted,  that  the  chlorides,  bromides, 
and  iodides  are  all  diatomic.  If  the  chlorides  of  the  second  class 
represented  in  the  table  as  consisting  each  of  3  atoms — such  as 
chlorides  of  calcium,  barium,  magnesium,  &c.,  be  supposed  to  be 
formed  upon  the  type  MCI,  or  to  contain  two  atoms  only  in  their 
molecules — their  atomic  heat  will  be  9*36,  and  dividing  by  2,  the 
number  will  be  4*68.*  The  general  conclusion  deducible  from 
these  experiments  is  that,  whilst  the  equivalents  of  the  halogens 
and  of  the  alkaline  metals,  including  also  thallium  and  silver,  are 
truly  their  atomic  weights,  the  equivalents  of  the  majority  of  the 
remaining  elements  represent  but  half  their  atomic  weights ;  con- 
sequently, the  atomic  weights  of  these  metals  should  be  doubled, 
in  conformity  with  the  table  given  at  pages  24  and  25. 

Kopp  explains  the  difference  from  one  another  in  the  quotients 
given  in  the  last  column  of  the  foregoing  table,  by  the  fact  that 
the  atomic  heats  of  many  of  the  non-metallic  elements  are  not 
identical  with  those  of  the  metals,  and  he  still  maintains  that  the 
atomic  heat  of  a  compound  is  always  really  the  sum  of  the  atomic 
heats  of  its  coni^tituent  elements.  From  his  own  experiments  he 
concludes  that  the  number  which  represents  the  atomic  heat  of 
sulphur  and  of  phosphorus  is  5*4,  or  a  little  lower  than  the  values 
assigned  to  them  by  Regnault,  and  this  number,  he  states,  is  con- 
firmed by  deducting  from  the  experimental  number  obtained  as 


*  This  may,  perhaps,  be  rendered  more  clear  by  an  example : — ^The  specific 
heat  of  baric  chloride  is  0*08957 ;  if  it  be  represented  by  the  formula  BaCl, 
with  an  atomic  weight  104*0,  its  atomic  heat  will  be  0*08957  x  104  =  9*315: 
whereas  if  it  be  represented  as  Ba'^Cl,,  with  an  atomic  weight  208,  its  atomic 
heat  will  be  just  double,  or  18*63.  In  the  first  case,  the  molecule  of  t|?Le  salt  is 
supposed  to  be  diatomic,  or  to  contain  2  atoms  of  its  constituents ;  in  the  second 
it  is  represented  as  triatomic,  or  as  containing  3  atoms.  The  quotient  obtained 
by  dividing  the  atomic  heat  by  the  number  of  atoms  in  the  molecule  will  of 
course  be  different  in  the  two  cases : — 

for  211^  =  4.6575  and  i^  =  6-21. 
2        ^   '^"  3 
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the  atomic  lieat  of  the  sulphides  and  phosphides^  the  atomic  heat 
of  the  metals  which  enter  into  their  formation.  By  a  similar 
process  of  calculation  when  applied  to  the  oxides^  he  infers  that 
the  atomic  heat  of  oxygen  is  4,  that  of  fluorine  5,  and  that  of 
hydrogen  2*3;  whilst  he  adopts  1-8  for  that  of  carbon,  from 
Regnault^s  experiments  upon  the  diamond. 

Amongst  the  most  severe  tests  of  this  view  are  the  results 
obtained  from  the  atomic  heats  of  organic  compounds,  some  of 
which  are  given  in  the  following  table : — 

Specific  Heat  of  Organic  Solids  {Kopp). 


ITameofSttbrtuoe. 

Fomula. 

Atomic 
Weight. 

Specific  Heat. 

Sp.HeatxAt.Wt 
=Atomio  Heat. 

Galea- 
lated. 

Ob. 
aerred. 

Calcu- 
lated. 

Ob- 
aerred. 

Ziuco  potassic  cyanide 
Potassic    ferricyanide 
Potassic   feiTocyanide 
Dicarbon  hexachloride 

Gane  sugar       

MaDnite    

Succinic  acid    

Tartaric  add     

Bacemicacid    

Baric  formiate 

Potassic  oxalate 
Potassio  trihydric  di- ) 

oxalate { 

Hydro  potassictartrate 
Sodio  potassic  tartrate 
Hydro  calcic  malate. . . 

HffC,N 

ZnKX\N. 

K,FeC,N, 

K,FeC.N„3H,0 

CJDi. 

Mi' 

H,C,H,q- 

K,C,O^H.O 

KH,2C,04,aH,0 

KHC.HO, 

KNaC,H0^4H,0 

CaH,2cA<^„8H,0 

Ill 
«47'4 
3«9*3 
422-4 

237 
34« 
182 
118 

150 
168 

227 
184-2 

254-1 

i88-i 
282-1 
450 

OX>9I 
0-2I0 
0-227 
0-253 

0-177 

0-340 
0-368 
0-314 

0-300 
0-319 
0-135 

0-223 

0-274 

0-261 
0-311 

0-339 

o-ioo 
0-241 

0-333 
0-280 
0-178 
0-301 
0-324 
0-313 
0-288 
0-319 

0-I43 
0236 

0-283 

0-257 
0-328 
0-338 

22-8 
52-0 

74-8 
107*0 
42-0 

Il6*2 

67-0 

370 
450 

53-6 
306 
410 

69-7 

87-6 
152-6 

25-2 

59<^ 

759 

118-2 

421 
102-9 

589 
369 
43*2 
53-6 
32-5 
43*5 
71-9 

48-3 

92-5 

152-1 

With  the  exception  of  the  first  two  on  the  list,  together  with 
those  of  potassic  ferrocyanide,  cane  sugar,  and  mannite,  the 
results,  calculated  from  the  numhers  assumed  by  Kopp  as  the 
specific  heats  of  oxygen,  hydrogen,  and  carbon,  accord  with  those 
obtained  by  experiment  very  satisfactorily. 

The  specific  heat  of  organic  liquids  has  been  studied  as  yet 
but  imperfectly.  It  is,  however,  clear  that  the  specific  heat  of 
liquids  rises  very  rapidly  with  rise  of  temperature,  and  this  rise 
stands  in  no  simple  relation  to  the  amount  of  expansion  which 
the  Uquid  experiences.  It  is  not  therefore  surprising  that  in  the 
case  of  liquids,  even  when  elementary,  no  approximation  to  the 
law  of  Dulong  and  Petit  for  the  elements  in  their  solid  form  (that 
the  specific  heat  is  inversely  as  the  atomic  weight)  has  been  ascer- 
tained to  exist.  Th»  specific  heats  of  a  few  liquids,  and  their 
variations  at  difierent  temperatures,  have  already  been  given  on 
Regnault's  authority  (p.  310).     In  the  table  on  the  following 
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page,  the  numbers  for  ether,  ethal,  and  oil  of  turpentine  were 
determined  by  Favre  and  Silbermann.  The  remaining  resultsi 
are  those  obtained  by  Kopp. 

Specific  Heat  of  Organic  Liquids. 


Empirical 

Mole- 

Sp. Heat 
of  Equal 
Weighta. 

At.  Heat. 

Compoond. 

Formula 
0  =  i6. 

cular 
Weight. 

(8p.  heat  X 
Mol.  Weight.) 

Water      

H3O 

18 

1000 

1800 

Wood  Spirit    

CH4O 

32 

0-645 

2064 

Alcohol    

C^Ufi 

46 

0-615 

2829 

Amy  lie  Alcohol 

C,H,,0 

88 

0564 

49*<^3 

Ethal       

C,,H,,0 

243 

0506 

122*45 

Formic  Acid    

CH.Oa 

46 

o-53<5 

24*65 

Acetic  Acid     

cj4;(>2 

60 

0-509 

3054 

Butyric  Acid 

c,HA 

88 

0503 

44*26 

Ether       

C,H,,0 

74 

0503 

37*22 

Methyl  Acetate       ... 
Ethyl  Formiate 

C,H,U, 

74 

0507 

37-52 

C,HA 

U 

0513 

37*96 

Ethyl  Acetate 

Methyl  Butyrate    ... 

G,H,0, 

0496 

49*63 

C,H,„(>, 

102 

0-487 

49-67 

Methyl  Valerate     ... 

CJl.A 

116 

0-491 

56*96 

Oxalic  Ether   

C,H,,U, 

146 

0*457 

6672 

Acetone    

C,H,0 

58 

0*530 

3074 

Benzol      

C.H« 

78 

0450 

35*  10 

Oil  of  Mustard 

C,H,NS 

99 

0*432 

42*77 

Oil  of  Turpentine    ... 

t-'iit^ie 

136 

0-467 

63*51 

From  these  experiments,  scanty  and  few  in  number  though 
they  are,  it  appears  that  the  specific  heat  of  equal  weights  of 
organic  liquids  decreases  as  the  molecular  weight  of  the  substance 
increases ;  further,  that  when  the  products  obtained  by  multiply- 
ing the  specific  heat  into  the  molecular  numbers  are  compared, 
this  product  generally  increases  as  the  molecular  weight  increases, 
and  in  the  homologous  series  of  the  alcohols,  the  fatty  acids,  and 
the  ethers,  the  increase  is  about  7  for  each  addition  of  CHg  in 
the  molecule  of  the  compound.  In  the  case  of  some  metameric 
bodies,  such  as  methyl  acetate  and  ethyl  formiate,  the  numbers 
for  their  atomic  heats  are  alike ;  and  ether,  which  has  the  same 
molecular  weight  as  the  compounds  just  mentioned,  has  the  same 
atomic  heat,  though  it  is  not  metameric  vrith  them. 

Latent  Heat. 

(174)  Disappearance  of  Heat  during  Liquefaction. — When 
matter  passes  from  the  solid  into  the  liquid  state,  or  from  the 
liquid  into  the  aeriform  state,  heat  in  larg«  quantity  disappears, 
and  ceases  for  the  time  to  affect  the  thermometer;  hence,  this 
modification  of  heat  is  called  latent  heat.     For  example,  when 
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a  lump  of  ice  at  o^  C.  is  brought  into  a  warm  room,  it  gradually 
thaws  and  is  converted  into  water ;  but  neither  the  ice,  nor  the 
water  in  contact  with  it  rises  in  temperature.  So  long  as  any 
portion  of  the  ice  remains  unmelted,  the  water  continues  to  indi- 
cate the  temperature  of  o^,  as  does  also  the  ice.  Again,  a  pound 
of  water  at  loo^  C,  mixed  with  a  pound  of  water  at  o°,  gives  two 
pounds  of  water  at  50°,  which  is  the  mean  temperature ;  but  a 
pound  of  ice  at  0°,  mixed  with  a  pound  of  water  at  100^,  gives 
two  pounds  of  water,  of  which  the  temperature  is  only  lo®'^. 

In  this  case  the  water  bias  lost  89°'5,  whilst  the  ice  has  gained 
only  io°*5 ;  so  that  79°  have  disappeared,  or  have  become  latent. 
Hence,  in  order  to  convert  a  pound  of  ice  at  0°  into  water  at  J  00°, 
heat  sufficient  to  raise  79  lb.  of  water  from  0°  to  1°  C.  is  needed. 
This  heat,  however,  is  not  lost,  for  if  the  progressive  cooling  of 
w^ater  be  observed  in  an  atmosphere  many  degrees  below  the 
freezing-point,  it  will  be  found  that  the  temperature  of  the  liquid 
sinks  regularly  until  it  reaches  0°,  when  it  becomes  stationary, 
and  freezing  begins ;  the  heat  being  supplied  from  that  which  is 
latent  in  the  water.  As  soon  as  the  whole  has  become  solid,  the 
thermometer  again  shows  that  the  temperature  of  the  mass  sinks, 
until  at  length  it  reaches  that  of  the  surrounding  air.  Some 
idea  of  the  quantity  of  heat  that  is  reiquired  to  convert  ice  into 
water,  without  any  apparent  rise  in  temperature,  ipaay  be  formed 
from  the  fact  that  the  simple  conversion  of  a  cube  of  ice  three 
feet  in  the  side  into  water,  also  at  0°,  would  absorb  the  whole 
heat  emitted  during  the  combustion  of  a  bushel  of  coal.  (Faraday.) 
Pouillet  has  calculated  that  the  whole  of  the  heat  of  the  sun's 
rays  which  fall  upon  the  surface  of  the  earth  in  the  course  of 
twelve  months,  would  be  expended  in  melting  a  layer  of  ice  which 
covered  the  entire  surface  of  the  globe  for  a  thickness  of  101*3  *^^* 
(30*89  metres). 

This  large  amount  of  heat  latent  in  water,  which  is  given 
forth  as  it  freezes,  furnishes  a  source  of  heat  of  the  greatest  value 
in  mitigating  the  severity  of  any  sudden  setting-in  of  frost,  as  the 
very  act  of  freezing  moderates  the  effect  of  the  depression  of  tem-' 
perature  on  surrounding  objects,  and  renders  the  transition  from 
heat  to  cold,  and  of  course  the  converse  from  cold  to  heat,  more 
gradual  and  uniform.  Another  very  important  purpose  is  attained 
by  this  gradual  liquefaction  of  ice :  but  for  this  contrivance  the 
ice  that  had  accumulated  during  a  long  winter  would  at  the  first 
breeze  from  the  south  be  instantly  converted  into  water,  and 
sweep  before  it,  not  merely  the  habitations  of  man  and  their 
tenants,  but  trees,  rocks,  and  hills.     Such  fearftJ  catastrophes  do 
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now  and  then  occur,  wlien  a  volcano  like  Etna  pours  forth  a 
stream  of  lava  over  its  snow-dad  sides :  the  flood  that  then  ensues 
is  even  more  destructive  thah.  the  fiery  torrent  itself.  The  latent 
heat  of  water  is  greater  than  that  of  any  other  body,  but  in  all 
cases  of  liquefaction  there  is  a  similar  disappearance  of  heat ;  the 
quantity  which  becomes  latent  varying  with  the  nature  of  the 
substance. 

Person  {Ann.  de  Chimie,  III.  xxi.  333,  and  xxiv.  129  and  265) 
has  determined  the  latent  heat  absorbed  during  the  fusion  of  a 
considerable  number  of  bodies,  and  he  concludes  that  the  latent 
heat  of  fusion  is  obtained  by  multiplying  the  difference  between 
the  specific  heat  of  the  substance  in  its  liquid  and  its  solid 
form  by  a  number  obtained  by  adding  the  number  160^  C.  (an 
experimental  constant  furnished  by  researches  upon  the  latent  heat 
of  water)  to  the  melting-point  ^C.  of  the  substance  in  question.* 


Table  of  Latent  Heat  of  Liquids. 

«C. 

«»F. 

Water  =  I. 

Water    

79-250 

142-65 

I -000 

Sodic  Nitrate        

63975 

"334 

0-794 

Fotassic  Nitrate   

47-371 
38*130 

3I'O0O 

85-26 

0-598 

Zino       

Silver 

5063 
3793 

0-355 
0-365 

Tin 

14-353 

35'65 

0-179 

Cadmiam       

13-580 
13*640 

34-44 

0-171 

Bismnth        

32-75 
16-85 

0-159 
0-II8 

Salphnr 

9368 

Lead      

5-370 

965 

0*067 

Fhoctphorus 

5-340 
3-840 

905 

0063 

Mercury 

5-" 

0-035 

,The  numbers  in  the  second  column  of  the  table  represent  the 
number  of  degrees  of  temperature  that  an  equal  weight  of  water 
would  be  raised  by  the  passage  of  each  of  the  bodies  enumerated^ 
from  the  liquid  to  the  solid  state^  or  they  may  be  taken  as  the 


*  If  2  =:  the  latent  heat,  d  the  difference  of  the  specific  heat  in  the  liquid 
and  in  the  solid  state,  t  the  melting-point  ^C,  the  latent  heat  may  be  calculated 
by  the  formula 

(160  +  Q  d^L 

The  results  obtained  with  the  metals  do  not  accord  with  Person's  theory,  as 
the  difference  of  their  specific  heats  in  the  solid  and  liquid  states  is  very  trifling ; 
but  for  other  bodies  the  result  calculated  corresponds  pretty  closely  with  that 
furnished  by  experiment.  If  Person's  view  be  correct,  a  consequence  which  he 
ingeniously  draws  from  it  is,  that  the  absolute  zero  of  temperature  would  fall  at 
-i6o^C.  (-a56'F.). 
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number  of  pounds  of  water  that  would  be  raised  i^  C.  by  the 
heat  emitted  during  the  congelation  of  one  pound  of  each  of  the 
substances  included  in  the  table :  those  in  the  third  column  indi- 
cate the  degrees  on  Fahrenheit's  scale  to  which  the  same  weight 
of  water  would  be  raised  by  a  similar  experiment. 

(175)  Freeiing-Mixtures. — The  chemist  avails  himself  of  the 
fact  that  heat  disappears  during  liquefaction^  for  the  purpose  of 
procuring  artificial  cold :  the  action  of  freezing-mixtures  depends 
upon  this  principle.  Many  salts  while  undergoing  solution  pro- 
duce a  Tery  considerable  reduction  of  temperature. 

For  example :  100  gnns.  (about  4  ounces)  of  nitre  and  loo  of  sal-ammoniac, 
each  in  fine  powder,  when  mixed  with  200  grms.  of  water,  reduce  the  thermo- 
meter from  50^  to  10^  (10^  to  —  12^  C.)  Equal  parts  of  ammonium  nitrate  and 
water  reduce  the  temperature  from  jo*  to  4®  (10*  to  — 16**  C.)  80,  like- 
wise, equal  parts  of  water,  of  powdered  crystallized  ammonium  nitrate,  and  of 
sodic  carbonate,  also  dystallised  and  in  powder,  effect  a  reduction  from  50°  to  —  7** 
(10^  to  -  22**  C.)  In  like  manner,  the  sduttcm  of  crystallized  sodic  sulphate  in 
commercial  hydrochloric  acid  is  attended  with  a  rapid  reduction  of  temperature : 
this  mixture  is  employed  in  the  common  refrigerators,  5  parts  of  the  acid  bang 
poured  upon  8  parts  of  the  Halt  reduced  to  powder :  tibe  temperature  may  thus 
be  reduced  from  jo**  to  o**  (lo^*  to  -  iS**  C.) 

The  most  convenient  mixture,  however,  when  procurable,  consists  of  2  parts 
of  pounded  iee  (or,  better  still,  of  fresh  snow)  and  i  part  of  common  salt.  A 
steady  temperature  of  -  4°  ( -  20"*  0.)  can  by  its  means  be  obtained  for  many 
hours.  Again,  a  mixture  of  3  parts  of  crystallized  calcic  chloride  and  2  of  snow 
will  produce  a  cold  sufficient  to  freeze  mercury ;  if,  before  making  the  mixture, 
both  the  vessel  in  which  the  experiment  is  to  be  performed  and  the  chloride  be 
cooled  to  32*,  such  a  mixture  will  cause  a  thermometer  when  plunged  into  it  to 
fidlto~5o'(-45"C.). 

Even  during  the  lique&ction  of  a  metallic  alloy  by  mercury,  the  same  fact  is 
observed ;  thus  an  alloy  may  be  formed  by  melting  together  207  parts  of  lead, 
I  i8  parts  of  tin,  and  208  parts  of  bismuth ;  if  this  be  granulated,  %  pouring  it, 
when  melted,  into  water,  it  may  be  dissolved  in  1600  parts  of  mercury,  and  will 
cause  a  thermometer,  if  immersed  in  it,  to  sink  from  6^^^  to  14*  (i  7^  to  — 10**  C). 

It  is  owing  to  this  absorption  of  heat  during  the  liquefaction 
of  solids^  that  not  only  in  the  melting  of  ice^  but  in  the  much 
higher  temperatures  required  for  the  fusion  of  many  of  the  metals, 
the  temperature  remains  stationary  so  long  as  any  portion  of  the 
mass  remains  unmelted  j  the  excess  of  heat  is  transferred  to  the 
unmelted  solid  by  conduction,  and  is  rapidly  absorbed  by  it  during 
its  liquefaction. 

The  fusing-point  of  a  mixture  of  analogous  bodies  is  generally 
considerably  below  that  of  either  of  its  separate  components. 
Alloys,  for  example,  often  have  a  melting-point  much  below  that 
of  any  of  the  metals  which  enter  into  their  formation,  as  is  seen 
in  the  case  of  fusible  metal.  It  has  long  been  practically  known 
to  the  glass-maker  and  the  metallurgist  that  mixtures  of  various 
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silicates  fuse  at  a  temperattire  far  below  that  required  to  melt 
any  of  them  alone.  A  similar  increase  of  fusibility  is  observed 
whenmany  of  the  chlorides  are  mixed  together  before  exposing  them 
to  heat.  A  mixture  of  equivalent  quantities  of  sodic  and  potassic 
carbonate  melts  below  the  fusing-point  of  either  salt  separately, 
and  is  often  used  to  eflTect  the  fusion  of  siliceous  minerals  in 
analysis.  Schaffgotsch  found  that  potassic  acetate  melts  at 
558°  (292°  C),  sodic  acetate  at  606*^  (319*^  C.),  but  a  mixture  of 
the  two  salts  in  equivalent  proportions  fases  at  435°  (224°  C.) 
In  like  manner  potassic  nitrate  melts  at  642®  (339^  C.),  sodic 
nitrate  at  591®  (3T  i^  C),  but  a  mixture  of  the  two  salts  in  equiva- 
lent proportions  liquefies  as  low  as  429°  (221®  C),  or  162®  (90°  C.) 
below  the  melting-point  of  the  most  fusible  of  the  two  salts. 

A  mixture  of  crystallizable  fatty  acids  also  commonly  melts  at 
a  temperature  below  that  of  either  when  separated. 

The  following  table  contains  the  temperatures  at  which  several 
substancesj  metallic  and  non-metallic,  enter  into  fusion : — 

Table  of  Fusing-Poinis, 


Name  of  Substance. 

•0. 

<»F. 

Authority. 

Mercury      

-38-8 

-37*9 

B.  Stewart 

Oil  of  Vitriol       

-35 

—30 

Begnault 

Bromine       

— 125 

9*5 

Pierre 

Ice       

0 

32 

Phosphorus 

44*2 

III-5 

Schrotter 

Potassium 

58 

136 

Regnault 

Yellow  Wax       

02 

143^ 

Person 

Sodium        

103 

2077     . 

Regnault 

Iodine 

107 

2240 

Gay-Lussac 

Sulphur       

T15 

239 

Tin       

2327 
2668 

3io'5 

451 

Bismuth      

Sodic  Nitrate      

512 

591 
619 

Y  Person 

Lead    

3262 

Potassic  Nitrate ...     

339*o 

642 

, 

Zinc 

4117 

1022*8 

773 
1875 
1996 

\ 

Silver - ,.. 

Copper ... 

Gold     

1091*0 

1102*0 

2016 

-  Daniel! 

Cast  Iron    

Wrought  Iron     

(     above 
\     1804 

2786 

above 

3280 

The  melting-point  of  ice  is  perfectly  stationary"*^  at  0°  C. ;  but 

*  Sir  W.  Thomson,  in  confirmation  of  the  results  anticipated  from  a  mathe- 
matical investigation  made  by  his  brother,  and  communicated  to  the  Eoyal 
Society  of  Edinburgh,  January,  1850,  found  experimentally  that  the  freezing, 
point  of  water,  a  liquid  which  expands  at  the  moment  of  congelation,  is  lowered 
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water  which  contains  salts  in  solution  has  a  lower  point  of  con- 
gelation. Sea- water,  for  example,  freezes  at  27°'4  (— 2°'5C.),  the 
salt  separating,  and  pure  water  floating  in  the  form  of  ice ;  whilst 


Fig.  134. 


F 


to  a  minute  but  measurable  extent  by  exposing  the  water  to  pressure.  Some 
preliminary  experiments  showed,  that  for  a  pressure  of  8*i  atmospheres,  the 
point  of  congelation  was  lowered  o°*o583  C. :  by  a  pressure  of  i6'8  atmospheres 
it  was  reduced  o°*i286.  Bunsen,  on  the  other  hand,  found  the  melting-point  of 
paraffin  and  of  spermaceti  to  be  raised  by  increasing  the  pressure.  Spermaceti, 
for  instance,  under  the  atmospheric  pressure,  solidified  at  i  ij^'g  (47***7  C.),  but 
under  a  pressure  of  150  atmospheres  it  solidified  at  I23°*6  (ji°  C.) ;  both  these 
bodies  contract  at  the  moment  of  solidification,  and,  as  had  been  anticipated  by 
Thomson,  the  melting-point  was  raised.  Hopkins  found  this  to  hold  good  for  still 
higher  pressures ;  his  experiments  comprised  not  only  spermaceti,  but  also  wax  and 
stearin.  The  experiments  of  Mousson  {Ann,  de  Chimie,  III.  Ivi.  256)  upon 
this  point  are  very  remarkable.  He  contrived  an  apparatus,  in  which  he  was 
able  to  subject  ice  to  a  pressure  which  he  estimated  at  13,000  atmospheres,  and 
by  which  its  bulk  was  reduced  by  13  hundredths  of  that  which  it  occupied  at 
o**  C.  He  found  that  under  this  enormous  pressure  ice 
frozen  at  0°  C.  remelted,  and  continued  liquid  at  —4^ 
(—  20**  C).  This  apparatus  consisted  of  a  steel  bar,  a, 
fig.  134,  in  the  axis  of  which  a  cylindrical  cavity,  B, 
was  drilled.  This  cavity  was  closed  below  by  a  conical 
,  copper  plug,  J\  which  was  kept  in  its  place  by  the 
screw,  G.  Above,  the  cavity  was  made  slightly  conical, 
and  to  it  was  fitted  the  copper  core,  e,  upon  which  the 
steel  piston,  d,  rested,  and  could  be  pressed  down  with 
enormous  force  by  means  of  the  screw,  E,  worked  by 
a  lever  attached  to  the  screw,  f.  In  making  the  ex- 
periment, the  apparatus  was  closed  at  top;  it  was 
then  inverted,  and  a  loose  copper  rod,  d,  was  intro- 
duced, after  which  it  was  filled  up  to  c  with  water, 
and  subjected  to  a  low  temperature.  As  soon  as  the 
water  was  completely  frozen,  the  plug  f  was  intro- 
duced, and  the'  apparatus  securely  closed.  It  was  then 
restored  to  its  usual  position,  and  immersed  in  a 
freezing-mixture  at  —  20°  C.  After  allowing  it  to 
acquire  this  low  temperature,  the  greatest  degree  of 
compression  which  could  be  applied  was  brought  to 
bear  upon  the  ice  within.  This  ice  was  thus  liquefied, 
and  the  copper  rod,  d,  was  found  to  have  fallen  to  the 
bottom  of  the  water,  which  immediately  solidified 
again  on  relaxing  the  pressure. 

H.  C.  Sorby  (Proceed,  Royal  Soc,  vol.  xii.  April 
30th,  1863)  has  made  some  interesting  observations 
upon  the  influence  of  pressure  upon  the  solubility  of 
salts,  in  which  he  has  obtained  results  analogous  to  these 
upon  the  freezing-points  of  liquids.  He  finds  in  cases 
where,  as  is  usual,  the  volume  of  the  water  and  of  a 
salt  after  solution  is  less  than  the  volume  of  the  water 
and  the  salt  separately,  that  the  solubility  is  increased^ 
by  pressure ;  but  that  in  cases  where,  as  when  sal- 
ammoniac  is  dissolved  in  water,  the  bulk  of  the  solu- 
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water  which    is    saturated  with    sea-salt    sinks  as  low   as  — 4^ 
(  —  20°  C.)  before  freezing.* 

Riidorff  {Poffff,  AnnaL  cxiv.  63)  finds  that  in  saline  solutions 
generally,  the  freezing-point  is  below  that  of  pure  water,  but  the 
degree  to  which  it  is  lowered  varies  with  the  nature  of  the  salt 
employed.  Almost  the  only  salts  which  are  well  adapted  to  tbis 
inquiry  are  the  chlorides  and  nitrates  of  the  metals  of  the  alkalies 
and  alkaline  earths,  as  few  other  salts  possess  the  requisite  solu- 
bility at  low  temperatures.  In  the  case  of  salts  which  furnish 
anhydrous  crystals,  so  far  as  can  be  judged  from  the  limited 
number  of  salts  submitted  to  experiment,  the  depression  of  tem- 
perature is  directly  proportional  to  the  quantity  of  salt  present  in 
the  liquid.  For  example,  successive  additions  of  i  per  cent,  of 
each  of  the  following  salts  produce  a  successive  reduction  of  the 
freezing-point  to  the  following  extent : — 


tion  18  greater  than  that  of  the  water  and  the  salt  taken  separately,  the  sola- 
bility  is  lessened  hy  a  small  but  measurable  amount.  For  sal-ammoniac  this 
diminution  for  a  pressure  of  100  atmospheres  is  equal  to  0*637  P^^  ^^^'  ^^  ^he 
quantity  of  the  salt  in  solution.  Sorby  calculates  that  the  force  with  which  this 
salt  tends  to  dissolve  in  a  solution  containing  i  per  cent,  less  than  would  be 
dissolved  without  pressure  is  such,  that  any  unit  of  salt  would  in  dissolving  give 
rise  to  a  mechanical  force  equal  to  that  required  to  raise  iji  times  its  own  weight 
to  the  height  of  one  metre. 

On  the  contraiy,  salts  which  expand  in  crystallizing  from  solution  must, 
under  pressure,  overcome  mechanical  resistance  in  that  change,  and  as  this 
resistance  is  opposed  to  the  force  of  crystallization,  the  salt  is  rendered  more 
soluble.  The  extent  of  the  influence  of  pressure,  and  the -mechanical  value  of 
the  force  of  crystalline  polarity,  vary  in  different  salts.  For  instance,  a  pressure 
of  100  atmospheres  would  increase  the  solubility  of  crystallized  cupric  sulphate 
as  much  as  3*183  per  cent.,  whereas  it  would  increase  the  solubility  of  sodic 
chloride  to  the  extent  of  only  0*419  per  cent.  The  force  with  which  this  latter 
salt  tends  to  crystallize  from  a  solution  containing  i  per  cent,  more  than  would 
be  dissolved  without  pressure  is  such,  that  any  unit  of  salt  in  dissolving  would  ' 
give  rise  to  a  mechanical  force  sufficient  to  raise  157  times  its  own  weight  to  the 
height  of  one  metre;  whereas,  in  the  case  of  cupric  sulphate,  this  force  is  only 
sufficient  to  raise  7  times  its  own  weight  to  the  same  height.  Of  course,  if  the 
solutions  were  still  more  supersaturated,  the  force  of  crystallization  would  be 
greater,  and  vice  versA, 

*  Mr.  Walker,  who  aeoompanied  Sir  F.  M'Clintock  in  the  Fox,  made 
numerous  observations  on  the  freezing  of  sea-water  in  the  Arctic  regions.  He 
found  that  when  the  temperature  fell  below  --  2**  C,  ice  began  to  form,  at  first 
as  a  thin  pellicle,  which  gradually  acquired  a  vertically  striated  appearance  as  it 
increased  in  thickness,  plumose  saline  crystals  separating  upon  the  surface  of  the 
ice.  Although  he  observed  the  formation  of  ice  from  sea-water  at  all  tempera- 
tures between  —2**  and  —41**  C,  he  never  from  this  source  could  obtain  ice 
which  on  melting  furnished  fresh  water.  The  purest  ice  was  that  formed  at  the 
lowest  temperature,  but  even  that  when  melted  furnished  water  of  sp.  gr.  1*005. 
He  re-melted  the  ice  from  sea-water,  and  froze  it  again^  repeating  the  operation 
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KameofSolfc. 

«P. 

«c. 

Sal-ammoniac     

i-o8o 

o'653 

Sodie  chloride     

o-6oo 

Potassic  chloride 

0797 

0*443 

Ammonium  Nitrate   ... 

o*6oi 

0-384 

Sodic  Nitrate       

0  666 

0-370 

Potassic  Carbonate     . . . 

0*570 

0317 

Calcic  Nitrate     

0408 
0-480 

0-377 

Potassic  Nitrate 

0-267 

It  would  appear  that  salts  which  crystallize  with  water  cause 
a  depression  in  proportion  to  the  amount  of  hydrated  salt  dis- 
solved. Calcic  chloride  occasions  a  depression  of  the  freezing- 
point  of  0^-405  ip^' 22^  C.)  for  each  addition  of  i  per  cent,  of  the 
salt  CaCljj,  6  HgO ;  baric  chloride  a  depression  of  0^-345  (0^-192  C.) 
for  each  addition  of  J  per  cent,  of  the  compound  BaClg,  6  H^O. 
Sodic  chloride  crystallizes  below  14°  P.  (— 10°  C.)  with  2  HgO; 
but  these  crystals  are  rapidly  dehydrated  as  soon  as  the  tempera- 
ture rises  above  that  point :  it  is  remarkable  that,  for  all  tem- 
peratures above  —10°  C,  the  depression  of  the  freezing-point  is 
proportional  to  the  quantity  of  anhydrous  salt  in  the  solution, 
but  below  — 10°  it  is  proportionate  to  the  addition  of  the  hydrated 
salt  NaCl,  2,  H^O,  the  depression  being  equal  to  o°*6i4  P.  (0^-34^ 
C.)  for  every  addition  of  i  per  cent,  of  this  hydrate  to  the  solution. 

In  the  process  of  freezing  as  it  usually  occurs  in  nature,  the  act 
of  solidification  goes  on,  not  continuously,  but  in  successive  layers, 
and  in  the  intervals  between  these  layers  is  a  stratum  of  ice  slightly 
more  fusible  than  the  mass  either  above  or  below.  This  is  beau- 
tifully seen  by  placing  a  block  of  homogeneous  transparent  ice, 
such  as  that  from  the  Wenham  Lake,  in  the  sun^s  rays  after  con- 
centrating them  by  a  large  convex  lens.  Immediately  that  this  is 
done,  the  interior  of  the  mass  becomes  filled  with  little  flower- 
shaped  figures,  each  flower  having  six  petals,  evidently  composed 
of  water,  while  in  the  centre  is  a  spot  which  shines  with  metallic 
brilliancy,  and  which  looks  like  an  air-bubble,  but  is  really  a  space 
filled  only  with  aqueous  vapour,  and  produced  in  consequence  of 
the  circumstance  that  water  occupies  a  smaller  bulk  than  the  ice 
which  furnished  it.  These  little  flowers  occur  in  horizontal  planes 
parallel  to  the  surface  of  congelation.* — (Tyndall,  Phil.  Trans, 

several  times  upon  the  same  portion  of  water,  but  never  by  this  means  succeeded 
in  obtaining  water  of  less  density  than  T-oo2. 

*  In  certain  exceptional  cases  this  parallelism  is  disturbed.  Probably  this 
18  due  to  the  breaking-np  of  the  original  floe,  and  consolidation  of  its  fragments 
irregularly,  by  subsec^uent  regelation. 
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1858,  22,0.)  Faraday  has  suggested  what  seems  to  be  a  very  pro- 
bable explanation  of  these  successive  planes  of  freezing,  viz.,  the 
separation  of  saline  particles,  fix)m  each  layer  of  water  as  it  is 
frozen  (71),  so  that  the  salts  accumtdate  below  the  stratum  first 
frozen,  and  form  a  very  dilute  saline  solution,  the  freezing-point  o£ 
which  is  a  fraction  of  a  degree  below  that  of  pure  water ;  this  thin 
stratum  when  frozen  fiimishes  a  layer  of  ice  more  fusible  than  the 
rest ;  a  fresh  layer  freezes  beneath,  gradually  excluding  its  saline 
particles,  which  again  accumulate  below,  forming  a  fresh  more 
fusible  layer,  and  so  on  successively. 

(176)  Regelation  of  Ice, — It  was  remarked  a  few  years  ago  by- 
Faraday,  that  when  two  pieces  of  ice  at  0°  C,  with  moistened 
surfaces,  are  placed  in  contact,  they  freeze  together,  and  manifest 
the  phenomenon  thence  designated  as  the  regelation  of  ice;  whereas, 
if  the  surfaces  be  dry,  they  do  not  cohere.  It  is  owing  to  this  cir- 
cumstance that  during  a  thaw  the  particles  of  snow  cohere  firmly 
into  a  solid  lump,  whilst  during  a  frost  there  is  difficulty  in  forming 
the  dry  particles  into  a  compact  mass.  This  regelation  of  ice  will 
occur  when  the  surfaces  of  the  blocks  are  in  contact,  even  though 
the  external  air  may  be  at  a  temperature  of  25°  or  30°  C,  or  even 
when  the  ice  is  immersed  in  water  at  this  temperature.  Certain 
solids,  as  flannel,  hair,  or  cotton,  will  freeze  to  ice  even  in  a  warm 
atmosphere,  though  others,  such  as  saline  substances,  gold  leaf, 
and  the  metals,  will  not  thus  freeze  to  it.  Tyndall  has  followed 
up  these  observations,  and  made  some  interesting  experiments  and 
deductions  from  them.  He  took  a  sphere  of  transparent  ice,  and 
placed  it  in  a  warm  room  under  a  small  hydraulic  press  between  two 
pieces  of  boxwood  hollowed  out  so  as  to  form  a  flattened  lenticular 
cavity.  The  ice  broke,  but,  on  continuing  the  pressure,  it  froze 
again,  and  in  less  than  a  minute  was  converted  into  a  flattened, 
transparent,  lenticular  mass.  This  mass  was  in  turn  placed  in  a 
shallow  cylindrical  cavity  of  boxwood  and  again  submitted  to 
pressure,  again  it  was  crushed  and  became  reduced  to  the  form  of 
a  flat  transparent  cake ;  and  this  again  was  placed  in  a  hemisphe- 
rical cavity  in  the  wood  and  subjected  to  the  pressure  of  a  hemi- 
spherical plug  which  fitted  the  cavity;  a  third  time  it  was 
crushed,  and  after  a  few  seconds  it  froze  again  into  a  transparent 
cup  of  ice.*     Tyndall  considers  that  upon  the  theory  that  heat  is 


*  These  observations  have  been  ingeniously  applied  by  Tyndall  to  account 
for  the  motion  of  glaciers.  These  frozen  rivers  of  ice,  in  descending  from  the 
mountain  sides,  constantly  have  to  force  their  way  through  contracted  gorges 
in  the  rock,  and  gradually  flow  onwards,  melting  away  at  their  base,  whilst 
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the  result  of  vibratory  motion^  the  liquefaction  of  ice,  when  per- 
fectly homogeneous,  must  necessarily  take  place  more  easily  upon 
the  surface  than  within  the  mass ;  and  conversely  the  freezing  of 
a  thin  layer  of  water  between  two  masses  of  ice  should  occur 
more  readily  than  upon  the  surface  of  a  single  mass^  and  hence 
he  attempts  to  account  for  regelation.  The  explanation  appears, 
however,  to  be  insufficient ;  since,  if  true  for  ice,  it  should  hold 
good  for  all  substances  solidifying  after  fusion,  when  two  portions 
of  the  solid  are  brought  into  contact  beneath  the  still  liquid  mass ; 
and  it  oflRers  no  explanation  of  the  freezing  of  ice  to  flannel,  which 
apparently  is  due  to  the  same  cause  as  the  freezing  of  ice  to  ice. 
It  has  been  supposed  that  the  masses  of  ice  are  colder  within  than 
at  the  sur&ce,  and  hence  that  regelation  is  the  result  of  the  ab- 
sorption of  heat  by  the  internal  portions.  Tyndall  has,  however, 
proved  conclusively  that  this  hypothesis  is  at  variance  with  facts, 
and  is  indeed  impossible  from  the  conducting  nature  of  ice  itself. 
The  ingenious  theory  of  James  Thomson,  that  regelation  is  due  to 
the  lowering  of  the  freezing-point  by  the  mutual  pressure  of  two 
masses  of  ice,  and  that  the  absorption  of  heat  due  to  this  liquefac- 
tion freezes  the  contiguous  layer  of  water,  is  also  quite  inadequate 
to  account  for  the  effect,  even  if  pressure  were  a  necessary  element 
in  effecting  regelation,  which  Faraday  and  others  have  shown  it 
is  not.  At  present  therefore  the  phenomenon  needs  further 
elucidation. 

(177)  Evolution  of  Heat  during  Solidification. — ^When  liquids 
return  to  the  soUd  form,  their  latent  heat,  or  heat  of  fluidity,  as  it 
is  sometimes  called,  is  again  given  out.     Water,  if  undisturbed. 


fresh  portions  of  ice  are  forced  downwards  from  the  upper  regions  of  the 
mountain  by  the  weight  of  the  superincumbent  ice.  It  was  ascertained  by 
Prof.  J.  D.  Forbes,  in  a  series  of  beautiful  observations,  that  during  the  descent 
of  the  glacier  through  its  channel,  the  central  portions  of  the  mass  move  more 
quickly  than  the  portions  on  its  sides :  and  he  likened  the  flow  to  the  descent  of 
a  viscous  liquid,  and  propounded  what  has  been  known  as  the  viscous  theory  of 
glacier  motion.  Viscosity,  however,  is  not  a  property  which  is  exhibited  by 
ice;  and  Tyndall  has  shown  that  all  the  phenomena  of  glacier  motion  are 
accurately  accounted  for  by  this  process  of  crushing,  and  subsequent  regelation 
into  solid  transparent  ice.  Graham  has  since  suggested  that  ice  may  exist  in 
two  conditions — the  crystalline,  which  is  brittle,  and  the  vitreous  or  colloid,  in 
which  it  possesses  a  certain  viscosity.  (Phil.  Traits.  1861,  222.)  This 
view,  however,  as  yet  remains  unsupported  by  direct  experiments.  Ice  just  at 
the  freezing-point  is,  however,  less  hard  than  when  it  .is  reduced  to  a  lower 
temperature  j  and  the  experiments  of  Person  (Ann.  de  Chimie,  III.  xxx.  74) 
show  a  continued  extrication  of  latent  heat  by  ice  as  it  is  cooled  a  few  degrees 
below  0°  C,  which  is  probably  connected  with  a  molecular  change  subsequent  to 
the  first  freezing. 
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may  be  cooled  down  in  a  narrow  tube  even  io°  C.  below  the  freez- 
ing point  without  congealing ;  but  the  least  agitation  causes  a  por- 
tion to  solidify  suddenly^  and  the  latent  heat  emitted  at  the 
moment  by  the  portion  which  freezes  raises  the  temperature  of 
the  whole  mass  to  oP  C.     According  to  Dufour,  this  cooling  of 
water  below  its  freezing-point  is  easily  effected  by  suspending  the 
water  in  the  midst  of  a  liquid  of  the  same  density  as  itself^  such 
as  a  mixture  of  chloroform  and  oil  of  almonds  in  suitable  propor- 
tions^ and  exposing  them  to  the  cold  of  a  freezing-mixture :  contact 
with  a  fragment  of  ice  causes  the  instant  solidification  of  the 
water^  though  agitation^  or  stirring  with  a  metallic  rod^  does  not 
always  do  so.     In  like  manner^  sulphur^  or  phosphorus^  if  sus- 
pended in  solution  of  zincic  chloride,  remains  liquid  many  degrees 
below  its  point  of  soUdifieation  until  touched  with  a  fragment  of 
its  own  substance.     Acetic  or  sulphuric  acid,  as  well  as  many 
other  substances,  admits,  like  water,  of  being  cooled  down  several 
degrees  below  its  point  of  solidification;  but  if  agitated,  or  if 
touched  with  a  portion  of  its  own  substance  in  the  solid  form,  it 
immediately  solidifies  with  evolution  of  heat. 

A  similar  extrication  of  heat  occurs  when  a  supersaturated 
solution  of  sodic  sidphate  (73)  is  made  to  crystallize  suddenly  by 
agitation,  the  mass  becoming  sensibly  warm  to  the  hand.  The 
solidification  of  metallic  bodies  is  attended  with  a  like  evolution 
of  heat. 

(178)  Disappearance  of  Heat  during  the  Formation  of  Vapour. 
— In  the  change  from  the  liquid  to  the  gaseous  state,  the  disappear- 
ance of  heat  is  found  to  occur  to  an  extent  still  greater  than  in 
the  liquefaction  of  a  solid.  A  vessel  containing  water,  such  as  the 
boiler  of  a  common  still,  if  placed  over  a  source  of  heat  which  is 
tolerably  uniform  in  temperature,  receives  in  equal  times  nearly 
equal  accessions  of  heat ;  the  water  at  first  rises  steadily  in  tem- 
perature, but  at  length  it  boils,  and  the  thermometer  becomes  sta- 
tionary :  no  matter  how  much  the  heat  be  urged,  provided  that 
the  steam  be  allowed  to  escape  freely,  the  temperature  of  the 
boiling  liquid  cannot  be  raised  bayond  a  certain  point.  If  the 
vapour  be  made  to  pass  through  tjie  worm  of  the  still,  which  is 
cooled  by  immersion  in  water,  the  steam  will  transfer  part  of  its 
heat  to  the  water  in  the  condenser,  which  rises  rapidly  in  tempe- 
rature, whilst  the  vapour  returns  to  the  liquid  form;  but  the 
quantity  of  water  that  is  raised  in  the  worm-tub  to  nearly  ico*^  C. 
is  very  much  greater  than  the  quantity  that  is  condensed  into  the 
form  of  liquid  in  the  receiver  of  the  still. 

The  large  amount  of  latent  heat  contained  in  steam,  renders 
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it  possible  to  use  steam  as  a  eonyenient  and  economical  mode  of 
warming  buildings  and  apparatus  which  do  not  require  to  be 
raised  to  a  temperature  beyond  that  of  boiling  water.  In  practice 
it  is  found  convenient  in  warming  a  building  which  is  used  for 
domestic  purposes^  to  allow  one  square  foot  of  radiating  surface  in 
the  steam-pipe  for  every  aoo  cubic  feet  of  space  to  be  heated. 
This  estimate,  however,  is  liable  to  modification,  because  the 
greater  the  extent  of  radiating  and  conducting  surface  exposed  by 
the  windows  in  proportion  to  the  cubic  contents  of  the  apartment 
may  be,  the  more  rapid  is  the  loss  of  heat. 

The  maintenance  of  a  steady  temperature  which  cannot  rise  above  loo^  C, 
is  often  required  in  the  laboratory  in  the  prosecution  of  various  inquiries,  espe- 
cially in  such  as  relate  to  organic  chemistry,  and  for  this  purpose  a  small  steam- 
bath,  such  as  is  represented  at  i,  fig.  135,  is  extremely  useful;  it  may  also  be  em- 
ployed to  assist  in  effecting  the  filtration  of  hot  liquids,  where  it  is  important  to 
maintain  their  high  temperature.  In  drying  organic  substances,  a  kind  of 
double  oven,  or  hot  closet,  made  of  copper,  as  exhibited  at  2,  is  a  convenient  mode 
of  applying  heat;  the  interval  between  the  internal  and  external  plates  of 
copper  is  filled  with  water  which  is  heated  by  the  gas-flame  below ;  if  a  higher 
temperature  than  this  be  required,  the  interval  may  be  filled  with  oil ;  the  tempe- 
rature in  the  latter  case  may  be  regulated  by  a  thermometer,  introduced  at  a ; 
at  6  is  a  tube  for  the  escape  of  vapour ;  this  tube  communicates  with  the  drying 
diamber. 

Fio.  135. 


(179)  Ebullition, — The  gradual  absorption  of  heat  in  the  pas- 
sage from  the  liqtdd  to  the  gaseous  state  is  not  less  essential  to  the 
comfort,  and  even  to  the  existence  of  man,  than  the  corresponding 
absorption  in  the  passage  from  the  solid  to  the  liquid  condition. 
Were  it  otherwise,  every  attempt  to  boil  a  saucepan  or  a  flask  of 
water  or  other  liquid,  would  be  attended  with  explosion,  from  the 
sudden  formation  of  vapour,  the  moment  that  the  boiling-point 
was  attained. 

By  the  term  ebulUtion,  or  boiling,  is  meant  the  formation,  in 
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any  liquid^  of  bubbles  of  vapour  of  an  elasticity  equal  to  that  of 
tbe  superincumbent  atmosphere  at  the  time. 

Although  the  boiling-point  of  each  liquid,  ceteris  paribus,  is 
always  fixed,  yet  different  liquids  vary  quite  as  much  in  the  tem- 
perature at  which  this  change  occurs,  as  solids  do  in  their  points 
of  liquefaction.     This  is  shown  by  a  glance  at  the  following  table. 


Table  of  Boilinff-Points  and  Specific  Gravities  of  Liquids. 

BoiUng  Ft. 

BoiUoffPt. 

Bp.  Gr. 

Authoritf. 

Sulphurous  Anhj^dride 

-8-0 

I7-6* 

i-49"t 

Pierre 

Ethyl  Chloride        ...     

Methyl  Bromide     

II'O 

6»*9 

0-9214 

» 

130 

1-6644 

fi 

Aldehyd 

20-8 

69-4 

08009 

Kopp 

Methyl  Formiate    

33'4 

92-1 

0-9984 

tt 

Ether       

34*9 

94*8 

0*7305 

» 

Ethyl  Bromide 

Methyl  Iodide 

41-0 

105-3 

1*4733 

Pierre 

44'i 

111-4 

2*1992 

w 

Carbonic  Disulphide      

480 

1 18-5 

1*2931 

*> 

Formic  Ether 

631 

1277 

0-9357 

tf 

Acetone 

56-3 

133*3 

0-8144 

Kopp 

Methyl  Acetate       

563 

133*3 

0-9562 

tf 

Silicic  Chloride       

590 
63-0 

138-2 

1*5337 

Pierre 

Bromine 

145*4 

3-1872 

tf 

Wood  Spirit    

65-5 

149-9 

0-8179 

Kopp 

Ethyl  Iodide 

702 

158-5 

1*9755 

Pierre 

Acetic  Ether 

Alcohol    

?fi 

164-9 
173*1 

0-8151 

t9 

Trichloride  of  Phosphorus     , . . 

^i 

173*4 

1-6162 

99 

Benzol     

1768 
184*7 

0-8991 
1*2803 

Kopp 

Dutch  Liquid 

84-8 

Pierre 

Methyl  Butyrate    

95*9 

204-6 

0-9209 

Kopp 

Water      

lOO-Q 

212-0 

1*0000 

tt 

Formic  Acid    

Jto5-3 

221-5 

I  0267 J 

91 

Butyric  Ether 

114-8 

238-8 

0-9041 

ti 

Stannic  Chloride     ...     * 

115-6 
1 10-2 

240*2 

2-2671 

Pierre 

Methyl  Valerate     

241-1 

09015 

Kopp 

Acetic  Acid     

1 1 73 

243*1 

i-o6i9§ 

it 

FouselOil        

132-1 

269-8 

0-8271 

Pierre 

Ethylene  Dibromide       

132-7 

2709 

2-1629II 

»f 

Arsenious  Chloride 

133*9 

273-0 
2766 

2-2050 

9t 

Titanic  Chloride     

^359 

^:a 

It 

Silicic  Bromide       

i63'3 

308-0 

tt 

Butyric  Acid 

1570 
i6o-2 

314*^5 

0-9886 

Kopp 

Sulphurous  Ether 

320-4 

I- 1063 

Pieree 

Phosphorous  Bromide    

Sulphuric  Acid        

1753 
337*8 

347*5 
640-0 

29249 

)) 

1-8540 

Marignac 

Mercury 

3500 

662-0 

13*5960 

Kegnault 

which  contains  the  boiling-points  of  a  number  of  liquids^  recently 


*  I3°*i  P.  Bunsen. 

§At  62°*6. 


tAt-4^  t  At  56*'*6. 

II  At  69^-4. 
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Fig.  136. 


determined  with .  very  great  care,  reduced  to  the  atmospheric 
pressure  of  760"°*-  of  mercury :  the  specific  gravities  of  the 
liquids  at  0°  C.  are  also  given. 

The  process  of  ebullition  may  be  beautifully  shown  in  a  com- 
mon glass  flask,  heated  from  below.  At  first,  bubbles  of  vapour 
are  formed  at  the  bottom  of  the  vessel;  these  bubbles  are  con- 
densed and  disappear  with  a  peculiar  vibratory  sound  before  they 
reach  the  surface ;  at  length  the  temperature  of  the  whole  mass 
of  liquid  becomes  nearly  uniform,  and  the  bubbles  of  steam  as 
they  are  formed  rise  to  the  surface  and  break,  emitting  a  perfectly 
transparent,  invisible  vapour,  which  does  not  become  condensed 
into  the  cloudy  form  commonly  but  erroneously  designated  as 
steam,  until  its  temperature  has  been  sufficiently  reduced  by  the 
external  air  to  bring  it  back  to  the  liquid  form  in  exceedingly 
minute  globules. 

The  temperature  at  which  any  given  liquid  boils,  although 
perfectly  fixed  under  certain  conditions,  is  nevertheless  influenced 
by  several  circumstances,  such  as — i,  the  nature  of  the  vessel  in 
which  it  is  boiled ;  2,  the  presence  of 
matters  in  solution  in  the  liquid ;  and 
3,  and  most  important  of  all^  the  va- 
riation of  the  pressure  of  the  atmo- 
sphere upon  its  surface. 

The  boiling-point  of  a  liquid  con- 
stitutes one  of  its  most  important 
physical  characters,  and  is  often  the 
surest  guarantee  of  its  fireedom  from 
admixture  with  other  bodies.  The 
use  of  a  simple  expedient  enables  the 
boiling-point  of  a  valuable  liquid  to 
be  determined  without  loss,  upon 
smaUquantitiesof  the  substance  under 
trial.  In  fig.  136,  p  is  a  small  flask 
which  contains  the  liquid,  /  the  ther- 
mometer passing  through  the  cork  c, 
and  enclosed  in  a  long  tube  e,  which 
fits  into  a  cork  adjusted  to  the  neck  of 
the  flask  p;  i  is  an  outer  tube  to 
prevent  the  premature  condensation 

of  the  vapour,  d  a  lateral  tube  for  carrying  off  any  part  of  the 
liquid  which  may  distil  over :  by  this  arrangement  the  bulb  and 
the  whole  stem  of  the  thermometer  is  immersed  in  the  vapour 
of  the  boiling  liquid,  and  an  accurate  observation  may  be  made 
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ynth  little  diflSculty,  dne  attention  being  paid  in  all  cases  to  the 
barometric  pressure  at  the  time. 

(180)  I.  Influence  of  AdfieHon  on  the  Boilinff -Point, — Adhe- 
ftion  of  the  liquid  to  the  surface  of  the  vessel  which  contains  it  has 
a  marked  effect  in  raising  the  boiling-point.  In  consequence  of 
this  action,  water  sometimes  boils  at  loi^C.  in  a  glass  yessel^  but 
the  temperature  falls  to  100^^  and  continues  to  boil  steadily  at  this 
pointy  if  a  pinch  of  metallic  filings  be  dropped  in.  If  the  interior 
of  the  vessel  be  varnished  with  shell-lac,  the  boiling  will  often  not 
occur  till  a  temperature  of  105°  C.  is  reached,  and  then  will  take 
place  in  bursts,  the  temperature  falling  to  100®  at  each  gust  of 
vapour.  So  again  the  presence  of  a  little  oil  elevates  the  boiling- 
point  of  water  2°  or  3®  C.  The  experiments  of  Donny  have 
thrown  light  upon  some  of  the  causes  by  which  ebullition  is 
facilitated.  He  has  found  that  the  presence  of  air  in  solution 
singularly  assists  the  evolution  of  vapour.  Prom  the  increased 
elasticity  which  the  dissolved  air  acquires  by  the  addition  of  heat, 
minute  bubbles  are  thrown  off  in  the  interior  of  the  liquid,  espe- 
cially where  it  is  in  contact  with  a  rough  surface ;  and  into  these 
bubbles  th6  steam  dilates  and  rises.  By  long  boiling  of  the  water, 
the  air  becomes  nearly  all  expelled ;  in  such  a  case  the  tempera- 
ture has  been  observed  to  rise  even  as  high  as  360°  (182°  C.)  in  an 
open  glass  vessel,  which  was  then  shattered  with  a  loud  report,  by  a 
sudden  explosive  burst  of  vapour.  In  such  circumstances  the  force 
of  cohesion  retains  the  particles  of  the  liquid  throughout  the  mass 
in  contact  with  each  other,  in  a  species  of  tottering  equilibrium ; 
and  when  this  equilibrium  is  overturned  at  any  one  point^  the  re- 
pulsive power  of  the  excess  of  heat  stored  up  in  the  mass,  sud- 
denly exerts  itself,  and  the  restdt  is  an  explosion  with  the  instan- 
taneous dispersion  of  the  liquid.  Tbe  difficulty  of  expelUng  air 
completely,  even  from  a  small  bulk  of  water,  can  be  adequately 
conceived  by  those  only  who  have  attempted  it;  ebullition  in 
vactM  for  a  very  considerable  period  is  not  sufficient  to  effect  it. 
In  the  slow  freezing  of  water  the  air  previously  held  in  solution 
is  perfectly  expelled.  In  consequence  of  this  absence  of  air,  if  a 
lump  of  ice  free  from  air-bubbles  be  immersed  in  heated  oil,  so  as 
to  melt  it  without  allowing  it  to  come  into  contact  with  air, 
the  temperature  of  the  water  may  be  raised  many  degrees  above 
its  boiling-point,  and  it  wiU  then  be  suddenly  converted  into 
steam  with  explosive  force.  Dufour  finds  that  many  liquids  may 
be  heated  far  beyond  their  normal  boiling-point,  by  suspending 
them  in  the  midst  of  a  liquid  of  equal  density,  but  which  can  be 
heated  sufficiently  without  itself  beginning  to  boil.     If  the  globule 
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of  suspended  and  superheated  liquid  be  touched  with  any  solid 
body,  it  barsts  into  vapour  with  explosive  violence. 

Where  the  latent  heat  of  the  vapour  is  low,  and  the  liquid  has 
comparatively  Uttle  adhesion  to  air,  as  is  the  case  with  alcohol, 
or  ether,  or  sulphuric  acid,  frequent  bumping  or  irregular  boiling 
occurs,  endangering  the  vessel  and  its  contents. 

(i8i)  2,  Influence  of  the  Solution  of  Solids  in  a  Liquid,  on  its 
Boiling^ Point.— Any  force  that  acts  in  opposition  to  the  repulsive 
energy  of  heat  produces  a  corresponding  rise  in  the  boiUng-point ; 
so  that  the  solution  of  a  salt  in  water,  by  the  influence  of  adhesion, 
always  devates  the  point  of  ebullition,  and  the  more  so  the  larger 
the  quantity  of  salt  added.  Indeed,  it  has  been  supposed  that  the 
quantity  of  salt  required  to  produce  a  certain  rise  of  temperature 
might  be  employed  as  a  measure  of  the  amount  of  adhesion 
between  the  liquid  and  the  salt  in  solution.  Legrand  {Ann.  de 
Chimie,  II.  Ux.  423)  has  published  a  series  ot  careful  experiments 
upon  seventeen  different  salts,  and  the  results  which  he  has  ob-* 
tained  possess  considerable  interest. 

It  might  be  supposed,  since  the  elasticity  of  vapour  increases 
with  the  temperature,  that  the  addition  of  a  larger  quantity  of 
salt  would  be  required  to  raise  the  boiling-point  from  101°  to  102*^ 
than  from  100®  to  101°  C.  In  only  three  cases,  however,  was  this 
effect  produced ;  these  three  salts  stand  first  in  the  following  table. 


Influence  of  Salts 

in  Solution 

on  the  Boiling-Point  of  Water. 

to  raise  the  boiUng-point  of 

BoiUng-point  of  a 
gatorated  solution. 

Quantity  of 

xoo  parts  of  liquid 

salt  in  100 

Name  of  the  Salt. 

* s 

parts  of  water 

iasatonvted 

solution. 

Fromaia^to 

ai3<»-8  F. 

to  ai5°-6  P. 

°C. 

°p. 

(ioo°toioi°C.) 

(toi<»toioa*C.) 

(  Sodic  Nitrate    

9*3 

9'4 

I30*7 

249'5 

224-8 

<  Ammonium  Nitrate., 

lO'O 

lo'S 

unlimited 

(  Potassic  Nitrate 

12*2 

14-2 

"57 

240 

3351      ' 

Potassic  Chlorate      .. 

14-6 

14-6 

104*0 

219*2 

6r5 

/  Sodic  Chloride 

77 

1:; 

1082 

227 

412     , 

Potaasic  Chloride     .. 

90 

1080 

226-4 

59*4 

Sodic  Carbonate 

144 

12-3 

104*6 

220 

48-5     . 

■I  Sodic  Acetate    

9'9 

7-7 

1245 

256 

209*0 

Baric  Chloride 

ig'6 

13*9 

I04'2 

220 

60-1 

Hydrodisodic    Phos- ) 

\     phate     J 

/  Sal- Ammoniac 

31*0 

198 

106-6 

224 

112-6 

7-8 

61 

114-2 

3376 

889 

Calcic  Chloride 

io*o 

6-5 

1794 

fS 

3250 

Potassic  Acetate 

105 

95 

1690 

798-2 

■I  Potassic  Carbonate  .. 

130 

9*5 

1347 

275 

205-0 

Calcic  Nitrate 

150 

103 

151-0 

304 

363-2 

Strontic  Chloride 

167 

8-5 

ii8-o 

244 

117*5 

\  Potassic  Tartrate     .. 

36-9 

303 

114-4 

238 

2962 
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In  six  instances  the  eflFect  produced  was  exactly  the  reverse ;  whilst 
in  the  seven  instances  which  stand  lowest  in  the  table,  the  suc- 
cessive quantities  of  salt  which  it  was  requisite  to  add  in  order  to 
produce  a  successive  rise  in  the  boiling-point  of  i°  decreased  up 
to  a  certain  point,  and  beyond  this  steadily  increased.  The  salts 
employed  were  all  used  in  the  anhydrous  state,  that  is  to  say,  they 
were  dried  so  as  to  be  entirely  deprived  of  their  water  of  crystal- 
lization before  being  dissolved. 

Notwithstanding  their  high  boiling-point,  the  vapour  which 
rises  from  such  solutions  adjusts  itself  almost  immediately  to  the 
atmospheric  pressure,  and  is  not  permanently  hotter  than  the 
steam  of  boiling  water,  as  Faraday  and  Magnus  have  shown. 

On  comparing  together  solutions  which  contain  equal  weights 
of  diflFerent  salts,  it  will  be  found  that  the  most  soluble  salts  are 
by  no  means  uniformly  those  which  produce  the  greatest  elevation 
of  the  boiling-point.  A  solution  containing  40  per  cent,  of 
common  salt  (very  nearly  saturated)  boils  at  226^*5  (108°  C.) ; 
whilst  in  the  case  of  nitre  (a  far  more  soluble  salt)  a  solution  of 
the  same  strength  boils  at  219°  (104°  C). 

(182)  3.  Influence  of  Pressure  on  the  Boiling-Point, — Since 
ebtdlition  consists  essentially  in  the  rapid  formation  of  vapour  of 
an  elasticity  equal  to  that  of  the  atmosphere  which  is  exerting  its 
pressure  on  the  surface  of  the  liquid,  any  diminution  of  that 
pressure  should  be  attended  with  a  corresponding  depression  of 
the  boiling-point;  and  it  is  a  fact  that  water  which  has  long 
ceased  to  boil  under  the  usual  atmospheric  pressure,  may  be  at 
once  made  to  enter  into  ebullition  by  placing  it  under  the  receiver 
cf  the  air-pump,  and  exhausting  the  air ;  by  this  means  water  may 
be  made  to  boil  at  a  temperature  of  70°  (21°  C.)  Indeed,  liquids 
in  general  boil  in  vacuo  at  from  6qP  to  140°  (33°  to  77°  C.)  below 
their  ordinary  point  of  ebullition  when  under  a  barometric  pressure 
of  760°^- 

This  result  may  be  shown  by  boiling  some  water  in  a  Florence  flask,  and 
oorking  up  the  flask  whilst  the  steam  is  escaping  rapidly.  Upon  pouring  cold 
water  over  the  npper  part  of  the  flask  the  steam  is  condensed,  its  pressure  is 
removed,  and  the  water  begins  to  boil  briskly ;  but  in  this  case  the  bubbles 
nearly  all  rise  from  the  surface,  not  from  the  bottom  of  the  liquid.  A  simple 
proof  that  steam  from  boiling  water  possesses  an  elasticity  equal  to  that  of  the 
atmosphere  is  obtained  by  repeating  the  last  experiment  with  a  tin  canister  instead 
of  a  globular  flask.  On  corking  up  the  canister  and  pouring  cold  water  over  it, 
the  steam  within  is  suddenly  condensed,  a  vacuum  is  produced,  and  the  canister 
is  crushed  in  by  the  pressure  of  the  external  air. 

The  reduction  of  temperature  at  which  boiling  takes  place  is  advantageously 
applied  in  the  preparation  of  vegetable  extracts,  the  medicinal  properties  of  which 
would  be  impaired  by  the  ordinary  temperature  of  100°  C,  and  by  exposure  to 
the  air.     The  apparatus  consists  of  a  still  and  a  receiver,  which  are  connected  by 
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an  air-tiglit  joint,  and  are  filled  with  steam  to  expel  atmospheric  air,  and  then 
hermetically  sealed ;  on  cooling  the  receiver,  rapid  evaporation  and  ebullition 
take  place  at  a  temperature  much  lower  than  that  of  the  usual  boiling-point  of 
the  Hqaid.  A  modification  of  this  process  is  used  in  the  manufacture  of  sugar, 
both  in  the  concentration  of  the  cane-juice  and  in  the  subsequent  evaporation  of 
the  syrup. 

(183)  Measurement  of  Heights  by  the  Boiling-Point, — As  might 
be  expected  in  consequence  of  the  diminution  of  atmospheric 
pressure,  it  is  found  that  on  ascending  from  the  earth^s  surface 
the  temperature  at  which  water  boOs  becomes  gradually  lower. 
In  descending  a  mine  the  effect  is  reversed,  and  the  boiling-point 
becomes  proportionately  elevated.  De  Saussure  observed  that  on 
the  summit  of  Mont  Blanc,  which  is  15,650  feet  (nearly  three 
miles)  above  the  sea-level,  water  boils  at  i85°'8  (85°'4  C);  and 
Wisse  determined  the  boiling-point  upon  Mount  Pichincha,  at 
an  altitude  of  15,940  feet,  to  be  i85°-27  (85°*  15  C.)  whilst  the 
barometer  stood  at  437°*™*  The  observation  of  the  point  at  which 
water  boils  at  any  particular  elevation  furnishes  an  easy  means  of 
determining  its  altitude  above  the  sea-level ;  a  difference  of  about 
327  metres  in  elevation  produces  a  variation  of  1°  C,  or  596  feet 
of  ascent  produces  a  variation  of  1°  P.  in  the  boiling-point  of 
water. 

The  following  table  shows  the  temperature  at  which  water 
boils  at  the  corresponding  heights  of  the  barometric  column, 
calculated  by  Begnault,  and  confirmed  by  direct  observation : — 


Boiling-Points 

of  Water  at  different  Pressures."^ 

BoiKnffPt. 

Barometer. 

BoUin^  Ft. 

Barometer. 

BoiliM  Pt. 

Inches. 

Inohes. 

Inches. 

184 

16-676 

195 

2I'I24 

206 

26-529 

S 

17047 

196 

21-57^ 

'^ 

27-068 

17-421 

197 

22-030 

27-614 

l^J 

18-196 

198 

22-408 

209 

28-183 

199 

22965 

210 

28-744 

189 

18593 

200 

23454 

211 

29'33i 

190 

18-992 

201 

23937 

212 

29922 

191 

19-407 

202 

24-441 

2X3 

30*516 

192 

19*822 

203 

25014 

214 

31-120 

193 

20-254 

204 

25-468 

215 
1       216 

1 

31730 

194 

20687 

205 

25992 

32350 

*  For  an  extended  table  of  tbis  kind,  vide  Begnault,  Ann.  de  Chimie,  III. 
xiy.  206  5  or  Dixon  On  Heat,  p.  269. 
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BoiUo^Pt. 

Barometer. 

BoiUaK  Pt. 

Barometer. 

Boiling  Pt. 

Barometer. 

Millimetree. 

Millimetres. 

^ 

Millimetres. 

85 

43304 

905 

535*53 
545*78 

96 

657*54 

85-5      1 

44162 

91 

96-5 

669*69 

86 

45034 

91-5 

55619 

97 

68203 

86-5 

459-21 

93 

56676 

'f 

69456 

!7 

468-33 

93-5 

588-41 

707*26 

r 

'M 

93 

98-5 

72015 

93*5 

599*49 
61074 

99 

733*21 

88'5 

49<5-t5 

94 

99*5 

74650 

89 

5057<5 

94*5 

62217 
633*78 

100 

76000 

89-5 

51553 

95 

ioo'5 

77371 
787-63 

90 

53545 

95'5 

64557 

101*0 

Fig.  137. 


The  necessity  of  attending  to  the  height  of  the  barometer  at 
the  time  of  making  a  careful  observation  upon  the  boiling-point 
of  any  liquid  will  now  be  obvious.  It  has  been  ascertained  that 
at  pressures  near  760"^*  of  mercury  a  variation  in  the  height  of 
the  barometric  column  of  about  2"7™°**  makes  a  difference  of 
o°-i  C,  or  that  of  one-tenth  of  an  inch  in  the  barometric  column 
makes  a  difference  of  more  than  a  sixth  of  a  degree  P.  in  the 
boiling-point;  so  that  within  the  range  of  the  barometer  in  this 
climate  the  boiling-point  of   water  may  vary  nearly  3°  C,   or 

5°  p. 

(184)  High'Pressure  Steam. — As  a  reduction  of  the  pressure 
lowers  the  boiling-point,  so  an  augmentation  of  the  pressure  raises 
it.  To  demonstrate  this  fact  an  apparatus  has 
been  contrived,  consisting  of  a  small  iron  boiler 
(fig.  137),  furnished  with  three  apertures  in  the 
lid,  through  one  of  which  a  thermometer  stem  is 
passed  air-tight ;  through  the  second,  a  long 
glass  tube  open  at  both  ends  is  inserted ;  the 
lower  extremity  of  this  tube  plunges  below  the  sur- 
face of  mercury  placed  in  the  boiler,  above  which  a 
quantity  of  water  is  introduced;  the  third  aperture 
must  be  famished  with  a  stop-cock.  It  will  be 
found,  on  applying  heat,  that  so  long  as  free 
communication  with  the  atmosphere  is  permitted 
through  the  open  stop-cock,  the  temperature  of 
ebullition  will  remain  steadily  at  100°  C. ;  but  by 
closing  the  cock,  the  steam  may  be  confined,  and 
as  fresh  portions  of  steam  continue  to  rise  from  the 
water,  the  pressure  on  the  surface  increases,  as  is  shown  by  the 
rise  of  the  mercury  in  the  open  tube;  the  boiling-point  also  becomes 
higher;  until  when  the  mercury  stands  at  760°^*,  or  30  inches^ 
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and  the  pressure  on  the  surface  is  equal  to  that  of  an  additional 
atmosphere^  the  thermometer  marks  a  temperature  of  120°*8  C. 
By  continuing  the  heat  without  allowing  the  steam  to  escape^  the 
hoiling-point  rises  still  higher,  and  the  elasticity  of  the  steam 
increases  with  increasing  rapidity  as  the  temperature  rises,  as  is 
shown  by  the  following  table  founded  upon  the  experiments  of 
Begnault : — 

Temperature  of  Steam  at  High  Pressures. 


Pr^ssuro  in 

atmospheres 

of  30  inch 

mercury. 

Temp. 

Rise  in  temp. 

OF.  for  eacfi 

additional 

atmosphere. 

Precsnm  m 

atmospheres 

of  30  inch 

merooiy. 

Temp. 

Rise  in  temp. 
OF.  for  each 
additional 

°C. 

op. 

"C. 

OF. 

I 
2 

\ 

i 

I 

9 
10 

100 

120*8 

134*1 

144 

152*2 

159 

165-3 

170-8 

175*8 
i8o*3 

2120 
249*5 
273*3 
291-2 
3060 
3182 
329*6 

339*5 
356*6 

0 

37*5 
23-8 
179 
14-8 

12*2 

11*4 
9-9 

\^ 

7-6 

11 
12 

13 
14 

19 

20 

184-6 
188*4 
192-1 
195*6 

198*9 
201*9 

2049 

207-1 
210*4 

213 

364-2 
371*1 

377*8 
3840 
3900 

395*4 
400-8 

405*9 
410*8 

415*4 

6-0 

5*4 
5*4 
5*1 

4*6 

These  results  differ  but  little  from  those  obtained  under  the 
direction  of  Dulong  and  Arago,  by  a  commission  appointed  for 
the  purpose  many  years  ago  by  the  French  Government.  They 
found  the  temperature  of  steam  of  20  atmospheres  to  be  418^*4 
(2I4°*2  C),  and  calculated  that  if  the  elasticity  rose  to  50 
atmospheres  the  temperature  would  amount  to  5io°*4  (265^*8  C.) 

It  will  be  observed  that  the  increase  of  elasticity,  by  equal 
additions  of  heat,  is  more  rapid  at  high  than  at  low  temperatures, 
and  this  circumstance  (in  addition  to  the  greater  simplicity  of 
construction  of  the  machinery  in  high-pressure  engines)  is  one  of 
the  principal  reasons  for  the  increased  economy  of  power  obtained 
in  employing  high-pressure  steam  as  a  motive  power,  when  com- 
pared with  that  furnished  by  the  use  of  low-pressure  engines. 
But  it  is  only  when  in  contact  with  a  body  of  water  from  which 
fresh  steam  is  constantly  rising,  that  the  elasticity  augments  in 
this  manner,  and  thus  produces  a  force  suBBcient  to  rend  asunder 
the  strongest  vessels.  If  dry  steam  alone  be  heated,  it  follows 
the  law  which  regulates  the  expansion  and  elasticity  of  gaseous 
bodies  in  general  (134,  197). 

High-pressure  steam  whilst  confined  is  always  of  the  tempe- 
rature of  the  water  from  which  it  is  produced ;  it  is,  therefore, 
often  used  in  the  arts  to  supply  a  steady  temperature  above  that 
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of  loo^  C.  It  is  found  that  the  solvent  powers  of  water  are 
much  increased  by  the  elevation  of  temperature  caused  by  pre- 
venting the  free  escape  of  the  steam.  Papin's  digester  is  an 
apparatus  designed  to  effect  this  object ;  it  is  simply  a  strong  iron 
vessel,  furnished  with  a  safety-valve  for  regulating  the  pressure  at 
which  the  steam  is  allowed  to  blow  off.  The  water  may  thus  be 
kept  steadily  at  any  required  temperature  above  loo^  as  long  as 
is  requisite.  The  gelatin  of  bones  may  by  this  means  be  easily 
extracted  from  the  earthy  matter,  although  the  bones  may  be 
boiled  for  hours  in  water  at  loo^  C.  without  undergoing  any 
such  change. 

(185)  Production  of  Cold  by  Vaporization. — In  all  cases, 
whether  volatilization  occur  above  the  usual  boiling-point,  or 
below  it,  heat  is  absorbed  in  large  quantity.  If  a  few  drops  of 
ether  be  allowed  to  fall  on  the  hand,  the  liquid  disappears  rapidly 
in  vapour,  and  produces  the  sensation  of  cold.  Indeed,  the  boiling 
of  one  liquid  may  be  attended  with  the  freezing  of  another  which 
is  brought  into  its  vicinity.  Place,  for  example,  a  drop  or  two  of 
water  between  two  watch-glasses,  pour  a  little  ether  into  the  upper 
glass,  and,  having  introduced  them  into  the  receiver  of  the  air- 
pump,  exhaust  the  air;  the  ether  will  speedily  boil,  and  the  wat«: 
between  the  two  glasses  will  be  frozen,  by  the  rapid  abstraction 
of  heat  which  it  has  experienced  during  the  conversion  of  the 
ether  into  vapour.*  Water,  as  Leslie  has  shown,  may  even  be 
jij^  J  g  frozen  by  the  rapid  absorption  of 

heat  occasioned  by  its  own  evapo- 
ration. This  experiment  may  be 
performed  by  supporting  a  watch- 
glass  (t,  fig.  138)  containing  water, 
over  a  dish  of  oil  of  vitriol,  s,  under 
the  receiver  of  the  air-pump>  p. 
On  exhausting  the  air,  the  water 
evaporates  quickly,  the  vapour 
being  removed  with  great  avidily 
by  the  oil  of  vitriol  as  fast  as  it  is  formed ;  and  in  two  or  three 


*  Mr.  Harrison  has  contrived  an  ingenious  freezing-apparatus  upon  this 
principle :  one  form  of  the  instrument  is  figured  in  the  Pharmaceutical  Journal 
(xvL  477)*  About  ten  gallons  of  ether  are  placed  in  a  small  metallic  multi- 
tubular boiler,  which  is  immersed  in  a  strong  solution  of  salt  and  water,  containefl 
in  a  wooden  trough  cased  in  a  non-conducting  material.  The  boiler  is  connected 
with  an  exhausting  pump,  by  working  which  the  ether  is  caused  to  evaporate 
rapidly,  and  the  temperature  of  the  boiler  is  proportionably  reduced,  at  the 
expense  of  that  of  the  salt  water  around  it.     This  salt  water  is  made  to  flow  off 


Digitized  by  VjOOQIC 


PRODUCTION    OF   COLD   BT   PROCESSES   OF   EVAPORATION. 


339 


minutes  the  water  wluch  remains  in  the  watch-glass  becomes 
converted  into  ice. 

Water  is  also  frozen  by  its  own  evaporation  in  the  Cryophorus,  which  derives 
its  name  from  Kpvog,  frost,  <l>op6Q,  bearing,  in  allusion  to  its  mode  of  action ; 
condensation  of  the  vapour  being  effected  by  the  application  of  a  freezing-mixture, 
at  a  distance  from  the  evaporating  surface.     The  apparatus  consists  of  a  long 

Fio.  139. 


glass  tube  bent  twice  at  right  angles,  and  terminating  in  a  bulb  at  each  extremity, 
as  shown  in  fig.  139.  In  making  the  instrument,  one  of  these  bulbs  is  partially 
filled  with  water,  which  is  then  made  to  boil  briskly;  the  steam  thus  generated 


gradually,  through  a  channel  containing  a  series  of  metallic  vessels,  each  capable 
of  containing  14  or  I  j  lb.  (5  or  6  kilogr.)  of  the  water  to  be  frozen.  The  salt 
water,  which  is  reduced  at  first  to  a  temperature  of  about  — 4^'j,  is  returned 
again  by  a  small  pump  when  its  temperature  has  risen  to  about  —  2°  C. ;  and  it 
is  again  made  to  flow  around  the  boiler  in  which  the  ether  is  evaporating,  so 
that  a  perpetual  circulation  of  cold  salt  water  is  maintained :  the  ether,  the 
volatilization  of  which  has  caused  the  reduction  of  temperature,  is  condensed  in  a 
worm  by  means  of  a  current  of  cold  water,  and  is  returned,  with  scarcely  any 
loss,  to  the  boiler.  Mr.  James  Young  found  in  working  the  apparatus  on  a 
large  scale  that,  for  every  ton  of  coal  consumed  in  working  the  pumps,  i  ton  of 
ice  was  produced,  though  this  probably  is  not  by  any  means  the  maximum 
quantity  of  ice  which  the  apparatus  could  produce  by  suitable  improvements  in 
ihe  mounting.  A  simpler  form  of  apparatus,  in  which  the  evaporation  of 
ammonia  is  made  use  of  for  the  production  of  a  low  temperature,  was  exhibited 
in  London  at  the  International  Exhibition  of  1862  by  MM.  Carr^  and  Co. 

Fig.  140  represents  the  apparatus:  A  is  a 
strong  boiler  of  wrought  iron,  filled  for  three 
quarters  of  its  capacity  with  a  concentrated 
solution  of  ammonia ;  B,  a  wrought-iron  annular 
condenser,  shown  in  section,  connected  with  the 
boiler  by  pipes  specially  arranged  with  a  view  to 
prevent  the  liquid  from  boiling  over  into  the 
receiver.  In  order  to  use  the  instrument,  the 
boiler  is  laid  upon  its  side,  with  the  condenser 
upwards,  for  about  ten  minutes,  so  as  to  allow 
all  the  liquid  to  drain  back  into  the  boiler,  the 
expulsion  of  the  liquid  being  facilitated  by  heat- 
ing the  condenser  with  a  lamp.  The  boiler  is 
then  heated  very  gradually  by  means  of  a  stove 
or  large  gas-burner,  and  the  condenser  plunged 
into  a  vessel  of  cold  water,  through  which  a 
stream  of  cold  water  is  kept  running.  A  little  water  is  placed  in  the  cup,  d,  in 
the  bottom  of  which  is  a  screw-cock  communicating  with  the  interior.     Distilla- 

z2 


Fio.  140. 
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expels  the  atmoBpheric  air  through  a  capillary  opening  left  in  the  other  hiilb, 
and  when  the  inHtrument  is  thus  freed  from  air,  and  filled  only  with  water  and 
vapour  of  water,  the  aperture  u  sealed.  To  make  use  of  it.  the  water  is  all 
collected  into  one  bulb,  and  the  empty  bulb  is  plunged  into  a  freezing-mixture ; 
the  aqueous  vapour  which  this  bulb  contains  is  thereby  condensed,  and  evapora- 
tion occurs  rapidly  from  the  surface  of  the  liquid  in  the  other  bulb ;  its  sensible 
heat  is  thus  diminished,  and  the  water  in  a  few  minutes  begins  to  freeze.  The 
bulb  containing  the  water  should  be  protected  irom  currents  of  air  by  enclosing 
it  in  a  glass,  as  shown  in  the  figure. 

(i86)  Measurement  of  the  Latent  Heat  of  Vapours. — Equal 
weights  of  different  liquids  require  very  different  amounts  of  heat 
to  convert  them  into  vapour.  The  amount  of  heat  which  is  thus 
rendered  latent  may  be  determined  by  distilling  over  a  given, 
weight  of  the  liquid,  and  condensing  it  in  a  large  volume  of 
water,  the  temperature  of  which  is  noted  before  and  after  the 
experiment.  Suppose  the  latent  heat  of  steam  to  be  536°  C. ;  a 
litre  of  water  converted  into  steam  would  on  recondensation  raise 
the  temperature  of  jo  litres  53^*6  C.  It  is  found  that  a  litre  of 
water,  if  converted  into  steam  of  100°,  and  condensed  again  into 
the  liquid  form,  would  raise  about  5^  litres  of  water  from  cP 
to  100  C. 

We  owe  to  Andrews  (Q.  J".  Chem,  Soc,  i.  27),  a  careful  determination  of  the 
latent  heat  of  a  number  of  vapours :  fig.  141  shows  the  mode  of  procedure  which 
he  adopted.  The  liquid  to  be  tried  is  placed  in  the  flask  a,  the  neck  of  which 
has  a  very  short  bend,  and  is  connected  with  a  glass  receiver,  b,  furnished  with 
a  spiral  condensing-tube,  terminating  at  d ;  this  receiver  is  placed  in  a  vessel,  c, 


tion  is  next  proceeded  with,  until  the  temperature  of  the  boiler  has  risen  to  about 
270°  (132°  C),  when  the  ammonia  will  have  been  in  great  measure  expelled  from 
the  liquid,  and  condensed  in  the  receiver  under  the  pressure  of  its  own  particles. 
The  boiler  is  then  withdrawn  from  the  fire,  the  water  in  the  cavity,  B,  is  allowed 
completely  to  drain  away,  a  cork  is  put  into  the  hole  at  the  bottom  of  the  space, 
B,  and  a  little  alcohol  is  poured  into  the  cavity,  after  which  the  vessel  containing 
the  water  to  be  frozen  is  introduced.  The  boiler  is  plunged  into  a  vessel  of  cold 
water,  and  kept  cool  by  a  rapid  current  of  cold  water,  whilst  the  condenser,  c  c, 
is  wrapped  in  flannel,  and  the  apparatus  is  left  to  itself.  As  the  water  in  A 
becomes  cool,  it  re-dissolves  the  condensed  ammoniacal  gas  which  evaporates  ra- 
pidly from  the  vessel  c,  producing  a  great  and  sudden  depression  of  temperature. 

If  air  finds  admission  to  the  interior,  the  rapidity  of  congelation  may  be 
greatly  reduced.  In  such  a  case  it  becomes  necessary  to  get  rid  of  the  air,  and  it 
may  be  expelled  in  the  following  manner : — The  temperature  of  the  boiler  having 
been  raised  to  about  140°  (60°  C),  water  having  been  placed  in  the  cup,  d,  the 
screw  at  the  bottom  of  the  cup  which  communicates  with  the  receiver  is  slightly 
relaxed ;  if  air  be  present,  the  disengaged  gas  will  carry  a  portion  of  the  air  with 
it,  which  will  rise  to  the  surface  of  the  water,  whilst  the  ammonia  is  dissolved : 
as  soon  as  the  escaping  gas  is  wholly  dissolved  by  the  water,  the  screw  must  be 
closed  firmly,  and  the  distillation  proceeded  with  as  above  directed. 

Mr.  King  has  recently  contrived  a  machine  in  which,  by  means  of  the  expan- 
sion of  compressed  air,  he  is  enabled  to  produce  an  amount  of  cold  equal  to  that 
generated  by  the  ether  machine  for  an  equal  consumption  of  coal.     (Jas.  Young.) 
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Fig.  141. 


with  a  considerable  qnantity  of  water, 
which  has  been  accurately  weighed.  The 
liquid  is  distilled  over  into  B :  the  quan- 
tity that  condenses  is  carefully  weighed, 
and  the  rise  of  temperature  experienced 
by  the  water  used  for  condensation  is 
estimated  by  a  very  sensitive  thermo- 
meter, t  The  whole  is  enclosed  in  an 
outer  tin-plate  vessel  furnished  with  a 
lid,  which  acts  as  a  screen,  and  it  is 
further  protected  from  the  radiation  of 
the  lamp  by  the  tin-plate  screen  s ;  « is  a 
light  glans  tube  for  agitating  the  water. 
The  result  obtained  has,  however,  to  be 
corrected  by  other  experiments  for  the 
heat  absorbed  by  the  metallic  parts  of 
the  apparatus,  and  for  that  which  is  lost 
by  radiation  during  the  time  that  the 
experiment  lasts ;  allowance  has  also  to 
be  made  for  the  heat  which  the  con- 
densed liquid  has  given  out  after  its 
liquefaction,  in  cooling  down  from  its 
boiling-point  to  the  temperature  of  the 
water  used  in  the  condenser. 

The  results  obtained  in  this  delicate  branch  of  inquiry  by 
Despretz,  and  by  Brix,  which,  however,  embraced  a  much  smaller 
number  of  liquids,  agree  pretty  closely  with  each  other  and  with 
the  experiments  of  Andrews.  These  results,  with  some  of  those 
obtained  by  Favre  and  Silbermann,  who  also  have  made  numerous 
experiments  upon  this  subject  {Ann.  de  Chimiey  III.  xxxvii.  461), 
are  given  in  the  following  table. 

The  numbers  which  represent  the  latent  heat  of  equal  volumes 
of  each  vapour  are  obtained  by  multiplying  the  numbers  in  the 
fourth  column  by  the  molecular  weight  of  each  compound,  divided 
by  18,  the  number  for  the  molecule  of  aqueous  vapour,  HjO.  The 
numbers  contained  in  the  second  column  indicate  the  quantities 
of  water  in  grammes,  the  temperature  of  which  would  be  raised 
1°  C.  by  condensation  into  the  liquid  form  of  a  gramme  of  the 
vapours  of  each  of  the  various  liquids  mentioned ;  the  liquid  con- 
densed being  supposed  in  each  case  to  be  at  the  temperature  of  its 
own  boiling-point.  For  instance,  the  conversion  of  one  gramme 
of  steam  at  100°  C.  into  water  at  100®  would  raise  536-67  grammes 
of  water  from  e®  to  1°  C.  So  the  condensation  of  one  gramme 
of  the  vapour  of  alcohol  at  78°'3  into  liquid  alcohol  at  J&°'$  would 
heat  2083 1  grammes  of  water  from  cP  to  1°  C. 

(187)  The  density,  that  is  to  say  the  weight,  of  a  given  volume 
of  steam  increases  directly  as  its  elastic  force.  Watt  concluded 
from  his  experiments  that  the  same  weight  of  steam^  whatever  its 
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SutetaDoe. 

Equal  wto. 

Equal  wt«. 

Equal  wta. 
Steams  1000. 

Equal  Tols. 
Steams  1000. 

Obaerrer. 

.Water 

»f                       $9 

53667 
535*90 

966*6 
964*6 

1000 
997*9 

1000 

Renault 
Andrews 

Wood  Spirit       

263*70 
263*86 
208*31 

474-6 

4910 

873-8 
9913) 

tt 

»»           tt 

475*1 

491*5 

Favre  and 

Alcohol       

3749 

387*8 

Silbermann 

n               »t 

20240 

3^4*3 

3769 

9631 

Andrews 

FonselOil 

121*37 

21 8*4 

225*9 
224*8 

IIO4-7 

F.  and  S. 

Formic  Acid       

120*72 

317*3 

574*4 

ft 

Methyl  Formiate 

117*10 

210*7 

218-0 

726-6 

Andrews 

Butyric  Acid       

114*67 

206*4 

213*5 

1043-8 

F.  and  S. 

Methyl  Acetate 

IIO'20 

198*3 

205*4 
i960 

843-5 

Andrews 

Formic  Ether     

105*30 

189-5 

8o6*o 

tt 

Valeric  Acid       

103*52 

186-3 

192*7 

1092*0 
632-3 
9630 

F.  and  S. 

Acetic  Acid 

101*91 
10580 

183*4 

189*7 

ft 

Acetic  Ether       

190-4 

197*0 

ft 

f>                   99 

9268 

166-8 

172-6 

843*5 

Andrews 

Ether 

90-45 

162*8 

168-4 

692*3 

ft 

ft           ft 

91*11 

163*5 

1 69- 1 

695*4 

F.  and  S. 

Methyl  Butyrate 

157*2 

162-8 

921*5 

ft 

Carbonic  Disiilphide  ... 

156-0 

161-4 

681*4 

Andrews 

Oil  of  Lemons     

70*02 

8o-oo 

1260 

130*3 

986*1 

F.  and  S. 

tf            ft 

144*0 

1490 

1125*6 

Brix 

Oil  of  Turpentine 

7400 
68*73 

133*2 

137*8 
1280 

1040-5 

ft 

ft            tf 

123*7 

9669 

F.  and  S. 

Terebene     , 

67*21 

I20*9 

130-8 

125-0 

945*0 

tt 

Oxalic  Ether       

72*72 
69*40 
5844 

135-3 

1097-5 

Andrews 

Amylic  Ether     

124*9 

129*2 

108-7 

11340 

F.  and  S. 

Ethal ^    ... 

105*1 

14520 

ft 

rhosphorous  Chloride.. 

Ethyl  Iodide       

Methyllodide    

51*42 

?J-t 

95*7 

87*2 

752-9 
7568 

Andrews 

4687 

99 

4607 

82*9 

85-8 

671*8 

ft 

Bromine      

45*60 

82*0 

84-8 

754-1 
820*0 

ft 

Stannic  Chloride 

30*53 

549 

56-8 

tt 

Iodine 

23*95 

43*1 

44-5 

627*9 

F.  and  S. 

density  may  be,  contains  the  same  quantity  of  heat,  its  latent  heat 
being  increased  in  proportion  as  its  sensible  heat  is  diminished  or 
absorbed.     For  instance — 

A  certain  weight  of  steam  at  icx3®  C]        100°  of  sensible  heat,  and 
condensed  at  0°  C,  gives  out    .J       536°  of  latent  heat. 

Amounting  together  to 636° 


1:21^  of  sensible  heat. 


The  same  weight  of  steam  at  izi°  C.,) 
condensed  at  o^,  gives  out    .     .J 
But  only 515^  of  latent  heat. 


Still  amounting  together  to  ...     •   636° 
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The  same  weight  of  steam  at  ioo°^) 
condensed  at  o^,  gives  out  .     .  j 
But  now  as  much  as 607,^  of  latent  heat. 


34^  of  sensible  heat^ 


Making  together,  as  before 


.    6360 


Begnault  has,  howcTer,  shown  by  a  series  of  Liborious  expe- 
riments, that  although  the  assumption  of  this  rule  may  not  lead 
to  serious  errors  in  practice,  and  although,  consequently,  there  is 
but  little  saving  of  fuel  in  performing  evaporations  at  a  low  tem- 
perature, yet  that  it  is  not  strictly  correct.  It  is  true  that  the 
latent  heat  decreases  as  the  sensible  heat  rises,  but  this  diminution 
is  less  rapid  than  the  rise  in  sensible  heat ;  for  in  reality,  the  sum 
of  the  latent  and  sensible  heat  increases  as  the  temperature  rises, 
by  a  constant  quantity,  equal  for  each  degree  to  0^*305  :  this 
may  be  seen  in  the  subjoined  table,  in  which  it  is  assumed  that 
the  sensible  heat  of  steam  may  be  neglected  for  all  degrees  below 


zero: — 


Latent  and  Sensible  Heat  of  Steam  at  different  Temperatures. 


PNManln 

»«?«*"^ 

LttwthMl. 
»F. 

8am  of  IstoBt  ud 
•oniblehHi. 

-r. 

0*00146 
0*00603 
1*00000 
8'ooooo 

0° 

339°-5 

III4® 

1114° 

i3i6°-8 

"a 

•0. 

•c. 

0*006 
x*ooo 

3*000 
8*000 

0 
100 

120'8 

170*8 

606-5 

5370 
488-0 

606-6 
SSI 

It  must  be  borne  in  mind  that  equal  bulks  of  different  liquids 
produce  very  different  volumes  of  vapour.  Water  furnishes,  bulk 
for  bulk,  a  much  larger  amount  than  any  other  liquid,  a  cubie 
inch  of  water  at  100^  C.  expanding  to  neaarly  a  cubic  foot  of 
flteam  at  100^,  or  more  accurately  to  1696  times  its  volume. 
The  following  table  shows  the  volume  of  vapour  which  is  furnished 
by  a  cubic  inch  of  four  different  liquids,  at  their  respective  boiling- 
points.  Equal  volumes  of  different  vapours,  taken  at  the  boiling- 
points  of  their  respective  liquids,  consequently  possess  very  diffe- 
rent weights,  as  is  shown  by  the  last  ccdumn  of  the  t^ble  :*— 
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I  onbioinohofMoh 

liquid  »t  i5°C.  yields  in 

the  oMe  of 

Cubio  inches  of 

vapour  at  • 
its  boiling-point. 

BoUing-Point. 

Weight  in  erains  of  loo 

cubic  in.  ofeach  yapour 

at  its  boiling-point. 

°C. 

°F. 

Water 

Alcohol.; 

Ether 

Oil  of  Turpentine.. 

1696 
528 
298 
193 

lOO'O 

•78-3 

350 

156-7 

212 

173 

95 

314 

14*93 

4049 

6471 

11771 

The  expansive  force  of  the  different  vapours  obviously  depends 
upon  the  bulk  of  vapour  produced  from  an  equal  bulk  of  each 
liquid;  and  although  the  latent  heat  required  to  convert  equal 
bulks  of  other  liquids  into  vapour  is  much  less  than  that  required 
for  steam,  yet  no  economy  would  be  experienced,  even  did  they  cost 
no  more  than  water,  by  substituting  these  liquids  for  water,  as  the 
materials  for  generating  vapour  in  the  steam-engine. 

Experiments  already  quoted  have  shown  that  equal  volumes  of 
alcoholic  and  of  aqueous  vapour  contain  nearly  equal  amounts  of 
latent  heat  at  their  respective  boiling-points ;  and,  as  will  be  seen 
from  the  results  given  in  the  fifth  column  of  the  table  (page  342), 
an  approach  to  this  equality  may  be  observed  in  the  case  of  vapours 
from  some  other  liquids.  It  is  not,  however,  true  as  a  general 
proposition,  that  equal  volumes  of  vapour  of  different  liquids,  under 
equal  pressures,  contain  equal  amounts  of  latent  heat.  The  cost 
in  fuel  of  effecting  the  evaporation  of  different  liquids,  would  be 
proportionate  to  the  amount  of  latent  heat  in  equal  volumes  of  the 
vapours  at  their  respective  boiling-points,  that  is  to  say,  at  the 
point  at  which  they  possess  equal  amounts  of  elastic  forice. 

The  working  of  a  steam-engine  depends  upon  the  generation 
of  elastic  force  in  steam  by  the  agency  of  heat,  and  its  instan- 
taneous destruction  by  the  application  of  cold,  which  condenses 
the  vapour ;  alternate  motion  in  opposite  directions  is  thus  readily 
obtained,  which  may  be  applied  by  various  mechanical  contrivances 
to  the  production  of  any  required  movement.  The  theory  of  latent 
heat  is  all-important  in  the  working  of  the  steam-engine ;  but  the 
practical  application  to  this  purpose  of  the  principles  above  de- 
veloped is  beyond  the  object  of  this  work. 

(188)  Distillation. — ^The  rapid  formation  of  vapour  during 
ebullition  is  often  made  use  of  by  the  chemist  for  the  purpose  of 
separating  liquids  from  solids, — as  in  the  ordinary  case  of  distilling 
water  to  free  it  from  the  impurities  dissolved  in  it,  or  for  the  sepa- 
ration of  two  liquids  which  differ  in  volatility,  as  in  procuring  spirit 
of  wine  from  a  fermented  liquor.  In  such  operations  the  arrange- 
ments for.  condensation  acquire  cpnsiderable  importance ;  they  are 
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of  Various  kinds,  but  the  worm-tub  is  the  apparatus  most  usually 
employed:  it  consists  of  a  spiral  pipe  called  a  wornty  which  is 
sliown  in  fig.  142,  surrounded  by  a  considerable  volume  of  cold 

Fig.  142* 


water :  the  yapour  passes  from  the  boiler  into  the  worm,  is  con- 
densed, and  runs  off  at  the  lower  aperture  into  suitable  receivers. 
Fresh  additions  of  cold  water  are  continually  required  in  the  re- 
frigeratory, as  the  worm  and  tub  are  called.  The  heat  is  greatest 
in  the  upper  coils,  where  the  hot  vapour  enters ;  and  as  the  heated 
water,  from  its  diminished  specific  gravity,  remains  at  the  top,  it 
is  necessary,  in  supplying  the  fresh  water  for  cooling,  to  allow  it 
to  enter  at  the  bottom  of  the  vessel,  while  the  heated  portions  flow 
off  at  the  upper  part.  The  object  of  giving  to  the  steam-pipe  an 
ascending  direction,  as  it  passes  to  the  condenser,  is  to  insure  the 
return  to  the  boiler  of  any  particles  of  liquid  which  may  have  been 
mechanically  carried  up  by  the  breaking  of  the  bubbles  in  the  act 
of  ebullition. 

Various  modifications  of  condenser  are  employed  in  the  labo- 
ratory. A  convenient  form  of  the  apparatus  is  that  known  as 
Liebig^s.  It  consists  of  an  outer  metallic  tube,  through  the  axis 
of  which  a  glass  tube  is  passed,  and  is  supported  by  perforated 
corks :  the  space  between  the  two  tubes  is  filled  with  water,  which 
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is  continually  renewed  by  cold  water  supplied  by  a  fiixmel  near  tbe 
lower  extremity,  while  the  hot  water  escapes  at  the  other  end.  The 
method  of  using  it  is  sufficiently  indicated  by  the  annexed  figure. 


Fig.  143. 


When  the  products  of  distillation  are  not  very  volatile,  it  is 
often  found  convenient  to  make  use  of  the  evaporation  of  water 
from  the  neck  of  the  retort  as  a  means  of  condensation.     Fig.  144 

Fio.  X44. 


shows  a  method  by  which  this  can  be  effected,  the  neck  of  the 
retort  being  prolonged  by  the  addition  of  the  conical  tube  or 
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adapter.  Pieces  of  blottiug-paper  are  used  to  distribute  the  water 
as  it  trickles  slowly  from  the  fimnel,  the  throat  of  which  is  ob- 
structed by  a  plug  of  tow ;  the  superfluous  water  is  carried  off  into 
a  jug  or  other  vessel  placed  to  receive  it,  by  means  of  a  fillet  of 
tow  twisted  round  the  neck  of  the  retort.  The  progress  of  the 
distillation  is  hastened  by  covering  the  arch  of  the  retort  with  a 
cap  of  brown  paper  or  of  tin-plate ;  a  chamber  of  hot  air  is  thus 
maintained  in  contact  with  the  upper  part  of  the  retort,  and  the 
vapour  is  prevented  from  condensing  where  it  would  necessarily 
return  again  into  the  mass  of  liquid  undergoing  distillation. 

The  complete  separation  of  two  liquids  which  differ  in  volatility 
cannot,  however,  be  effected  by  mere  distillation,  because  a  certain 
proportion  of  the  less  volatile  one  always  passes  over  with  that 
which  is  the  more  volatile.  The  separation  of  alcohol  and  water^ 
for  example,  is  never  completely  effected  by  distillation ;  because 
**  ^73**  (78^*3  C.)  (the  boiling  point  of  alcohol)  the  tension  of 
aqueous  vapour  is  stiU  considerable ;  indeed  it  is  sufficient  to 
balance  a  column  of  mercury  nearly  13  inches  (330™^)  in  height. 
In  the  first  distillation  of  the  fermented  liquor,  a  considerable  pro- 
portion of  water,  therefore,  comes  over  with  the  spirit.  The  less 
the  amount  of  spirit  originally  contained  in  the  liquid,  the  larger 
is  the  proportion  of  water  in  the  distilled  liquor.  By  a  second 
distillation,  the  proportion  of  water  in  the  distillate  is  reduced ; 
and  the  process  may  be  repeated  with  like  effect  imtil  the 
reduction  of  the  proportion  of  water  in  each  successive  product 
of  distillation  no  longer  compensates  for  the  waste  and  expense 
of  the  operation.  An  ingenious  method  of  dispensing  with  the 
necessity  for  these  fi^uent  and  costly  rectifications  was  devised 
by  a  Frenchman  of  the  name  of  Adam.  By  its  means  he  suc- 
ceeded in  carrying  the  concentration  at  a  single  operation  to  the 
highest  point  attainable  by  mere  distillation.  The  principle  of 
this  invention  consists  in  connecting  together  a  number  of  recti- 
fying chambers,  in  such  a  manner  that  the  vapour  driven  off 
from  the  chamber  nearest  the  fire  shall  be  condensed  in  the 
second,  and  by  the  heat  given  out  in  its  condensation  shall  cause 
the  more  volatile  portions  of  the  liquid  of  the  second  to  distil  into 
the  third  chamber,  and  those  of  the  third  into  a  fourth,  and  so  on 
till  a  sufficient  degree  of  concentration  is  effected. 

The  moBt  effective  method  of  attaining  this  object  is  exhibited  in  the  form  of 
still  called,  firom  its  inventor,  Coffey* 9  itilL  Fig.  145  represents  a  section  of  one 
of  thesMtills.  B  b'  is  the  body  of  the  still,  which  is  made  of  copper,  and  enclosed  in 
a  case  of  wood,  to  prevent  loss  of  heat:  upon  the  body  two  columns,  n  f,h  K,are  sup- 
ported ;  o  is  the  vessel  firom  which  the  liquor  for  distillation  is  raised  by  the  pump, 
41;  the  liquor  enters  the  odumn  H  K,  hj  the  long  spiral  pipe  L  L,  by  whidi 
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Coffey's  still. 


Fig.  145. 


it  is  ultimately  conveyed^ 
through  the  pipe  m,  to  the 
top  of  the  column  D  "P. 
The  heat  employed  in  the 
distiDation  is  not  the  direct 
heat  of  a  fire,  but  is  pro- 
cured by  injecting  steam 
obtained  from  a  boiler  not 
shown  in  the  figure.  The 
steam  enters  the  body  of  the 
still  through  the  pipe  A; 
the  amount  of  steam  ad- 
mitted being  regulated  by 
a  valve,  the  handle  of  which 
is  shown  at  f.  b  b'  is 
divided  into  two  chambers, 
by  means  of  a  copper  shelf, 
pierced  withnumeroussmall 
holes,  which  allow  the  pas- 
sage of  steam  upwards, 
though  they  are  suffi- 
ciently small  to  prevent 
the  descent  of  any  conside- 
rable quantity  of  liquid 
which  may  be  resting  upon  the  shelf.  The  steam  is  at  first  condensed  in  the  cold 
liquid  of  the  lower  chamber,  but  it  quickly  raises  this  liquid  to  the  boiling-point, 
driving  ofi*  the  alcoholic  portions  first,  as  they  are  the  most  volatile.  This 
vapour  traverses  the  liquid  which  rests  in  b',  on  the  perforated  shelf,  and  gradu- 
ally raises  it  to  the  boiling-point,  driving  off  from  it  the  alcohol  in  vapour ;  this 
vapour  passes  off  by  a  pipe,  z,  to  the  bottom  of  the  column  D  F.  This  column  is 
divided  into  a  series  of  compartments,  by  perforated  shelves  of  copper ;  each  of 
these  shelves  is  provided  with  a  pipe  for  carrying  off  the  liquid  to  the  shelf  below. 
This  pipe  is  long  enough  to  dip  below  the  surface  of  the  liquid  on  the  shelf  beneath 
it,  and  projects  about  an  inch  above  the  upper  surface  of  the  shelf  to  which  it  is 
attached ;  a  stratum  of  liquid  about  an  inch  in  depth,  is  thus  retained  upon  each 
shelf,  and  is  traversed  by  the  vapours  which  ascend  from  the  shelf  next  below  it4 
ThewashfOr  liquid  for  distillation, having  become  heated  during  its  passage  through 
the  spiral  pipe  in  the  column  H  K,  falls  upon  the  uppermost  perforated  shelf  in  d  f, 
flows  off  at  the  farthest  end  of  that  shel/,  and  then  falb  upon  the  next  shelf;  thence 
it  passes  to  the  third,  and  so  on  in  succession  to  each  shelf:  as  it  descends,  it  en- 
counters the  ascending  vapours,  which  at  each  successive  step  of  the  ascent  become 
more  and  more  alcoholic — the  wash,  as  it  descends  becoming  weaker  and  weaker, 
until  when  it  reaches  the  vessel  B  b',  it  is  wholly  deprived  of  spirit.  If  the  quantity 
of  the  ascending  vapour  should  become  at  any  time  too  great  to  pass  through  the 
perforations  in  the  shelves,  the  pressure  opens  the  valves  T,  T,  which  are  provided  for 
security  in  each  shelf.  The  vapour  having  reached  the  top  of  the  column  d  f,  is  con- 
veyed by  the  steam  pipe  i  i  n,  to  the  bottom  of  the  finishing  column  or  rectifier 
H  K.  The  lower  part  of  this  column,  as  high  as  the  pipe  T,  is  constructed  exactly 
upon  the  same  plan  as  the  column  d  f,  but  in  each  compartment  between  the 
shelves  the  spiral  pipe  l  l  makes  three  or  four  convolutions,  and  thus  becomes 
warmed  by  the  ascending  heated  vapours.  In  this  second  column  the  spirituous 
liquid  distilled  over  from  the  first  column  undergoes  a  successive  rectification 
upon  each  of  the  lower  shelves,  and  becomes  more  and  more  concentrated  by  the 
ascent  of  the  alcoholic  vapours,  which^  by  their  condensation  at  each  successive 
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«tag^e,  emit  sufficient  of  the  heat  previously 
held  latent  to  effect  the  distillation  of  the  more 
volatile  portions  of  the  liquid  by  which  they 
are  condensed.  The  five  upper  shelves  of  this 
column  merely  act  as  a  condenser  for  the  alco- 
holic vapours;  these  shelves  are  not  perforated, 
and  are  attached  to  the  alternate  sides  of  the 
column,  leaving  a  narrow  passage  at  one  end 
of  each  shelf,  so  as  to  oblige  the  vapours  to 
describe  a  zigzag  direction :  the  pipe  T  carries 
off  the  finished  spirit  into  proper  receivers ; 
the  pipe  B  carries  off  any  uncondensed 
spirituous  vapour  to  a  refrigeratory,  whilst 
the  weak  spirit  which  reaches  the  lower  part 
of  the  column  is  returned  by  the  pipe  s  to 
the  vessel  o.  The  spent  wai^,  as  it  accumu- 
lates in  B  b',  is  drawn  off  at  intervals,  and 
the  still  can  thus  continue  its  operations 
without  intermission. 

(189)  Evaporation. — All  liquids, 
at  temperatures  far  below  their  points 
of  ebullition,  emit  vapour  by  the 
tranquil  process  of 
evaporation.  The 
amount  of    vapour 


Fig.  147. 


tt^ 


given  off  at  a  constant  temperature  differs  greatly 
in  different  liquids,  and  is  dependent  upon  the 
temperature  at  which  each  liquid  boils. 

The  great  difference  in  the  volatility  of  liquids  at  the 
same  temperature  is  strikingly  shown  by  filling  a  number 
of  barometer- tubes  (fig.  146)  with  mercury,  and  inverting 
them  in  a  bath  of  the  same  metal.  One  of  these  tubes 
( I )  may  be  kept  as  a  standard  of  reference :  if  into  one 
of  the  others  (2)  a  few  drops  of  water  be  allowed  to  ascend, 
an  immediate  depression  of  the  column  of  mercury  is  ob- 
served, due  to  the  elasticity  of  the  aqueous  vapour  furnished 
by  the  evaporation  of  the  water.  If  into  a  third  tube  (3) 
alcohol  be  introduced,  a  greater  depression  will  be  percep- 
tible ;  carbonic  disulphide  in  a  fourth  tube  (4)  will  produce 
a  still  greater  depression,  and  if  ether  be  admitted  to  a  fifth 
(^),  the  height  of  the  mercurial  column  will  be  still  less. 
Now  let  a  second  wider  tube  closed  below  by  a  cork,  be 
placed  round  the  exterior  of  any  one  of  these  tubes,  so  as 
to  inclose  nearly  its  whole  length,  as  in  fig.  147  :  let  the 
outer  case  thus  formed  be  filled  with  water,  the  temperature 
of  which  is  gradually  raised,  so  as  to  communicate  the  heat 
uniformly  to  the  tube  within.  A  progressive  depression  of 
the  mercurial  column  is  thus  produced ;  and  by  measuring 
the  amount  of  this  depression,  it  is  found  that  the  elasticity 
of  the  vapour  emitted  from  each  liquid  increases  as  the  tem- 
perature rises,  until  at  the  boiling-point  of  the  liquid  the 
elasticity  becomes  equal  to  that  of  the  air. 
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If  the  temperature  increase  according  to  the  terms  of  aa 
arithmetic  ratio^  the  elasticity  rises  according  to  the  terms  of  a 
geometric  progression^  the  ratio  of  which  differs  for  each  liquid. 

The  following  table  comprises  some  of  the  results  of  Regnault's 
experiments  upon  the  tension  of  the  vapours  of  various  liquids  at 
equal  temperatures.  The  tension  of  the  vapour  is  measured  by  the 
height  of  a  column  of  mercury  in  inches  which  each  vapour  will 
support  at  the  temperatures  quoted : — 


Temp. 

Eth«r. 

Carbonio 
Disulph. 

Chloroform. 

Alcohol. 

Water. 

Oflof 
Turpentine. 

Temp. 

-4 

2-72^ 
4350 

0-131 

0*036 

—  20 

14 

3-110 

0*256 

0*082 

—  10 

3« 

7-176 

5008 

0*501 

0*182 

©•082 

0 

t? 

11-278 

7-846 

0-948 

0*361 

0090 

10 

17-117 

26*078 

11-740 

JSI 

0686 

o-i68 

20 

86 

17*110 

1245 

0-275 

30 

104 

35-971 

24310 

'4*330 

5*J59 

2-168 

0-460 

40 

122 

49-920 

33*57 

20*641 

8673 
13-776 

3-631 

0-675 
1058 

t 

140 

68-121 

4371 

29054 

5*874 

158 

9092 

60*98 

38-43 

21*228 

9*201 

1-628 

£ 

176 

116-03 

79*94 

5385 

3200 

13*998 

2-408 

194 

^5350 

103-27 

71-31 

46*86 

20740 

3*582 

90 

212 

19372 

130-75 

9270 

66*33 

3000 

5*310 

100 

330 

246*02 

162-84 

1 18-91 

9259 

4245 

7372 

110 

248 

201*58 

l§6-86 

126*26 

58-87 

10*117 

120 

266 

24647 

17051 

80*14 

13*660 

130 

284 

221*95 

107*27 

18-190 
23-798 

140 

303 

285*73 

14136 
183-61 

X 

320 

3o-59<5 

338 

235*32 

38-93 

X 

36<5 

29787 

48*41 

374 

372-71 

5962 

190 

393 

461-38 

73*46 

300 

(190)  Dalion'8  Law  of  Tension  of  Vapours. — It  was  assumed 
by  Dalton  that  the  tension  or  elasticity  of  all  vapours  was  equal, 
if  compared  at  temperatures  which  represented  differences  of  an 
equal  number  of  degrees  above  or  below  the  boiling-points  of  their 
respective  liquids,  the  elastic  force  of  the  vapour  increasing  accord- 
ing to  the  terms  of  a  geometric  progression  uniform  for  all  liquids, 
as  the  temperature  rose  in  terms  of  an  arithmetic  progression. 
This  law  is  not  strictly  in  accordance  with  the  results  of  experiment. 
However,  for  short  distances  above  and  below  the  boiling-point, 
it  is  very  nearly  true,  excepting  in  the  case  of  mercury,  and  may 
be  employed  for  the  purpose  of  correcting  the  observations  o&the 
boiling-points  of  liquids  made  at  atmospheric  pressures  which  are 
but  little  above  or  below  the  standard  pressure  of  760™"' 

The  following  table  exhibits  the  elasticity  of  the  vapours  of 
five  different  liquids  at  corresponding  distances  above  and  below 
their  boiling-points : — 
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Tension  of  Vapours  at  equal  distances  from  the  Boiling-Foints 
of  the  Liquids, 


'N'nmber  of 
degrees  F. 

above  or 

below 
boiling. 

BBGVAIT1.T. 

Ubs. 

U»i. 

Mabz. 

Atooabso. 

Water. 

AloohoL 
8p.  Gr.  0-813. 

Bther. 

Carbon. 

Disulph. 

Temp. 

Press. 

Temp. 

Press. 

Temp. 

Press. 

T«np. 

Press. 

Temp. 

Press. 

op. 

Inches. 

"F. 

Inches. 

OF. 

Inches. 

«P. 

Inches. 

"F. 

Inches. 

+   40 

252 

63-14 

+   30 

242 

52-90 

134 

50-9 

+   20 

«3« 

4406 

124 

42-64 

137 

42-19 

+    10 

222 

36-47 

i«3 

37-00 

114 

35*2 

127 

3560 

Boiling ) 
Point    1 

212 

30-00 

173 

30-00 

104 

30-00 

117 

29-87 

680 

30-00 

—  10 

202 

24-50 

163 

24-20 

2* 

24-70 

107 

24-91 

—  20 

192 

19-87 

153 

19-30 

84 

20-00 

97 

20-65 

—  30 

182 

16 -oo 

143 

15-05 

74 

16-10 

87 

17-00 

—  40 

172 

1278 

133 

11-00 

64 

1300 

^7 

13-89 

—  50 

162 

IO'I2 

123 

«75 

54 

10-30 

67 

11*27 

630 

19*85 

—  60 

152 

7*94 

"3 

6-70 

44 

?*'* 

57 

9-07 

—  70 

142 

6-i8 

103 

4-90 

34 

6 -20 

47 

7-24 

—  80 

132 

476 

93 

367 

37 

573 

—  90 

122 

363 

«3 

273 

27 

4-49 

590 

14-08 

The  ether  used  in  these  experiments  could 
not  hare  been  perfectly  pure,  as  its  boiling-point 
is  too  high.  The  boiling-point  of  mercury  was 
estimated  by  a  mercurial  thermometer  without 
correction  for  the  increasing  rate  of  expansion 
at  high  temperatures. 

The  increase  of  elasticity  produced  by  heat 
in  those  yapours  which  are  in  contact  with  the 
liquids  by  which  they  are  furnished,  indicates 
also  a  corresponding  increase  in  their  density : 
the  one  may,  in  fact,  be  calculated  from  the 
other.  When  the  temperature  is  reduced,  the 
elastidty  falls,  and  a  portion  of  the  vapour  is 
condensed.  There  is,  indeed,  for  every  vapour 
a  maximum  density  for  each  temperature, 
which,  when  the  liquid  is  in  contact  with  the 
vapour,  is  speedily  attained,  but  which  cannot 
be  surpassed,  no  matter  how  much  the  pressure 
to  which  the  vapour  is  subjected  may  vary ;  an 
increase  of  pressure  immediately  condenses  a 
part  of  the  liquid  that  had  evaporated,  and  a 
diminution  of  pressure  is  attended  with  imme- 
diate volatilization  of  a  fresh  portion  of  the 
liquid:    consequently  a  cubic    centimetre    of 


Fig.  148. 
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vapour  of  any  particular  liquid  at  any  given  temperature,    is 
always  of  the  same  elasticity^  and  possesses  the  same  weight. 

If  a  Bmall  quantity  of  ether  be  thrown  up  into  the  vacuum  of  the  barometer- 
tube,  represented  in  fig.  148,  the  length  of  the  column  of  mercury,  a  h,  above  the 
level  of  that  in  the  bath,  will  continue  to  be  nearly  the  same  whether  the  tube  be 
raised  or  lowered  in  the  outer  vessel ;  if  it  be  raised,  fresh  ether  will  evaporate, 
if  depressed,  part  of  the  vapour  will  be  condensed. 

(191)  lAmit  of  Evaporation. — From  what  has  just  been  stated 
it  might  be  supposed  that  all  liquids,  at  even  the  lowest  tempera- 
tures, were  constantly  emitting  vapour.  That  mercury  does  so  at 
common  atmospheric  temperatures  may  be  shown  by  a  very  simple 
experiment.  Place  at  the  bottom  of  a  bottle  a  few  drops  of  mer- 
cury, and  suspend  in  the  neck  a  bit  of  gold  leaf;  in  a  few  weeks 
the  lower  portions  of  the  gold  will  become  white  from  the  condensa- 
tion of  the  vapour  of  mercury  upon  it.  In  the  tube  of  a  well- 
made  barometer  the  same  thing  is  shown  by  the  formation  of  a 
dew  of  metallic  globules  in  the  space  above  the  column  of  metal. 
Faraday  has,  however,  proved  that  there  is  a  temperature  below 
which  this  volatilization  ceases,  a  temperature  which  varies  for  dif- 
ferent substances ;  for  mercury  the  limit  is  about  4°  C. :  for 
sulphuric  acid  the  limit  is  much  higher,  since  the  acid  undergoes 
no  sensible  evaporation  at  ordinary  atmospheric  temperatures. 
The  cohesive  force  of  the  liquid  here  appears  to  overcome  the 
feeble  tendency  to  evaporation. 

It  is  not  necessary  for  the  evaporation  of  a  body  that  it  should 
be  in  the  liquid  form.  Solid  camphor  is  constantly  emitting 
vapour,  which  condenses  in  a  crystalline  form  on  the  sides  and 
upper  part  of  the  vessel  which  contains  it.  Ice,  if  introduced 
iato  the  vacuum  of  a  barometer,  immediately  causes  a  depression 
of  the  mercurial  column  amounting  at  0°  C,  to  upwards  of 
0*457"™"  and  even  at  zero  the  tension  of  the  vapour  of  ice  is 
found  to  amount  to  o't™™*  It  is  owing  to  this  evaporation  that 
patches  of  snow  and  tufts  of  ice  are  observed  gradually  to  disap- 
pear even  during  the  continuance  of  a  severe  frost. 

Regnault  found  in  his  experiments  that  no  appreciable  change 
in  the  curve  which  represents  the  elastic  force  of  a  vapour  is  pro- 
duced by  the  passage  of  a  body  from  the  solid  to  the  liquid  state ; 
that  is  to  say,  that  there  is  no  abrupt  diminution  in  the  amount 
of  vapour  emitted  from  a  body  when  it  becomes  solid. 

It  has  been  shown  that  if  the  temperature  of  one  of  the  tubes, 
shown  in  fig.  145,  which  contains  a  volatile  liquid,  be  uniformly 
raised  throughout  its  entire  length,  the  elasticity  of  the  vapour 
increases  rapidly  till  the  liquid  reaches  its  boiling-point.  The 
application  of  heat  to  one  portion  only  of  the  tube,  however,  is 
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attended  witli  a  yerjr  different  result:  the  liqtiid  may  even  be 
lieated  to  ebullition^  and  it  will  distil  and  be  condensed^  but  unless 
tlie  whole  of  that  portion  of  the  tube  which  is  filled  with  vapour 
lye  heated  to  the  same  degree^  no  corresponding  increase  of  elasti- 
city will  be  observed :  the  tension  can  never  exceed  that  due  to 
the  elasticity  of  the  vapour  which  would  be  emitted  if  the  liquid 
nvere  at  the  same  temperature  as  that  of  the  coolest  portion  of  the 
tube  above  the  liquid ;  because  the  excess  of  vapour  is  at  once 
condensed  as  soon  as  it  reaches  this  colder  part  of  the  space.     The 
ether^  for  example^  in  the  barometer-tube  5,  fig.  147^  may  be  made 
to  boil  by  the  heat  of  the  hand^  but  the  height  of  the  column  of 
mercury  uodergoes  little  change ;  the  ether  vapour  being  condensed 
in  the  colder  portions  of  the  space  as  rapidly  as  it  is  produced."^ 
(192)    Circumstances  which  Infltience  Evaporation. — In  the 
process  of  evaporation,  the  vapour  is  supplied  only  from  the  super- 
ficial layer  of  the  liquid.     It  is  therefore  evident  that  the  extent 
of  surface  exposed  must  greatly  influence  the  amount  and  rapidity 
of  evaporation  independently  of  the  temperature.     Now  if  the 
evaporating  surface  be  in  any  way  protected^  as  by  allowing  a 
small  quantity  of  oil  to  become  diffused  over  it,  evaporation  is 
entirely  suspended.     Advantage  is  sometimes  taken  of  this  fact 
in  the  laboratory  in  cases  where  it  is  necessary  to  maintain  a  gentle 
heat  for  many  hours :  the  vessel  to  be  heated  is  supported  in  a 
larger  one  containing  water,  upon  the  top  of  which  a  little  oil  has 
been  poured ;  under  these  circumstances  the  danger  of  the  water- 
bath  becoming  dry  is  obviated,  and  the  temperature  required  is  kept 
up  by  a  smaller  expenditure  of  fiiel,  because  the  escape  of  latent 
heat  by  evaporation  is  prevented.    When,  on  the  contrary,  a  rapid 
evaporation  is  necessary,  a  large  extent  of  surface  must  be  exposed. 
In  the  salt  works  of  Cheshire,  for  instance,  the  brine  is  evaporated 
in  shallow  pans,  4  or  5  feet  (i-a  or  1*5  metre)  wide  and  40  or  50 
feet  (12  or  15  metres)  in  length,  the  fire  being  lighted  at  one  end 
and  the  flue  passing  horizontally  underneath  to  the  other  ex- 
tremity.    At  Salzburg,  in  the  Tyrol,  the  same  object  is  efiected 
by  pumping  the  weak  brine  into  reservoirs,  whence  it  is  allowed 
to  trickle  down  through  stacks  of  brushwood,  by  which  means 
the  surface  exposed  to  evaporation  in  the  air  is  almost  indefinitely 
increased.     In  the  southern  parts  of  Europe  the  sea-water  is  ad- 
Eiitted  into  extensive  shallow  pans  excavated  on  the  sea-coast, 


*  In  the  Appendix  will  be  found  a  Table  giving  the  tension  of  aqueous 
vapour  for  each  degree  C.  between  0°  and  100°. 

1  A  A 

Digitized  by  VjOOQIC 


854 


XTAFORATION    AT   DIFFERENT   PBESSUBE8. 


where  by  exposure  to  the  sun's  rays  it  becomes  concentrated,  and 
the  salt  crystallizes  out. 

Another  circumstance  which  influences  the  rate  of  evaporation, 
is  the  amount  and  nature  of  the  pressure  upon  the  surface  of  the 
liquid.  Upon  this  subject  a  series  of  experiments  was  made  by 
Daniell.  Under  a  receiver  connected  with  the  air-pump,  he  placed 
a  circular  dish  of  water,  27  inches  in  diameter,  and  supported  it 
above  a  dish  containing  concentrated  sulphuric  acid, — the  object  of 
using  the  acid  being  to  absorb  the  aqueous  vapour  as  fast  as  it 
was  generated :  the  results  of  these  experiments  are  given  in  the 
following  table : — 

Rate  of  Evaporation  under  Different  Pressures, 


PreMor*  in  Incbn 
ofHercniy. 

Grains 
Evaporaled. 

FreBsnre  in  Inches 
of  Mercury. 

Qnira 
BTsporaiecL 

3-8 

1-24 

Pi 

9-12 

1*9 
095 

0*47 
0*07 

15-92 

2933 

5074 

112-22 

The  time  in  each  experiment  was  30  minutes,  the  temperature 
45°  (7°  C.)  It  is  obvious  that  the  rapidity  of  evaporation  under 
these  circumstances  was  inversely  as  the  pressure,  which  was  read 
off  upon  the  gauge. 

The  resistance  offered  by  the  pressure  of  a  gas  or  vapour  upon 
the  surface  of  a  liquid  is  purely  mechanical ;  and  it  follows  as  a 
consequence  of  the  law  of  the  difiusion  of  gases,  that  the  quantity 
of  vapour  which  rises  from  a  volatile  body  in  a  confined  space,  is 
the  same  whether  that  space  be  filled  with  air  or  not.*  The  time 
that  is  occupied  before  the  space  shall  have  received  its  fall  com- 
plement of  any  given  vapour  varies  inversely  with  the  pressure ; 
and  with  different  vapours  under  similar  pressures,  the  time  varies 
with  the  diffusiveness  of  the  vapour.  The  vapour,  as  it  rises, 
adds  its  own  elastic  force  to  that  of  the  air  present.  When  a 
liquid  evaporates  into  an  empty  space,  the  full  elasticity  due  to  the 
temperature  and,  consequently,  the  maximum  density  of  the 
vapour,  is  acquired  at  once ;  but  when  it  evaporates  into  a  gas, 
that  degree  of  density  is  not  acquired  until  after  the  lapse  of  a 


*  Kegnault  finds  that  this  is  not  absolutely  true, — ^the  tension  of  aqaeoos 
vapour  in  air  being  slightly  less  than  in  vacuo,  but  the  difference  does  not 
amount  to  more  than  2  per  cent,  at  its  maximum.  The  same  thing  was 
found  to  hold  good  with  the  vapour  of  ether,  the  tension  of  which,  whether  in 
air,  in  hydrogen,  or  in  carbonic  anhydride,  was  always  lower  than  it  was  at  the 
same  temperature  in  vacuo. 
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variable  interval  of  time.  The  circumstance  which  in  both  cases 
finally  limits  the  evaporation  of  the  liquid,  is  the  pressure  of  its 
OMna  vapour  of  a  definite  degree  of  elasticity  upon  its  surface.  It 
is  therefore  clear  that  the  larger  the  proportion  of  moisture  that 
is  contained  in  the  air  at  any  given  time,  the  smaller  will  be  the 
quantity  of  aqueous  vapour  that  rises  from  an  exposed  surface  in 
a  given  time ;  and  that  in  proportion  as  the  space  is  more  nearly 
cliarged  with  vapour,  the  more  slowly  is  each  succeeding  portion 
of  vapour  produced.  Evaporation,  in  short,  is  more  rapid  in  a  dry 
than  in  a  moist  atmosphere.  For  the  same  reason,  evaporation 
proceeds  more  rapidly  during  a  breeze  than  when  the  air  is  still  : 
for  the  air  which  rests  on  the  surface  of  a  liquid  soon  becomes 
charged  to  the  maximum  with  vapour,  and  then  all  further  evapo- 
ration would  cease  were  it  not  for  circulating  movements,  which, 
even  in  the  stillest  air,  are  occasioned  by  the  change  of  density  due 
to  the  accession  of  moisture ;  the  currents  produced  by  a  breeze 
assist  these  movements,  and  the  vapour  rises  into  portions  of  air 
which  are  being  continually  changed,  so  that  the  pressure  of  the 
aqueous  vapour  on  the  surface  of  the  liquid  is  rapidly  removed. 

In  the  case  of  mixed  liquids,  Gay-Lussac  inferred  from  his  ex- 
periments that  the  tension  of  the  mixed  vapour  was  equal  to  the 
sum  of  the  tensions  of  the  two  vapours  taken  separately.  This, 
however,  is  true  only  for  liquids  which,  like  carbonic  disulphide 
and  water,  or  like  benzol  and  water,  do  not  sensibly  dissolve  each 
other;  in  other  cases,  as  the  experiments  of  Begnault  and  of 
Magnus  have  shown,  the  tension  may  scarcely  exceed  that  of  the 
more  volatile  liquid ; — for  example,  in  the  case  of  a  mixture  of 
ether  and  water,  the  tension  is  scarcely  higher  than  that  due  to 
ether  only.  If  the  two  liquids  be  soluble  in  each  other  in  all 
proportions,  as  water  and  alcohol,  the  tension  of  the  mixed  vapour 
is  generally  greater  than  that  of  the  less  volatile,  but  less  than 
that  of  the  more  volatile  liquid. 

Wiillner  [Pogg.  AnnaL,  ex.  564)  has  shown  that  the  tension 
of  aqueous  vapour  emitted  from  a  saline  solution,  when  compared 
with  that  of  pure  water,  is  diminished  by  an  amount  proportional 
to  the  quantity  of  anhydrous  salt  dissolved,  when  the  salt  crys- 
tallizes in  the  anhydrous  form,  or  when  it  furnishes  efflorescent 
crystals.  In  cases  where  the  salt  is  deliquescent,  or  has  a  powerful 
attraction  for  water,  the  reduction  of  tension  is  proportional  to 
the  quantity  of  the  crystallized  salt.  For  example,  sulphates  of 
sodium,  nickel,  and  copper,  nitrate  of  calcium,  and  ordinary  or 
hydrodisodic  phosphate  (NagHPOJ  produce  a  diminution  of  ten- 
sion proportioned  to  the  weight  of  the  anhydrous  salt,  whilst  for 

aa2 

Digitized  by  VjOOQIC 


856  IHPOBTANCB   OF   SPONTANEOUS  BYAPO&ATION. 

caustic  potash  and  soda^  and  for  calcic  chloride,  it  is  proportional 
to  the  hydrates  KHO^aHj^O;  aNaHO^sHjO;  CaC^sHgO. 
The  amount  by  which  the  tension  is  reduced  for  equal  weights  of 
the  compounds  compared,  varies  greatly  with  their  nature.  Sul- 
phate of  nickel,  for  instance,  dissolyed  in  the  proportion  of  lo  per 
cent.  (NiSOJ  reduces  the  elastic  force  of  the  vapour  at  100°  CX 
by  i3'™^2,  whilst  a  similar  proportion  of  potassic  hydrate  (KHO) 
effects  a  reduction  of  35-°^6. 

Evaporation  in  a  confined  space,  in  which  the  atmosphere  is 
kept  constantly  in  a  state  of  dryness,  is  often  resorted  to  in  the 
laboratory.  Crystallizations  on  a  small  scale  are  frequently  effected 
in  this  way ;  the  liquid  evaporates,  and  is  absorbed  by  a  surface 
of  sulphuric  acid,  as  in  the  experiment  of  Leslie  (185).  The  eva- 
poration may  be  rendered  quicker  or  slower  according  to  the  extent 
to  which  the  exhaustion  of  the  receiver  is  carried.  Many  com- 
pounds which  would  be  injured  by  exposure  to  air,  or  to  a  mode- 
rate  rise  of  temperature,  may  be  dried  effectually  in  this  manner. 

As  a  necessary  consequence  of  the  evaporation  which  is  con- 
tinually going  on  over  the  entire  surface  of  the  earth,  the  atmo- 
sphere is  at  all  times  charged  with  moisture,  the  amount  of  which 
is  perpetually  varying,  but  it  is  almost  always  below  the  propor- 
tion which  experiment  gives  as  the  maximum  density  for  aqueous 
vapour  due  to  the  observed  temperature.  It  is  owing  to  the  cir- 
cumstance that  the  air  is  rarely  fuUy  charged  with  vapour,  that 
wet  bodies  become  dry,  and  that  the  surface  of  the  soil,  although 
saturated  with  moisture,  yet  in  a  few  hours  or  days  becomes 
parched  and  dusty.  By  the  process  of  evaporation  from  the  sur- 
face of  the  land  as  well  as  of  the  ocean,  a  natural  distillation  is 
thus  continually  effected,  by  which  a  perpetual  circulation  of  water 
is  maintained ;  the  waters  conveyed  by  the  rivers  into  the  sea  re- 
turn imperceptibly  into  the  atmosphere.  The  vapour  thus  raised 
either  assumes  an  invisible  form,  or  it  floats  about  in  masses  of 
cloud ;  these  are  at  length  arrested,  particularly  by  mountains  and 
elevated  ridges  of  land,  and  becoming  condensed,  descend  as 
showers,  and  supply  stores  of  water,  which  flow  down  the  sides  of 
the  hills,  and  collect  in  the  ravines,  or  else  are  absorbed  into  the 
porous  strata.  The  waters  thus  absorbed  sink  into  the  soil  until 
they  meet  with  a  bed  of  clay  or  some  other  stratum  impervious  to 
moisture  ;  by  this  they  are  arrested,  and  flow  along  its  surface  till 
they  burst  out  as  springs  in  the  valleys.  These  springs  in  their 
turn  fiimish  constant  supplies  to  the  rivers,  and  the  rivers,  after 
irrigating  the  countries  through  which  they  flow,  again  empty 
themselves  into  the  ocean.     The  frequency  of  rain,  and  various 
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other  meteorological  phenomena  of  the  highest  interest  and  im« 
portanee, — in  fact,  many  of  the  great  peculiarities  of  climate,  are 
mainly  influenced  by  the  variations  in  the  quantity  of  moisture 
which  is  contained  in  the  atmosphere.  The  knowledge  of  the 
quantity  of  aqueous  vapour  which  exists  at  any  given  time  in  a 
certain  bulk  of  air,  becomes,  therefore,  a  problem  which  is  con- 
stantly requiring  solution  for  meteorological  purposes.  Instru- 
ments employed  for  this  purpose  are  termed  hygrometers  (from 
iypoq,  moist,  and  fiirpov,  a  measure).  Various  methods  have 
been  proposed  for  determining  the  proportion  of  moisture  in  the 
air ;  the  simplest  and  the  most  accurate  of  these  consists  in  the 
determination  of  the  dew-point. 

(^93)  Dew-point, — It  is  evident  that  a  reduction  of  tempera- 
ture in  a  space  already  chained  to  the  maximum  with  vapour, 
must  produce  a  deposit  of  moisture  in  the  liquid  form.  Such  a 
result,  in  fact,  accords  with  daily  observation :  for  example,  when 
a  glass  of  eold  water  is  brought  into  a  warm  room,  its  surface 
becomes  bedewed  with  moisture.  This  observation  has  been  in- 
geniously turned  to  account,  for  the  purpose  of  determining  the 
quantity  of  moisture  present  in  the  air  at  any  given  time.  If  the 
cold  liquid  be  poured  from  one  vessel  to  another,  its  temperature 
will  be  gradually  raised ;  the  quantity  of  dew  which  is  formed  on 
the  outside  of  the  vessel  into  which  it  is  poured  will  become  less 
and  less,  until  it  ceases  to  be  formed  at  all.*  By  noting  with  a 
sensitive  thermometer  the  exact  temperature  at  which  this  forma- 
tion of  dew  ceases,  the  tension  of  the  aqueous  vapour  present  in 
the  air  at  that  period  can  be  readily  ascertained  fi^m  tables  con- 
structed for  that  purpose,  and  the  corresponding  proportion  of 
moisture  calculated.  If  the  temperature  of  the  air  at  the  time 
be  noted,  it  is  easy  to  determine  the  additional  proportion  of 
moisture  which  the  air  at  that  time  is  capable  of  taking  up.  This 
comparison  is  generally  made  by  calling  the  quantity  of  invisible 
vapour  which  it  is  possible  for  air  to  retain  at  the  particular  tem- 
perature at  the  time  of  observation  1000,  and  calculating  from 
the  observed  dew-point  the  proportion  which  the  amount  actually 
present  bears  to  that  which  might  exist  at  that  temperature. 
Suppose,  for  example,  when  the  air  is  at  15°  C,  that  the  dew- 
point  be  as  low  as  10^;  that  is,  the  temperature  at  which  dew 
begins  to  be  formed  is  10®.  On  reference  to  the  table,  it  appears 
that  the  tension  of  vapour  at  15°  amounts  to  ia'"*"*699  of  mer- 
cury, while  at  10°  it  is  equal  to  only  9'°^  165.  Now  the  quan- 
tity of  vapour  is  directly  proportioned  to  its  tension ;  therefore 
by  proportion : — 
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12*699      :      9*165 


1000 


(=722). 


Fig.  149. 


722  represents  the  degree  of  atmospheric  saturation  at  the  time 
of  observation. 

Practically,  however,  it  is  desirable  also  to  know  the  actual 
rate  of  evaporation  at  the  time  (or  the  number  of  gramnaes  of 
water  which  evaporate  from  a  given  surface,  such  as  a  square 
metre  of  water  freely  exposed  to  the  air),  since  it  is  this  Tvliich 
in  great  measure  determines  the  drying  influence  of  the  atmo- 
•  sphere  upon  the  human  body,  and  upon  the  substances  exposed 
to  its  action. 

(194)    DanielVs    Hygrometer. — The 
method  of  observing  the  dew-point  above 
mentioned,  although  it  affords  very  exact 
results,  is  tedious  in  practice.    To  facilitate 
this  operation,  a  beautiful  instrument  was 
contrived  by  Daniell,  and  termed  by  him 
the  Dew-point  Hygrometer.     It  consists 
essentially  of  a  small  cryophorus  (fig.  149) 
containing  ether  instead  of  water,  one  limb 
of  which,  c,  is  longer  than  the  other,  and 
terminates  in  a  ball,  6,  made  of  black  glass, 
for  the  purpose  of  rendering  the  moment 
at  which  the  deposition  of  dew  occurs  more 
readily  observable.     In  the  long  limb  of 
the  instrument  is  placed  a  sensitive  thermo- 
meter, d,  the  bulb  of  which  is  partially 
immersed  in  the  ether.     The  second  bulb, 
a,  is  covered  with  muslin.     In  construct- 
ing the  apparatus,  the  ether  is  boiled  to  expel 
the  air,  and  the  instrument  is  hermetically 
sealed  whilst  the  ether   is   still   boiling. 
When  the  hygrometer  is  to  be  used,  all  the 
ether  is  driven  into  5,  by  inverting  the 
instrument,  and  warming  the  bulb  a  with 
the  hand ;  the  instrument  is  then  placed  in  the  clip  h,  on  the  top  of  the  stand  y. 
On  allowing  a  few  drops  of  ether  to  fall  on  the  muslin,  the  vapour  within  the 
ball  a  is  condensed  by  the  reduction  of  temperature  occasioned  by  the  rapid 
evaporation  thus  produced  on  its  outer  surface;  fresh  vapour  rises  from  the- 
surface  of  the  ether  in  the  blackened  ball,  owing  to  the  diminished  elasticity  of 
the  vapour  above  it :  the  temperature  of  this  ether  and  of  the  ball  in  contact  with 
it  is  lowered,  and  deposition  of  dew  commences  on  the  surface  of  the  black  ball, 
in  the  form  of  a  ring,  which  coincides  with  the  level  of  the  ether.     The  moment 
that  this  occurs,  the  temperature  marked  by  the  included  thermometer,  d,  is 
observed.     It  is,  however,  possible,  if  the  reduction  of  temperature  has  been 
rapid,  that  the  loss  of  heat  may  not  be  perfectly  uniform  throughout  the  ether  in 
the  black  bulb,  in  consequence  of  which  the  temperature  indicated  by  the  thermo- 
meter, d,  may  be  a  little  too  high ;  it  is  therefore  well  to  observe  the  temperature 
of  d  a  second  time,  at  the  moment  when  the  ring  of  dew  disappears,  during  the 
return  of  the  instrument  towards  the  temperature  of  the  surrounding  air.     This 
observation  will  now  probably  be  slightly  too  low,  but  the  mean  of  the  two 
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will  accurately  furnish  the  temperatnre  of  the  dew-point.     The  temperature  of 
the  atmosphere  at  the  time  is  indicated  hy  the  thermometer  k. 

In  making  an  observation,  the  hygrometer  should  be  placed  at  an  open 
window^,  and  a  small  cardboard  screen  should  be  interposed  between  the  two 
bulbs,  to  prevent  the  vapour  of  the  ether  from  extending  to  the  atmosphere 
around  the  blackened  bulb.  With  proper  care,  the  instrument  will  yield  results 
of  ^eat  accuracy.  An  excellent  hygrometer,  on  a  similar  principle,  but  of  less 
portable  construction,  has  been  used  by  Regnault. 

(195)  Wet-bulb  Hygrometer. — Other  methods  have  been  pro- 
posed for  determining  the  quantity  of  moisture  present  in  the 
atmosphere.  Of  these  hygrometers,  one  only,  the  wet-bulb  hygro- 
meter, need  be  noticed  here :  it  is  shown  at  figure  150. 

In  simplicity  of  action  it  leaves  nothing  to  be 
desired,  as  it  consists  merely  of  two  similar  thermo- 
meters, 8, 8,  placed  side  by  side  on  the  same  stand,  mj^; 
the  bulbs,  h,  h,  of  both  are  covered  with  muslin,  and 
one  of  them  is  kept  constantly  moist  by  means  of  the 
capillary  action  of  a  few  fibres  of  cotton,  e,  which 
connect  it  with  a  smaller  vessel,  A  c,  containing  water. 
The  rate  of  evaporation,  and  consequently  the  depression 
of  temperature  of  the  moistened  bulb,  will  be  greater 
in  proportion  as  the  atmosphere  is  further  from  its 
point  of  saturation ;   and  tables  have  been  given  for 
determining  the  degree  of  saturation  for  all  differences 
of  temperature  within  the  ordinary  atmospheric  range. 
The  elaborate  researches  of  Regnault 
[Ann.  de  Chimie,  III.  xv.  201)  have  shown  that 
the  indications  of  this  hygrometer  require 
a  variety  of  corrections  which   cannot  be 
correctly  estimated.     The  formula  which  on 
the  whole  corresponds  best  with  observation 
is  that  of  Apjohn :  /'  =  /—  ^  x  ^.      In  this 
formula  f  is  the  tension  of  steam  at  the 
dew-point,  /  is  the  tension  of  steam  at  the 
observed  temperature  of  the  air,  d  is  the 
difference  in  temperature  of  the  two  ther- 
mometers, 88  is   a  constant  coefficient  for 
the  specific  heats  of  air  and  steam,  p  is 
the  observed  height  of  the  barometer,  30  is 
the  mean  height  of  the  barometer  in  English 
inches. 

Prom  an  extensive  series  of  comparisons 
made  at  the  Greenwich  Observatory  between 
the  wet-bulb  hygrometer  and  Daniell^s  instrument,  Glaisher  con- 
cludes that  the  dew-point  may  be  ascertained  by  multiplying  the 
difference  between  the  temperature  of  the  dry  and  the  wet  bulb, 
by  a  number  depending  upon  the  temperature  of  the  air  at  the 
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time  of  observation^  and  subtracting  tbe  product  fipom  this  last- 
mentioned  temperature. 

The  numbers  which  he  gives  are  contained  in  the  following 
table:*— 


DiyBolb.        •> 

ICottipHer. 

DiyBulb.        \ 
Temperature  °  7.  J 

Moltipliff. 

below  34 

8-5 

34  to  35 

3-6 

34t0  3§ 

7*3 

35  to  40 

3-5 

3^  to  30 

6-4 

40  to  45 

2*3 

30  to  37 

37  to  28 

38  to  39 

39  to  30 

61 

45  to  50 

3T 

59 
57 
50 

60  to  55 
55  to  00 
00  to  65 

3'0 
1-8 

1-8 

30  to  31 

4-6 

65  to  70 

17 

31  to  33 

3-6 

70  to  75 

15 

33  to  33 

3*i 

75  to  80 
86t»'85 

1-5 

33*034 

3-8 

1*0 

Since  the  tension  of  aqueous  vapour  diminishes  according  to 
the  terms  of  a  geometric  progression,  whilst  the  temperature  falls 
in  arithmetic  progression,  the  elasticity  of  the  vapour  contained 
in  the  atmosphere  at  any  given  time  is  reduced  by  a  fall  of  tem- 
perature more  rapidly  than  in  direct  proportion  to  the  fall ;  it 
therefore  necessarily  happens,  that  if  a  current  of  heated  air, 
charged  to  the  maximum  with  aqueous  vapour,  meet  a  current  of 
cold  air,  also  charged  to  its  maximum  with  vapour,  the  inter- 
mingled portions  of  air  at  the  mean  temperature  of  the  two  can 
only  retain  a  part  of  the  vapour  in  the  invisible  condition,  and 
the  formation  of  a  cloud  or  mist  is  the  consequence.  For  example^ 
suppose  two  equal  volumes  of  air,  one  at  i6°  C.  and  the  other  at 
4°,  each  saturated  with  vapour,  to  be  intermingled — ^the  tempera- 
ture of  the  intermingled  air  would  be  lo°.  Now  the  elastic 
force  of  aqueous  vapour  at  i6°  is  i3'™"'536;  at  4°  it  is  6*°^097. 
The  mean  of  these  quantities  is  9'™™'8i6,  but  the  actual  elastic 
force  of  vapour  at  10°  is  only  9*°^™i65 ;  consequently  an  amount 
of  vapour  represented  by  an  elastic  force  of  9*"^-8i6  —  9'°^i65, 
or  o'™°^*65i,  will  be  precipitated  in  the  form  of  a  cloud.  It  was 
upon  this  principle  that  Button  accounted  for  the  formation  of 


*  When  the  dew-point  was  calculated  hy  Apjohn's  formula  from  the  indi- 
cations of  the  wet- bulb  thermometer,  the  extreme  differences  from  the  true  dew- 
point,  furnished  by  Danieirs  instrument,  were  found  in  two  years  at  Greenwich 
to  be  —  3°'9  between  6j®  and  70°,  and  +  3  ^'6  between  75**  and  80®;  whilst 
the  extreme  differences  by  Glaisher's  factors  are  —  3°7  between  75°  and  80°, 
and  +  ^^'6  between  75®  and  80°. — (Daniell's  Meteorology ,  vol.  iL  p.  100.) 
Bee  alio  Noble,  Proceed.  Eoy,  80c.  vii.  J28. 
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rain.^  and,  so  far  as  it  goes,  the  theory  is  satisfactory :  there  are, 
lio^wever,  other  important  causes  concerned,  but  the  subject  cannot 
be  appropriately  discussed  further  in  this  work. 

(196)  Liquefaction  and  Solidification  of  Gases, — ^Vapours  were 
formerly  considered  to  be  essentially  different  in  their  nature 
from  gases  j  but  comparatively  recent  experiments,  particularly 
tliose  by  Faraday,  have  shown  that  the  difference  between  gases 
and  vapours  is  merely  one  of  degree.     Under  his  skilfal  manipu- 
lation, numerous  gases  have  been  reduced  to  the  liquid  state,  and 
not  a  few  have  even  been  obtained  in  the  form  of  solids.     Some 
few  of  the  gases  have  still  resisted  the  best  devised  attempts  to 
liquefy  them ;  but  it  can  hardly  be  doubted  that  all  gases  may 
be  regarded  as  the  vapours  of  liquids  of  an  extremely  high  degree 
of  volatility ;  the  liquids  resulting  from  the  condensation  of  gases 
boiling  at  temperatures  far  below  the  ordinary  atmospheric  range : 
vapours,  on  the  contrary,  may  be  considered  as  the  gases  of  liquids 
of  comparatively  low  volatility. 

Some  of  the  gases  are  liquefiable  with  much  greater  facility 
than  others;  for  instance,  a  mere  reduction  of  the  temperature  to  4^ 
( — 20°  C.)  suffices  to  reduce  sulphurous  anhydride  at  the  ordinary 
atmospheric  pressure  to  the  liquid  form.  Many  gases,  if  gene- 
rated in  strong  tubes,  under  the  pressure  of  their  own  particles, 
lose  their  elastic  form.  In  this  way  carbonic  anhydride  (acid), 
cyanogen,  and  several  others,  have  been  liquefied.  But  in  other 
cases,  a  combination  of  the  pressure  obtained  by  means  of  a  con- 
densing syringe,  with  the  application  of  an  intense  degree  of  cold, 
has  been  requisite.  A  convenient  form  of  apparatus  for  this 
purpose  has  been  devised  by  Andrews,  who  has  succeeded  in 
reducing  the  non-condensible  gases  in  fine  glass  tubes,  by  pressure 
alone,  to  less  than  ^w  o^  ^^^  volume  which  they  occupy  under 
the  ordinary  conditions  of  the  atmosphere,  and  in  exposing  them, 
still  under  this  pressure,  to  a  cold  of  from  —77°  to  — 101°  C. 

Carbonic  anhydride  is  mannfactored  in  large  quantities,  and  stored  np  in  the 
liquid  form,  in  strong  wrought-iron  vessels.  The  apparatus  used  for  this  purpose 
was  devised  by  Thilorier.  A  modification  of  it  is  represented  in  fig,  i  ji.  It 
consists  of  two  very  strong  hollow  cylinders  of  wrought-iron,  one  of  which,  Jl,  is 
employed  as  a  retort  for  generating  the  gas;  the  other,  B,  as  a  receiver, 
m  which  it  is  accumulated.  The  generator,  a,  is  charged  with  a  mixture  of 
1*33  kilos.  (2i  lb.)  of  finely  powdered  hydro-sodic  carbonate  (the  common 
bicarbonate  of  soda)  (NaHCO,),  and  2*83  litres  (6^  lb.)  of  warm  water :  a  brass 
tube,  c,  containing  0*68  kilo,  (i^  lb.)  of  oil  of  vitriol,  is  cautiously  introduced, 
and  the  head  of  the  apparatus,  furnished  with  a  stop-cock  of  peculiar  construc- 
tion, is  screwed  down  and  rendered  tight  by  a  leaden  washer.  The  generator 
is  then  reversed,  so  as  to  mix  the  materials,  which,  by  their  reaction,  liberate 
carbonic  anhydride ;  this  gas  accumulates  in  the  upper  part  of  the  vessel,  where 
it  is  liquefied  by  its  own  pressure ;  a  strong  tube,  B,  is  screwed  on  Laterally  to 
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both  vessels,  jl  and  b, 
in  order  to  connect 
them  together.  The 
receiver,  B,  is  kept  cool 
by  being  immersed  in 
melting  ice.  As  soon 
as  the  stop-cocks  are 
opened,  the  liquefied 
gas  distils  over;  the 
stop-cocks  are  then 
closed,  the  vessels  ▲ 
and  B  are  separated, 
and  a  fresh  charge  i3 
introduced  into  the 
generator.*  The  same 
operations  are  then  re- 
peated, until  a  suffi- 
cient quantity  of  the 
liquefied  gas  has  been 
obtained.  Communi- 
cating with  the  stop- 
cock of  the  receiver  is 
the  tube,  6,  which  passes  down  nearly  to  the  bottom  of  the  vessel,  and  terminates 
in  an  open  extremity,  so  that  as  soon  as  the  stop-cock  is  opened,  a  jet  of  the  liquid 
anhydride  is,  by  the  pressure  of  its  own  vapour,  forced  up  the  vertical  tube,  b, 
imd  it  escapes  from  the  vessel  through  a  fine  nozzle,  e,  which  is  screwed  to  the 
stop-cock.  The  issuing  liquid  immediately  begins  to  evaporate  with  great 
rapidity ;  by  this  means  so  large  a  quantity  of  latent  heat  is  carried  off  in  the 
escaping  gas,  that  a  portion  of  the  liquid  is  converted  into  the  solid  form.  If 
the  jet  of  liquid  be  made  to  play  into  a  cylindrical  box,  D,  furnished  with  lateral 
apertures  for  the  free  passage  of  the  gas,  the  solidified  anhydride  may  be  col- 
lected in  the  form  of  a  flocculent  deposit,  of  snowy  whiteness,  which  gradually 
evaporates  in  the  air,  without  undergoing  previous  liquefaction.  This  may  be 
seen  by  placing  a  few  flakes  of  the  solid  in  a  retort,  the  mouth  of  which  is  im- 
mersed in  water :  the  gas,  as  it  rises  in  bubbles,  can  thus  be  collected. 

If  means  be  taken  to  cut  off  the  supply  of  heat  from  external 
objects  by  placing  the  solidified  anhydride  in  a  glass  vessel, 
covered  externally  with  flannel,  enclosing  this  in  a  second  glass, 
and  covering  the  whole  with  a  card,  and  thus  making,  in  fact,  an 
extemporaneous  ice-pail,  the  solidified  anhydride  may  be  kept  in 
open  air  for  some  hours.  As  will  readily  be  supposed,  the  tem- 
perature of  this  solid  is  extremely  low.  According  to  the  experi- 
ments of  Faraday,  it  is  as  much  as  —106°  (—77°  C).  It  may, 
notwithstanding,  be  handled  with  impunity,  and  may  be  put  into 
water,  without  causing  the  water  to  freeze.  These  paradoxical 
effects  are,  however,  easily  explained.  The  cold  solid  never 
really  touches  either  the  water  or  the  hand,  because,  owing  to 


*  By  attaching  a  condensing  syringe  to  the  generator,  Mr.  Addams  is 
enabled  to  save  a  considerable  portion  of  the  condensed  gas  which  would  other* 
wise  be  loat. 
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the  rapidity  with  which  it  evaporates,  it  is  constantly  surrounded 
by  a  badly  conducting  atmosphere  of  its  own  vapour :  but  if  it 
be  really  brought  into  contact  with  any  solid  or  liquid,  which 
may  be  done  by  moistening  the  solid  anhydride  with  ether,  which 
has  a  strong  adhesion  to  carbonic  anhydride,  its  low  temperature 
is  at  once  manifested,  and  this  low  temperature  is  maintained  by 
its  continual  evaporation,  which  constantly  carries  oflf  a  large 
quantity  of  heat  in  the  latent  state.  By  placing  some  mercury  in  a 
basin,  pouring  on  it  a  small  quantity  of  ether,  and  adding  a  little 
solidified  carbonic  anhydride,  the  mercury  will,  in  a  few  seconds, 
be  converted  into  a  malleable  solid,  although  before  the  metal 
will  freeze  it  is  necessary  that  the  temperature  be  reduced  as  low 
^  "~37°'9  (-"38°'8  C).  If  the  frozen  mprcury  be  transferred 
to  a  vessel  containing  a  small  quantity  of  water,  the  metal  will 
be  quickly  thawed,  but  spiculse  of  ice  will  be  formed,  showing 
that  the  process  of  liquefaction  in  the  case  of  mercury,  as  in  all 
other  instances,  is  attended  with  a  disappearance  of  heat. 

By  accelerating  the  evaporation  of  the  bath  of  carbonic  anhy- 
dride and  ether,  Faraday  was  enabled  to  command  a  still  greater 
reduction  of  temperature,  and  in  the  vacuum  of  the  air-pump  he 
obtained  by  this  means  a  degree  of  cold  which  he  estimated  at 
—  1 66°  (—110°  C).  In  such  a  cold  bath,  many  of  the  liquefied 
gases  were  frozen,  and  were  obtained  in  the  shape  of  solids,  clear 
and  transparent  as  ice.  Among  the  number  which  assumed  this 
form  was  carbonic  anhydride  itself.  {Phil.  TVans.,  1845,  ^55') 
Even  without  the  aid  of  pressure,  but  simply  by  employing  a 
bath  of  carbonic  anhydride  and  ether  in  the  air,  the  following 
gases — viz.,  chlorine,  cyanogen,  ammonia,  sulphuretted  hydrogen. 

Fig.  153. 


arseniuretted  hydrogen,  hydriodic  acid,  hydrobromic  acid, 
and  carbonic  anhydride — were  obtained  in  the  liquid 
form,  and  were  sealed  up  in  tubes.  The  tubes  used  were 
of  green  bottle-glass,  bent  as  represented  in  fig.  152  ;  to 
these  tubes  brass  caps  and  stop-cocks  were,  when  neces- 
sary, securely  attached,  by  means  of  a  resinous  cement. 
The  cold  bath  was  applied .  at  the  curvature.  When 
pressure  was  requisite,  it  was  obtained  by  the  employ- 
ment of  two  condensing  syringes ;  the  first  had  a  piston  of  an  inch 
in  diameter,  the  second  one  of  only  half  an  inch ;  these  syringes 
were  connected  by  a  pipe,  so  that  the  first  syringe  forced  the  gas 
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through  the  valves  of  the  second ;  and  the  second  syringe  ^ras 
then  used  to  compress  still  more  highly  the  gas  which  fiad 
already  been  condensed  by  the  action  of  the  first,  with  a  poorer 
varying  from  ten  to  twenty  atmospheres.* 

Natterer  obtained  a  still  more  intense  degree  of  cold  than  that 
produced  by  carbonic  anhydride  and  ether  in  vacuo,  by  mixing 
liquid  nitrous  oxide  with  carbonic  disulphide  and  placing  the 
bath  in  vacuo :  the  lowest  temperature  which  he  has  recorded  is 
—  220°  (  —  140°  C).  Silicic  fluoride,  at  this  point,  became  a 
transparent  solid,  but  liquid  chlorine  and  carbonic  disulphide  pre- 
served their  fluidity.  {lAebig^s  Ann.,  liv.  254.) 

(197)  Pressure  exerted  by  Condensed  Gases. — In  order  to  esti- 
mate the  degree  of  pressure  which  the  condensed  gas  exerted  upon, 
the  interior  of  the  vessel  in  which  it  was  contained,  and  to  deter- 
mine the  force  requisite  to  overcome  the  repulsive  energy  of  its 
own  particles,  Faraday  made  use  of  small  air-gauges,  which  he 

enclosed     in     the 

^^' tubes  employed  for 

the      condensation. 

(fig-  153)-  These 
gauges  consisted  of 
a  somewhat  conical 
capillary  tube  of 
glass,  which  was  divided  into  parts  of  equal  capacity  by  intro- 
ducing into  the  tube  a  globule  of  mercury  shown  at  a,  and 
causing  it  to  occupy  each  part  of  the  tube  in  succession :  the 
length  of  the  little  cylinder  into  which  the  mercury  was  reduced 
in  each  portion  of  the  tube  was  marked  upon  the  glass  with 
black  varnish.  The  mercury  was  then  transferred  towards  the 
widest  extremity,  and  the  tube  was  sealed  at  its  narrow  end.  A 
known  volume  of  air  was  thus  included,  and,  by  the  compression 
which  this  air  experienced  in  the  course  of  the  experiment,  (the 
bulk  being  inversely  as  the  pressure,)  the  elastic  force  of  the  gas 
under  examination  was  easily  calculated.  It  is  remarkable  that 
many  of  these  condensed  liquids  expand  upon  the  application  of 
heat  more  rapidly  than  the  gases  themselves.  It  has  been  also 
found  that  Boyle^s  law  (27),  according  to  which  the  elasticity  of 


*  The  temperatures  recorded  in  these  experiments  are  in  all  probability 
somewhat  too  high.  They  were  estimated  by  means  of  a  spirit  thermometer, 
subdivided  into  degrees  below  32°  P.,  *  equal  in  capacity  to  those  between  32" 
and  212°; '  but  the  contraction  of  alcohol  is  more  rapid  at  low  than  at  high 
temperatures  :  at  the  lowest  temperatures  attained,  the  alcohol  became  somewhat 
viscid. 
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a  gas  increases  directly  as  the  pressure,  although  correct  for 
pressures  at  considerable  distances  above  the  point  of  condensa* 
tion^  does  not  hold  good  as  this  term  is  approached ;  probably^  as 
suggested  by  Berzelius,  because  the  distance  to  which  the  particles 
are  separated  is  not  sufficient  entirely  to  overcome  the  cohesive 
force^  which  increases  in  power  the  more  nearly  the  point  of  con* 
densation  is  reached  (see  notes,  pages  47  and  252.)'!' 

Although  indications  of  this  departure  firom  Boyle^s  law  have 
been  observed  at  common  temperatures^  with  some  of  the  more 
condensible  gases,  such  as  sulphurous  anhydride,  sulphuretted 
hydrogen,  cyanogen,  and  ammonia,  it  was  most  distinctly  exhibited 
in  the  experiments  of  Cagniard  de  Latour  {Ann.  de  Chimie,  II. 
xxi.  and  xxii.).  De  Latour  partially  filled  some  strong  glairs 
tubes  with  water,  with  alcohol,  with  ether,  and  with  some  other 
liquids,  furnished  them  with  gauges,  and  sealed  them  hermeti- 
cally. He  then  cautiously  raised  the  temperature.  The  alcohol 
(sp.  gr.  o'844),  which  occupied  f  the  capacity  of  the  tube,  gradually 
expanded  to  double  its  volume,  and  then  suddenly  disappeared  in 
Tapour,  at  a  temperature  of  497^7  (257°7  C.) ;  it  then  exerted  a 
pressure  of  about  119  atmospheres.  Ether  became  gaseous  at 
392°  (200^  C),  in  a  space  equal  to  double  its  original  bulk, 
exerting  a  j^essure  of  37*5  atmospheres;  whereas,  if  Boyle's  law 
Iield  good  in  these  cases,  calculating  from  the  volume  of  vapour 
which  a  certain  bulk  of  each  liquid  yields  under  the  atmospheric 
pressure,  ether  should  have  exerted  a  force  equal  to  about  157 
atmospheres,  and  alcohol  of  at  least  318.  Water  was  found  to 
become  gaseous  in  a  space  equal  to  about  four  times  its  original 
bulk,  at  a  temperature  of  about  773°  (412°  C),  (that  of  melting 
zinc).  So  great  was  the  solvent  power  of  water  on  glass,  at  this 
liigh  temperature,  that  the  addition  of  a  little  sodic  carbonate 
was  necessary  to  diminish  the  action  on  the  glass,  which  frequently 
gave  way  until  this  expedient  was  adopted.  As  the  vapours 
cooled,  a  point  was  observed  at  which  a  sort  of  cloud  filled  the 
tube,  and,  in  a  few  moments  after,  the  liquid  suddenly  reappeared. 
It  will  be  seen  from  the  subjoined  table,  that  even  after  the 
liquid  has  wholly  disappeared,  the  increase  in  the  elastic  force  of 
the  vapour,  as  the  temperature  rises,  is  as  rapid  as  before  it  had  all 
volatilized,  and  indeed  it  continues  to  increase  in  a  proportion  far 
greater  than  that  which  would  be  produced  in  air  by  an  equal  ele- 


*  The  experimeDts  of  Fairbaim  and  Tate  on  the  elasticity  of  superheated 
steam  (J^hil,  Trans.,  1860)  190)  show  that  this  diminution  of  elasticity 
near  the  point  of  condensation  is  very  appreciable  in  the  case  of  aqueotis  vapoor.^ 
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vation  of  temperature.  Atmospheric  air,  under  a  pressure  of  37*5 
atmospheres  at  370°  (188°  C.)  would,  at  482°  (250°  C),  exert  a 
force  of  42*4,  and  at  617°  (325^  C.)  of  48*6  atmospheres,  whereas 
the  corresponding  pressures  with  ether  were  86*3  and  130*9 
atmospheres.  In  the  case  of  the  two  experiments  with  ether,  the 
increase  in  elasticity  is  greatest  at  first  in  the  tube  which  contains 
the  smallest  proportion  of  liquid ;  probably  because  the  influence 
of  cohesive  attraction  is  more  completely  overcome  in  the  tube 
which  admits  of  the  greatest  distance  between  the  particles  of  the 
vapour,  though  at  higher  temperatures  the  elasticity  increases 
less  rapidly  in  this  tube  than  in  the  other : — 

Cagniard  de  Latour's  Experiments. 


Temperature. 

Ether. 

Carbonio 

Volume,  as  liquid 

Volume,  as  liquid 

Volume,  as  liquid 

>j  parts, 

34  parts. 

8  parts. 

°0, 

OF. 

as  -vapour  ao  parts. 

as  Tapour  ao  parts. 

as  vapour  ao  parts. 

Pressure  in 

Pressure  in 

Pressure  in 

atmospheres. 

atmospheres. 

atmospheres. 

100 

212 

5-6 

4-2 

112-5 

234-5 

7-9 

55 

1250 

257 

106 

14-0 

79 

137-5 

2795 

12-9 

n-5 

lO'O 

1500 

302 

i8-o 

22-5 

13-0 

162-5 

324-5 

22  2 

28-5 

i6-5 

175-0 

187-5 

347 

28-3 

35-0 

20*2 

369-5 

375* 

42-0* 

242 

2000 

392 

48-5 

505 

28-8 

212*5 

414-5 

58-0 

33-6 

225-0 

437 

63-5 

40-2 

2375 

459-5 

78-0 
86-3 

66-0 

47*5 

250-0 

482 

705 

57-2 

262-5 

504-5 

92-3 

H 

6^-5* 

275-0 

287-5 

527 

104-1 

t 

77-8 
89*2 

549*5 

112-7 

3000 

572 

1 19-4 

l^ 

98-9 

3125 

594-5 

123-7 

89 

ti4-3 

325-0 

617 
628-2 

1 

130-9 

94 

129-6 

331-2 

^355 

Space  must  always  be  allowed  for  the  full  expansion  of  the 
liquid,  otherwise  the  strongest  vessels  will  give  way. 

Andrews  has  recently  observed,  that  on  partially  liquefying 
carbonic  anhydride  by  pressure  alone,  in  his  apparatus,  and 
gradually  raising  at  the  same  time  the  temperature  to  88°  (31°  C), 
the  surface  of  demarcation  between  the  liquid  and  gas  became 


*  At  this  point  the  liquid  bad  entirely  disappeared  as  vapour. 
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fainter,  lost  its  curvature,  and  at  last  disappeared.  The  space 
was  then  occupied  by  a  homogeneous  fluid,  which  exhibited,  when 
the  pressure  was  suddenly  diminished  or  the  temperature  slightly 
lowered,  a  peculiar  appearance  of  moving  or  flickering  striae 
throughout  its  entire  mass.  At  temperatures  above  31®  C,  no 
apparent  liquefaction  of  carbonic  anhydride  or  separation  into  two 
distinct  forms  of  matter  could  be  effected,  even  when  a  pressure 
of  300  or  400  atmospheres  was  applied.  Nitrous  oxide  gave 
analogous  results.* 

From  the  foregoing  experiments,  it  is  obvious  that  there  exists 
for  every  liquid  a  temperature  at  which  no  amount  of  pressiire  is 
suflScient  to  retain  it  in  the  liquid  form.  It  is  not  surprising, 
therefore,  that  mere  pressure,  however  intense,  should  fail  to 
Uquefy  many  of  the  bodies  which  usually  exist  in  the  form  of 
gases. 

The  following  table  embodies  the  results  obtained  by  Faraday 
on  the  condensation  and  solidification  of  the  gases.  The  solids 
were  usually  heavier  than  the  liquid  portions  from  which  they 
separated : — 

Condensation  and  Solidification  of  Gases, 


Melting  Point. 

PresBnre  in  Atmospheres. 

Names  of  the  GasM. 

°C. 

"P. 

»t-ao°C. 
ato°r. 

ato°C. 
at  32°  P. 

»tis°<C 
at  6o«J  P. 

op. 

Sulphurous  Anhydride  .. 

-  76 

-105 

072 

1*53 

2*54 

5 -16  at  100° 

Cyanogen       

-34*4 

—  .=?o 

I'^S 

2-37 

4-00  at    6f 

Hydriodic  Acid      

-  51 

-  60 

2-9 

3*97 

5-86 

Ammonia        

-  75 

-103 

2-48 

4*4 

6*90 

lo'ooat    83° 

Sulphuretted  Hydrogen . . . 

-  85-5 

—  122 

67 

lO'O 

1460  at    52'' 

Nitrous  Oxide        

—  lOI 

-150 

'9*3 

32-0 

3340  at    55° 

Carbonic  Anhydride      ... 

-  567 

-  70 

22*8 

38-5 

Euchlorine      

—  59'4 

-  7. 

Hydrobromic  Acid 

-  86-7 

—  124 

.    Silicic  Fluoride      

—  140 

—220 

/Chlorine 

Arseniuretted  Hydrogen. 

5*21 

8*95 

1319 

Phosphuretted  Hydrogen 

defiant  Gas 

Boric  Fluoride       

27-2 

26-90  at     0° 
11*54  at  —62° 

^Hydrochloric  Acid 

iS'o 

26-20 

40*00  at    50° 

The  diagram  which  follows  (fig.  154)  shows  the  cufves  indi- 
cating the  increase  of  pressure  with  the  temperature,  from  Fara- 
day's tables.  In  this  diagram^  the  vertical  lines  represent  the 
degrees  of  temperature  on  Fahrenheit's  scale ;  the  horizontal  lines 
show  the  pressure  in  atmospheres  exerted  by  the  condensed  gas. 


*  Information  by  letter  from  Dr.  Andrews. 
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The  mimbers  attached  to  each  curve  correspond  to  the  gases  in 
the  nndermentioned  order : — 


1.  Boric  Fluoride 

2.  Carbonic  Anhydride 

3.  Hydrochloric  Acid. 

4.  Sulphuretted  Hydrogen 

5.  Arseniuretted  Hydrogen. 


6.  Hydriodic  Acid. 

7.  Ammonia, 
o.  Cyanogen. 

9.  Sulphurous  Anhydride 
10.  Nitrous  Oxide. 


II.  Olefiant  Gas. 


JMO         M/90 


Faraday  remarks^  that  as  far  as  his  observations  go^ '  it  would 
appear  that  the  more  volatile  a  body  is,  the  more  rapidly  does  the 
force  of  its  vapour  increase  by  further  addition  of  heat,  commenc- 
ing at  a  given  point  of  pressure ;  for  all  these,  for  an  increase  of 
pressure  firom  two  to  six  atmospheres,  the  following  number  of 
degrees  require  to  be  added  for  the  diflFerent  bodies  named: — 
Water,  69®  F. ;  sulphurous  acid,  63°  j  cyanogen,  64°'5 :  anmionia, 
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60® ;  arseniuretted  hydrogen^  54® ;  snlphuretted  hydrogen,  56^'^ ; 
muriatic  acid,  43® ;  carbonic  acid,  3^^'5 ;  nitrons  oxide,  30®/ 

The  pressures  indicated  by  the  curves  in  fig.  154,  after  all,  are 
probably  only  approximations.  The  experiments  of  Cagniard  de 
Latour  show  that  under  these  enormous  pressures,  the  bulk  which 
the  liquid  bears  to  the  space  in  which  it  is  confined  has  a  material 
influence  upon  the  pressure  which  its  vapour  exerts  when  the  re« 
suits  of  different  experiments  with  the  same  liquid  are  compared 
at  the  same  temperatures,  and  before  the  liquid  has  wholly 
assumed  the  state  of  vapour;  this  will  be  seen  by  comparing  the 
two  columns  showing  the  elasticity  of  ether  at  temperatures  below 
187°  C.  in  two  different  experiments  (page  366).  It  is  very  pro- 
bable that  the  extraordinary  discrepancies  in  the  estimates  of  the 
elasticity  of  liquefied  carbonic  anhydride  given  by  Faraday, 
Thilorier,  and  Addams,  are  due  to  this  cause.  Similar  differences, 
to  a  less  extent,  have  been  observed  in  the  case  of  sulphurous 
anhydride,  and  cyanogen,  and  some  other  gases. 

Faraday  states,  as  the  results  of  his  experiments,  that  am- 
monia and  sulphuretted  hydrogen,  when  solidified,  each  furnished 
a  white  translucent  mass,  like  fused  ammonium  nitrate :  euchlo- 
rine  gave  a  transparent  orange-coloured  crystalline  solid.  The 
other  liquefied  gases  whicl|  were  susceptible  of  solidification  fur- 
nished colourless  transparent  crystalline  masses  like  ice.  The 
specimens  of  phosphuretted  hydrogen,  nitrous  oxide,  and  olefiant 
gas,  upon  which  he  operated,  although  prepared  with  care,  con- 
sisted of  a  mixture  of  two  gases,  one  considerably  more  con- 
densible  than  the  other. 

Six  gases — ^viz.,  oxygen,  hydrogen,  nitrogen,  nitric  oxide,  car- 
bonic oxide,  and  marsh  gas-^have  resisted  all  attempts  to  liquefy 
them.  Faraday  found  thatoxygen  remained  gaseous  under  a  pressure 
of  27  atmospheres,  at  a  temperature  of  —166®  (—110®  C);  and 
a  pressure  of  58*5  atmospheres  at  140°  (—  96®  C.)  was  equally  inef- 
fectual in  producing  its  liquefaction.  Nitrogen  and  nitric  oxide 
resisted  a  pressure  of  50  atmospheres;  with  carbonic  oxide,  a 
pressure  equivalent  to  that  of  40  atmospheres,  with  coal  gas,  one 
of  32, — and  with  hydrogen,  one  of  27  atmospheres,  was  applied 
without  effecting  the  liquefaction :  in  all  these  experiments  the 
temperature  was  maintained  at  —166°  (  — iio**C.).  Andrews 
has  succeeded  in  applying  to  these  gases  still  stronger  pressures 
than  any  recorded  by  Faraday,  without  producing  liquefaction, 
although  a  bath  of  ether  and  carbonic  anhydride  was  employed ; 
air  was  reduced  to  j^  of  its  bulk,  oxygen  to  t-Jt,  hydrogen  to 
TuTui  carbonic  oxide  to  -g-frj  <^<1  nitric  oxide  to  7^  of  its  original 

1  B  B 

Digitized  by  VjOOQiC 


370  87HXBOIDAL  8TATB   PRODUCED   BY   HEAT. 

yohnne.    Hydrogen  and  caxbouic  oxide  departed  lesis  &om  Boyle's 
law  tlian  oxygen  and  nitric  oxide. 

(198)  Spheroidal  State  produced  by  Heat. — Much  attention  has 
of  late  years  been  excited  by  a  phenomenon  first  described  by 
Leidenfrost,  and  which  has  been  made  the  subject  of  careful  in- 
vestigation by  Boutigny.  The  following  experiments  will  illus- 
trate its  character.  If  a  good  conductor^  such  as  a  sheet  of 
metal^  be  heated  to  between  150^  and  200  C,  and  water  be 
allowed  to  fall  upon  its  surface^  the  liquid  does  not  enter  into 
ebullition ;  but  instead  of  wetting  the  snr- 
155.  fy^j^  j^g  usual,  it  rolls  about  in  spheroidal 

masses  in  the  manner  shown  in  fig.  155 ; 
the  temperature  of  such  a  spheroid  never 
rises^  to  the  boiling-point  of  the  liquid.  If 
the  source  of  heat  be  removed,  the  tempe- 
rature will  fall,  until  a  point  is  at  lesgth 
reached  when  the  liquid  suddenly  begins 
to  boil  vehemently,  and  is  dispersed  in  all  directions  with  a  loud 
hissing  noise. 

This  phenomenon  is  a  complicated  result  of  at  least  four  dis- 
tinct causes.  Of  these  the  most  influential  is  the  repulsive  force 
which  heat  exerts  between  objects  whj.ch  are  closely  approximated 
to  each  other.  A  low  manifestation  of  this  action  has  been 
already  noticed  when  speaking  of  the  effect  of  a  rise  of  tempera- 
ture in  producing  a  decrease  of  capillary  attraction  (51).  When 
the  t^oQiierature  reaches  a  certain  point,  actual  repulsion  between 
the  particles  ensues.  Besides  this  repulsive  action  occasioned  by 
heat,  the  other  causes  which  may  be  mentioned  as  tending  to 
produce  the  assumption  of  the  spheroidal  condition  by  the  liquid, 
are  these: — i.  The  temperature  of  the  plate  is  so  high  that  it 
immediately  converts  any  liquid  that  touches  it  into  vapour,  upon 
which  the  spheroid  rests  as  on  a  cushion.  2.  This  vapour  is  a 
bad  conductor  of  heat,  and  prevents  the  rapid  conduction  of  heat 
from  the  metal  to  the  globule.  3.  The  evaporation  firom  the 
entire  surface  of  the  liquid  carries  off  the  heat  as  it  arrives,  and 
assists  in  keeping  the  temperature  below  the  point  of  ebullition. 
The  drop  assumes  the  spheroidal  form  as  a  necessary  consequence 
of  the  action  of  cohesion  among  the  particles  of  the  liquid}  and 
the  simultaneous  action  of  gravity  on  the  mass. 

Boutigny  finds  that  even  if  the  liquid  be  boiling,  its  tempera- 
ture sinks  from  3°  to  4°  C.  below  its  boiling-point  at  the  moment 
that  it  falls  on  the  heated  surface,  and  takes  the  spheroidal  form. 
M31  Uqitids  are  oeipiaj^e  ,of  aasaoaiog  tbis  oonditioa;  Jmt  the 

Digitized  by  VjOOQiC 


SFHEROilUL   STATB   P&0DT7CBD   BY    HEAT. 


371 


texaperature  to  which  it  is  necessary  to  heat  the  conducting  sur- 
face varies  with  each  liquid ;  the  lower  the  boiling-point  of  the 
liquid^  the  lower  also  is  the  required  temperature.  The  exact 
degree  is  dependent  partly  upon  the  conducting  power  of  the  plate^ 
and  partly  upon  the  latent  heat  of  the  vapour ;  the  temperature  of 
tlie  plate  approaches  the  boiling-point  of  the  liquid  more  closely 
as  the  latent  heat  is  less. 

Boutigny  considered  the  temperature  of  each  liquid,  when  in 
the  spheroidal  state,  to  be  as  definite  as  that  of  its  boiling-point. 
Boutan  ha?,  however,  shown  that  these  temperatures  are  Uable  to 
slight  variations.  The  following  table  shows  the  lowest  tempera- 
.  ture  of  the  plate  and  the  temperature  of  the  spheroid  for  certain 
liquids,  according  to  Boutigny : — 


Liquid  employed. 

Tempertttore  of  Plate. 

Temperature  of  Spheroid. 

°F. 

«€. 

OF. 

°c. 

Water       

Alcohol    

Ether       

Sulphurous  anhydride 

340 
14a 

171 

'It 

205-7 
167-9 

93<5 
131 

96-4 

755 

34*3 

-IO-5 

Even  in  vacuo  the  spheroidal  state  is  observed  to  occur  when 
the  liquid  is  allowed  to  fall  upon  a  plate  sufficiently  heated.  Solids 
in  liquefying  in  hot  capsules^  pass  into  this  same  state^  as  is  well 
exemplified  by  throwing  a  few  crystals  of  iodine  upon  the  heated 
surface.  Provided  that  the  hot  surface  be  a  sufficiently  good  con- 
ductor of  heat,  the  nature  of  the  material  is  unimportant.  Silver, 
platinum,  copper,  and  iron  may  all  be  successfully  used.  Tomlin- 
son  has  shown  that  even  one  liquid  may  be  thrown  into  the 
spheroidal  form  on  the  surface  of  another,  as  water,  alcohol,  or 
ether,  on  the  surface  of  hot  oil ;  but  this  experiment  requires 
care,  otherwise  the  water  sinks  in  the  oil,  evaporation  from  the 
surface  of  the  drop  is  prevented,  steam  is  generated  with  explosive 
violence,  and  the  hot  oil  is  scattered  about  in  all  directions. 

K  the  hot  metal  be  sufficiently  massive,  a  large  body  of  water 
may  be  converted  into  the  spheroidal  state.  Boutigny  has  sug- 
gested that  in  certain  cases  the  explosion  of  steam-boilers  may 
have  been  due  to  this  cause.  It  is  indeed  quite  possible,  although 
such  an  occurrence  must  be  rare,  that  the  water  may  be  aU  ex- 
pended in  a  boiler  beneath  which  a  brisk  fire  is  maintained,  so 
that  the  mass  of  metal  may  become  intensely  heated.  On  the 
admission  of  cold  water  under  such  circumstances,  it  would  at 
first  assume  the  spheroidal  state,  and  as  the  boiler  gradually 
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cooled  down,  by  the  introduction  of  more  water,  a  sudden  and 
uncontrollable  burst  of  vapour  would  ensue.  The  safety-valve  in 
such  a  case  would  be  inadequate  to  allow  the  needful  escape  for 
the  immense  volume  of  steam  which  would  be  instantaneously 
generated,  and  an  explosion  would  probably  occur. 

By  tracing  the  effects  above  detailed  to  their  extreme  conse- 
quences, some  singular  and  paradoxical  effects  have  Been  produced. 
For  example,  liquid  sulphurous  anhydride  becomes  spheroidal  in 
a  red-hot  capsule  at  a  temperature  of  about  14*^  (— 10°  C),  or  con- 
siderably below  the  freezing-point  of  water.  If  a  little  water  be 
dropped  into  this  spheroid,  the  temperature  of  the  water  is 
instantly  reduced  below  its  freezing-point,  and  a  mass  of  ice  is 
formed  within  the  glowing  crucible.  If  a  bath  of  solid  carbonic 
anhydride  and  ether  be  substituted  for  the  sulphurous  anhydride 
in  the  red-hot  capsule,  mercury  placed  within  it  in  the  bowl  of  a 
small  spoon  may  be  frozen  with  equal  certainty.  But  perhaps 
the  most  marvellous  result  is  the  impunity  with  which  the 
moistened  hand  may  be  plunged  for  an  instant  into  molten  lead, 
or  even  into  cast  iron  as  it  issues  from  the  furnace.  In  these 
cases  the  adhering  moisture  is  converted  into  vapour,  which 
forms  an  envelope  to  the  skin,  sufficiently  non-conducting  to 
prevent  the  passage  of  any  injurious  quantity  of  heat  during  the 
brief  immersion.  An  ingenious  application  of  this  principle 
has  long  been  employed  in  the  glass-house.  In  first  rudely 
shaping  the  large  masses  of  glass  which  are  to  be  blown  into 
shades,  and  into  cylinders  which  are  afterwards  flattened  into  the 
heavy  sheets  technically  termed  British  plate,  open  hemispherical 
wooden  moulds  are  used  to  give  the  globular  form ;  in  order  to 
prevent  the  wood  from  being  burned,  the  workman  pours  a  little 
water  into  the  mould ;  it  protects  the  wood,  but  assumes  the 
spheroidal  form,  and  neither  touches  nor  injuriously  cools  the 
molten  glass. 

§  IV.  Atomic  Relations  op  Heat  of  Combination. 

(199)  The  quantity  of  Heat  developed  by  Chemical  Action  is 
definite. — ^The  last  subject  to  which  we  shall  here  advert  in  con- 
nexion with  heat,  is  to  the  chemist  perhaps  the  most  directly  in- 
teresting of  any,  on  account  of  its  direct  quantitative  relations  to 
chemical  action.  Experiment  has  proved  that  the  amount  of 
heat  which  each  element  emits  when  entering  into  combination 
is  definite,  and  has  a  specific  relation  to  the  combining  number 
of  each  substance.  When  the  same  substance  is  burned  with  a 
due  supply  of  oxygen,  and  with  suitable  precautions,  a  given 

Digitized  by  VjOOQIC 


HEAT    EMITTED    DURING    COMBINATION    DEFINITE.       •      373 

weight  of  it  always  emits  the  same  amount  of  heat.  Thus 
I  gramme  of  hydrogen,  when  burned  in  oxygen,  always  emits 
heat  enough  to  melt  3 15* a  grammes  of  ice;  31  grammes  of  phos- 
phorus, when  burnt  to  phosphoric  anhydride,  yields  heat  sufficient 
to  melt  1576  grammes  of  ice;  and  12  grammes  of  carbon,  when 
converted  into  carbonic  anhydride,  emits  heat  sufficient  to  melt 
700  grammes  of  ice.  It  would  at  first  sight  appear  easy  to  deter- 
mine by  direct  experiment  the  amount  of  heat  which  each  body 
emits  in  the  act  of  combining  with  an  atom  of  oxygen,  and  to 
compare  the  results  thus  obtained  with  a  corresponding  series  of 
experiments  made  by  combining  the  same  elements  with  an  equi- 
valent proportion  of  chlorine,  of  bromine,  or  of  other  elements. 
In  reality,  however,  it  is  not  so ;  for,  independently  of  the  diffi- 
culties which  the  exact  admeasurement  of  heat  always  involves, 
there  are  others  which  will  be  rendered  evident  by  considerations 
such  as  the  following. 

Scarcely  any  molecular  change  can  take  place  without  either 
evolution  or  absorption  of  heat.  When  a  gas  or  a  vapour  becomes 
liquefied  or  solidified,  the  change  of  state  is  always  attended  by 
the  evolution  of  the  heat  which  it  previously  contained  in  a 
latent  state  (177),  and  the  efiect  is  reversed  when  a  solid  passes 
into  the  liquid  or  the  aeriform  condition,  heat  being  then  absorbed. 
(174,  178).  Now,  the  instances  in  which  chemical  combination 
takes  place  without  any  alteration  in  the  physical  condition  of 
bodies  are  rare,  and  the  cases  in  which  the  product  occupies 
exactly  the  same  bulk  as  the  bodies  from  which  it  was  formed, 
are  still  more  so.  When  two  gaseous  elements,  like  chlorine  and 
hydrogen,  unite  and  form  a  compound  which  is  not  only  gaseous, 
but  which  occupies  the  same  bulk  as  the  bodies  did  before  their 
combination,  the  problem  is  presented  in  the  simplest  form  :  the 
heat  observed  in  such  a  case  is  due  solely  to  the  chemical  action ; 
but  when  the  products,  though  gaseous,  occupy  a  smaller  bulk 
after  they  have  entered  into  combination, — as  when  2  volumes  of 
carbonic  oxide  unite  with  i  volume  of  oxygen,  and  form  but 
2,  volumes  of  carbonic  anhydride, — the  heat  emitted  during  the 
act  of  combination  is  due  partly  to  chemical  action,  and  partly 
also  to  the  condensation  which  the  gases  have  experienced.  When 
the  product  assumes  the  liquid  form,  as  occurs  in  the  formation 
of  water  during  the  combustion  of  hydrogen  in  oxygen,  the 
quantity  of  heat  emitted  owing  to  this  change  of  form  is  still 
more  considerable.  When,  on  the  other  hand,  the  solid  passes 
into  the  aeriform  state,  as  when  carbon  is  converted  into  carbonic 
anhydride,  the  heat  actually  observed  is  less  than  that  which  the 
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combination  ought  really  to  produce :  and  the  eflfect  is  reversed 
when  the  solid  form  is  assumed  by  the  product,  as  when  phos- 
phorus becomes  oxidized  to  phosphoric  anhydride ;  in  which  case 
the  heat  evolved  exceeds  that  really  due  to  the  act  of  combination. 
But  even  when  no  change  of  state  is  observed,  minor  disturbing 
causes  are  at  work.  Supposing  it  were  possible  to  obtain  a  direct 
combination  of  iodine  with  a  metal,  such  as  iron  or  zinc ;  even 
then,  though  two  solids  united  to  form  a  third  solid,  it  would 
not  necessarily  happen  that  the  whole  of  the  heat  emitted  was 
due  to  the  chemioal  action.  If  zincic  iodide,  for  example,  con- 
tracted in  the  act  of  combination,  a  small  portion  of  the  heat 
observed  would  be  due  to  that  evolved  by  the  solid  in  consequence 
of  its  change  of  bulk ;  whereas,  if  the  iodide  occupied  a  larger 
space  after  combination  than  that  of  the  two  elements  separately, 
the  heat  observed  would  be  less  than  that  resulting  from  the 
chemical  action:  and  even  if  no  change  of  bulk  occurred,  it 
might  happen  that  the  compound  had  k  specific  heat  difierent 
from  that  of  the  original  elements,  and  in  such  case  a  slight 
elevation  or  depression  of  temperature  might  be  occasioned,  which 
was  not  really  the  chemical  restdt  of  the  act  of  combination. 

Prom  the  foregoing  statement  it  is  therefore  clear  that  the 
experimental  numbers,  however  carefully  the  observations  are 
made,  can  very  rarely  yield  the  actual  quantities  of  heat  due  to 
chemical  actions :  they  are  compound  results  from  which  the  true 
calorific  equivalents  of  the  difierent  elements  (or  heat  evolved  by 
the  combination  of  chemical  equivalents  of  the  difierent  elements) 
must  be  deduced  by  other  means. 

(200)  Early  Experiments. — ^The  importance  of  determining 
accurately  the  amount  of  heat  arising  from  chemical  action,  was 
first  distinctly  announced  by  Lavoisier,  who  instituted  a  series  of 
experiments  with  the  view  of  finding  the  quantity  of  heat  evolved 
during  the  combustion  of  various  substances  :  his  method  consisted 
in  ascertaining  the  quantity  of  ice  that  was  melted,  when  given 
weights  of  these  bodies  were  burned  in  his  calorimeter.  The  first 
experiments  with  any  claim  to  acciu'acy,  however,  are  those  of 
Dulong,  which  have  formed  the  foundation  for  all  subsequent 
researches  upon  the  subject.  Important  additional  investigations 
have  since  been  made,  particularly  by  Despretz,  and  more  recently 
by  Andrews,  and  by  Pavre  and  Silbermann. 

(aoi)  Researches  of  Andrews. — The  apparatus  employed  by 
Andrews  in  these  experiments  {Phil.  Mag.,  May,  1848)  was  of  a 
simple  kind.  When  the  substances  to  be  combined  were  in  the 
gaseous  state^  and  the  products  of  combustion  w^e  idso  gaseous. 
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Fig.  156. 


tte  two  gases  were  mixed  in  the  proper  proportions,  as  in  the 
performance  of  a  endiometric  experiment,  and  introduced  into  a 
Tessel  of  thin  sheet  copper  {a,  fig.  156),  of  a  capacity  of  about 
23  cubic  inches  (380  cubic  centim.). 
It  was  closed  by  a  screw,  the  heaid 
of  which  was  perforated  to  admit  a 
cork,  through  which  a  silver  wire,  J, 
}>as8ed ;  this  wire  was  connected  by 
a  thin  platinum  wire  within  the 
vessel  to  a  second  silver  wire  sol- 
dered to  the  screw  itself.  The 
platinum  wire  could  be  ignited  by 
connecting  it  for  an  instant  with 
a  small  voltaic  battery,  and  thus 
tlie  gaseous  mixture  could  be  deto- 
nated at  the  pleasure  of  the  operator. 
The  copper  vessel  containing  the 
mixed  gases  was  then  introduced 
into  a  larger  vessel,  c,  which  was 
filled  up  with  a  known  quantity  of 
water :  the  vessel,  c,  was  suspended  in  a  cylinder,  rf,  provided  with 
a  moveable  cover,  and  the  whole  was  enclosed  in  an  outer 
cylindrical  vessel,  e,  arranged  so  as  to  admit  of  its  being  made 
to  rotate  upon  its  shorter  axis. 

The  apparatus  having  been  mounted,  was  caused  to  rotate,  in 
order  to  bring  every  part  to  a  uniform  temperature ;  after  which 
the  exact  amount  of  this  initial  temperature  was  read  oflf  by  a 
very  sensitive  thermometer,  capable  of  indicating  differences  of 
temperature  at  3^  of  a  degree  Centigrade.  The  thermometer 
was  then  withdrawn,  and  the  gases  exploded  by  igniting  the  fine 
platinum  wire ;  the  outer  vessel  of  water  was  closed  by  a  cork, 
and  the  apparatus  was  caused  to  rotate  for  thirty-five  seconds,  in 
order  to  establish  an  equilibrium  of  temperature  in  all  its  parts. 
The  thermometer  was  again  introduced,  and  the  rise  of  tempe- 
rature was  ascertained.  After  this  observation  the  apparatus  was 
again  made  to  rotate  for  thirty-five  seconds,  and  the  loss  of  heat 
thus  occasioned  was  ascertained.  This  third  rotation  was  neces- 
sary in  order  to  determine  the  cooling  effect  of  the  atmosphere 
upon  the  apparatus,  during  the  time  that  the  experiment  lasted  ; 
in  these  cases  it  seldom  amounted  to  more  than  ^W  ^  ^^^  ^^^^ 
quantity  of  heat  set  free. 

When  solid  bodies  were  burned  in  oxygen,  the  form  of  the 
apparatus  was  modified ;.  the  combustion  was  effected  in  a  copper 
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vessel  {a,  fig.  157)^  of  about  4  litres,  or  250  eubic  inclies  in 
capacity,  which  was  filled  with  oxygen :  and  a  known  weight  of 
the  combustible  was  supported  in  a  small  platiniun  dish,  b ;  when 
all  was  ready^  the  yessel  a  having  been  accurately  closed^  the 
combustible  was  ignited  by  means  of  a  voltaic  current  sent 
through  a  very  fine  platinum  wire  in  connection  with  the  insu- 
lated wire  /.  Previously  to  this  ignition,  the  vessel  a  was  im- 
mersed in  a  large  cylinder^  c,  filled  with  a  known  quantity  of  water^ 
and  the  whole  was  surrounded  by  an  outer  vessel  of  tin-plate,  J,  to 
prevent  the  effects  of  radiation.  The  copper  vessel  could  be  agi- 
tated within  the  vessel  of  water  by  means  of  the  lever^  e.  Parti- 
cular expedients  were  reqidred  in  certain  cases  to  ensure  the 

Fio.  157. 


ignition  \  for  instance,  in  burning  zinc  filings  and  other  metals  in 
oxygen,  a  minute  portion  of  phosphorus  was  employed  to  kindle 
the  metal ;  the  weight  of  this  piece  of  phosphorus  being  known, 
the  heat  which  it  emitted  was  calculated,  and  deducted  from  that 
observed.  In  some  cases  these  experiments  lasted  fifteen  or  six- 
teen minutes,  so  that  the  correction  for  the  cooling  effect  of  the 
external  air  acquired  considerable  importance. 

When  chlorine  was  used  instead  of  oxygen,  it  was  not  neces- 
sary to  ignite  the  substance  under  trial ;  but  in  order  to  prevent 
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tiie  spontaneous  ignition  of  the  body^  the  latter  was  enclosed  in  a 
thin  glass  bulb^  which  was  broken  by  agitation  of  the  apparatus  at 
the  moment  that  everything  was  prepared.  The  chlorine  itself  was 
in  most  instances  contained  in  a  glass  vessel^  which  was  filled  with 
the  gas  by  displacement ;  an  excess  of  the  body  for  combination 
with  the  chlorine  was  always  employed^  so  as  to  ensure  the  total 
absorption  of  the  chlorine.  The  time  allowed  for  absorption  was 
in  each  case  six  minutes  and  a  half. 

(aoa)  Experiments  of  Favre  and  Silbermann. — A  very  exten- 
sive series  of  researches  upon  the  development  of  heat  during 
molecular  and  chemical  changes  was  undertaken  by  Favre  and 
Silbermann  {Ann,  de  Chimie,  III.  xxxiv.^  xxxvi.^  and  xxxvii.). 
These  experiments  were  conducted  in  many  cases  upon  a  larger 
scale  than  those  of  Andrews^  and  with  a  much  more  elaborate 
apparatus.  It  is  satisfactory  to  find,  however,  that  their  experi- 
mental results  generally  agree  pretty  closely  with  those  of  Andrews, 
although  they  differ  firom  him  in  some  of  their  deductions.  The 
essential  part  of  Favre  and  Silbermann^s  apparatus  was  a  vessel  of 
brass  gilt,  a.  Fig.  158,  in  which  the  com- 
bustions were  performed ;  this  vessel  was 
immersed  in  a  calorimeter,  i,  of  silvered 
copper,  which  contained  about  %  litres  of 
water.  The  calorimeter  was  supported 
in  an  outer  vessel,  c,  lined  with  swanks 
down,  and  this  case  was  itself  surroimded 
by  an  outer  double  envelope,  d,  filled 
with  water.  It  was  found  that  by  these 
means  the  loss  of  heat  from  the  influence 
of  the  external  atmosphere  was  re- 
duced to  a  very  small  and  measurable 
amount.  When  the  combustions  were 
performed  in  oxygen,  this  gas,  previously 
dried,  was  allowed  to  flow  into  the  com- 
bustion-chamber by  the  tube  e,  and  the  ^^ 
gases  produced,  together  with  the  super- 
fluous oxygen,  were  forced  before  their  exit  firom  the  apparatus,  to 
traverse  a  spiral  tube  of  thin  copper,  /,  so  that  they  might  be 
completely  cooled  down  to  the  temperature  of  the  water  in  the 
calorimeter,  6 ;  ^  ^  is  an  agitator  for  ensuring  uniformity  of  tem- 
perature in  the  water  of  the  calorimeter. 

Solid  bodies  were  kindled  by  the  introduction  of  small  pieces 
of  burning  charcoal;  liquids  were  burnt  in  small  lamps  with 
asbestos  wicks,  and  gases  were  introduced  by  a  jet  previously  set 
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on  fire.  The  apparatus  in  the  figure  shows  the  arttiiigement  for 
burning  carbon ;  the  scale  of  the  thermometers  employed  allowed 
a  variation  of  t^  of  i^  C.  to  be  estimated.     In  most  cases  the 
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weight  of  the  substance  biimed  was  ascertained  by  collecting  and 
weighing  the  products  of  combustion. 

(203)  Quantities  of  Heat  evolved  during  Comlmstion, — ^The 
preceding  Table  is  compiled  chiefly  from  the  results  of  Dulong, 
Andrews,  and  Favre  and  Silbermann.  It  is  founded  upon  the 
direct  results  obtained  by  the  rapid  combustion,  in  oxygen,  of  the 
various  substances  enumerated  in  the  first  column.  The  heat 
unit  adopted  is  the  one  proposed  by  Dulong,  viz.,  the  quantity  of 
heat  required  to  raise  one  gramme  of  water  1°  C,  or  rather  from 
o*^  C.  to  1°  C.  The  second  column  indicates  the  units  of  heat 
evolved  during  the  act  of  combustion ;  or  the  weight  in  grammes 
of  water  which  would  be  raised  from  0°  C.  to  1°  by  the  com- 
bustion of  one  gramme  of  each  substance.  The  third  column  in- 
dicates the  weight  of  water  heated  to  the  same  amount  by  the 
combination  of  i  gramme  of  oxygen  with  each  body,  and  the 
fourth  column  (the  calorific  equivalent)  is  obtained  by  multiplying 
the  numbers  in  the  third  column  by  8  (the  equivalent  number  of 
oxygen). 

The  following  tables  contain  the  results  of  a  similar  series  of 
experiments,  in  which  chlorine,  bromine,  and  iodine  were  employed 
instead  of  oxygen. 

From  an  inspection  of  these  tables  it  may  be  gathered  that 
the  amount  of  heat  disengaged  by  the  following  bodies,  in  their 
ordinary  physical  state,  during  their  combination  with  an  equal 
weiffht  of  oxygen,  is  nearly  the  same :  viz.,  hydrogen,  carbonic 
oxide,  cyanogen,  iron,  and  tin,  to  which  also  may  be  added,  stan- 
nous oxide,  and  phosphorus,  though  the  heat  disengaged  by  the  body 
last  named  is  somewhat  higher  than  that  furnished  by  any  one  of 
the  others.  If,  however,  to  these  numbers  the  corrections  due 
to  the  change  in  the  physical  state  of  the  products  could  be  ap- 
plied, the  same  coincidence  would  not  be  observed ;  but,  although 
the  trustworthy  numerical  data  required  for  making  these  correc- 
tions do  not  exist,  it  is  qxiite  obvious  that  when  equivalent  quan- 
tities of  the  different  elements  unite  with  equal  weights  of  oxygen 
without  undergoing  change  in  their  physical  state  they  emit 
specific,  but  difierent  amounts  of  heat.  Sulphur,  copper,  and 
cupreous  oxide,  disengage  little  more  than  half  the  heat  of  the 
substances  just  mentioned,  and  carbon  is  intermediate  between 
these  two  groups.  Zinc  gives  out  more  heat  than  either,  and 
potassium  more  than  zinc. 
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Quantities  of  Heat  disengaged  by  the  Action  of  Chlorine, 
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raised  i^  C, 
by  combi- 

raaeed 1°  C, 
by  combi- 

i" by  combina- 
tion of  I  eqt. 

pound 
pro- 

Obsarrer. 

nation  of  I 
gramme  of 

nation  of  I 
gramme  of 

^^i?ffisr^ 

duced. 

chlorine. 

Hydrogen    ... 

24087 

678 

24087 

HCl 

Abria. 

Hydrogen    ... 

23783 

670 

23783 
21548 

9f 

Favre  &  Silbermann. 

Phosphorus... 

3422  P 

607 

PCI,P 
KCl 

Andrews. 

Potassium   ... 

2655 

2943 

104476 

w 

Zinc     

1529 

1427 

50658 

ZnCL 
Fe,Cf. 

it 

Iron     

1745 

?5; 

32695 

M 

Tin      

1079 

31722 

SnCl, 

»> 

Antimony    ... 

707 

860 

30401 

SbCI, 

9» 

Arsenicum  ... 

994 

704 
859 

24992 

A8CI3 

if 

CoPP®'^ 

961 

30494 
29181 

CuCL 

n 

Mercury 

P 

822 

P 

»9 

Quantities  of  Heat  disengaged  by  the  Action  of  Bromine  and  Iodine, 


operated  on. 


Grammes 
of  water 
raised  1°  C, 
by  combi- 
nation of  I 
gramme  of 
substance. 


Grammes 
of  water 
raised  1°  C, 
by  combi- 
nation of  I 
gramme  of 
bromine  or 
iodine. 


Grammes  of 
water  raised 
I**  by  combina- 
tion of  I  eqt. 
of  bromine 
or  iodine. 


Com- 
pound 

pro- 
duced. 


Obserrer. 


Zinc 
Iron 


Zinc 
Iron 


1269 
1277 


819 
463 


Bromine, 
508     I     40640     I  ZnBr, 
298     I     23833     |Fe,Br, 

Iodine, 


Andrews.* 


^ 


26617 
8046 


Znl, 
Feol, 


(304)  Influence  of  Dimorphism, — According  to  the  experi- 
ments of  Favre  and  Silbermann,  equal  weights  of  the  same  sub- 
stance, when  in  different  allotropie  conditions,  evolve  somewhat 
different  amounts  of  heat  during  combustion;  the  modification 
which  is  least  dense  and  has  the  highest  specific  heat  evolving  the 
largest  quantity  of  heat  when  burned.  The  following  results  with 
carbon,  sulphur,  and  phosphorus,  in  different  states,  may  be  given 
in  illustration  of  this  point : — 


Diamond  evolves 

Graphite 

Wood  Charcoal     

Octohedral  Sulphur       

Prismatic       

Viscous  Sulphur    

Bed  Phosphorus    

Vitreous  Phosphorus    

Units  of  Heat. 
..      7770 

::  & 

..    2220 
..    226^ 
..    2258 
..    5070 
•.    5953 

Specific  Heat 
0-11687 
0*20187 
024150 
01776 
01844 

©•1700 
01887 

*  Transactions  of  the  Boyal  Irish  Academy,  yoL  xix.  18431 II.  p.  293. 
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Similar  differences  were  observed  when  different  forms  of  the 
same  compound  body  were  submitted  to  experiment.  According 
to  tliese  observers,  heat  was  evolved  during  the  conversion  of  ara- 
gonite  into  calc-spar :  this  is  somewhat  remarkable,  for  the  den- 
sity of  calc-spar  is  less  than  that  of  aragonite,  and  hence  from 
analogy,  an  absorption  of  heat  was  rather  to  be  looked  for  in  this 
change. 

(205)  Heat  evolved  in  certain  Cases  during  Decomposition. — 
In  the  experiments  of  Dulong  it  appeared  that  when  carbonic 
oride,  or  hydrogen,  was  burned  in  nitrous  oxide,  a  larger  amount 
of  heat  was  evolved  than  when  the  same  weights  of  these  gases 
were  burned  in  oxygen  :  following  up  this  observation,  Favre  and 
Silbermann  were  led  to  the  remarkable  conclusion,  that  nitrous 
oxide,  in  the  act  of  decomposition,  evolves  a  considerable  amount 
of  heat ;  and  they  estimate  that  not  less  than  1 154  units  of  heat 
are  evolved  in  the  separation  into  its  elements  of  a  quantity  of 
nitrous  oxide  which  contains  1  gramme  of  oxygen.  In  the  de- 
composition of  hydric  peroxide  also,  heat  is  evolved  instead 
of  being  absorbed,  and  they  estimate  the  heat  evolved  during  the 
liberation  of  i  gramme  of  oxygen  from  hydric  peroxide  at  1363 
heat  units. 

Chemists  are  also  familiar  with  other  cases  in  which  decom- 
position is  attended  with  disengagement  of  heat ;  as  when  the 
oxides  of  chlorine,  and  the  so-called  iodide  and  chloride  of 
nitrogen  are  decomposed.  In  these  cases  evolution  of  light  and 
heat  occurs,  although  the  products  of  decomposition  occupy  a 
larger  bulk  than  the  compound  which  furnishes  them.  A  still 
more  striking  evolution  of  heat  attends  the  explosive  decomposi- 
tion of  gun-cotton,  although  the  gases  produced  occupy  many 
hundred  times  the  volume  of  the  original  substance.  The  latter 
case  is  particularly  instructive,  for  it  is  obvious  that  the  oxygen 
and  carbon,  although  present  in  the  compound,  are  each  there  in 
a  form  ia  which  they  retain  a  large  share  of  heat,  ready  to  be 
evolved  when  more  intimate  chemical  union  occurs ;  and  it  is  by 
no  means  improbable  that  these  apparent  anomalies  may  be  due 
to  the  apparent  decompositions  being  truly  double  decompositions, 
two  new  bodies  being  in  each  case  formed.  For  example,  in 
the  instance  of  hydric  peroxide,  the  decomposition  may  be 
thus  represented,  llf>,0  +  H30,0  =  2  Ufi  -f-  O3 ;  where  the  heat 
evolved  by  the  union  of  the  two  atoms  of  oxygen  may  be 
greater  than  that  observed  in  the  decomposition  of  the  hydric 
peroxide. 

(ao6)    CombtAstion  of  Compounds. — Generally  speaking,  the 
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heat  given  out  during  the  combustion  of  a  compound  body  is 
less  than  that  emitted  by  the  combustion  separately  of  a  quantity 
of  each  of  its  constituents  equal  in  amount  to  that  present  in  the 
compound  burnt ;  but  this  is  not  uniformly  so^  as^  for  instance^ 
in  the  case  of  oil  of  turpentine,  and  of  carbonic  disxdphide,  Favre 
and  Silbermann  have  examined  the  amount  of  heat  developed 
during  the  combustion  of  many  hydrocarbons  and  compouixd 
ethers.  From  these  experiments  it  appears  that  polymeric  bodies'^ 
do  not  emit  equal  amounts  of  heat  during  combustion ;  but  that 
the  denser  the  vapour  which  they  furnish,  the  smaller  is  the 
amount  of  heat  which  they  evolve  in  combining  with  equal 
weights  of  oxygen.  The  following  table,  which  indicates  th^ 
amount  of  heat  given  out  by  hydrocarbons  polymeric  with  olefiant 
gas/ distinctly  shows  this  : — 

Heat  Units. 
Olefiant  Gas   .     .     .     CjE^      ...     11858 


Amylene  . 
Paramylene 
Cetene .  . 
Metamylene 


C10H30 


II49I 
1 1303 

JO928 


In  homologousf  compounds,  such  as  the  alcohols  and  the 
fatty  acids,  it  was  also  found  that  for  equal  weights  of  oxygen 
consumed,  the  heat  of  combustion  was  diminished,  the  oftener 
that  the  group  of  elements  (CHg)  entered  into  the  formation  of 
the  compound. 

Even  in  metameric  bodies — ^which  contain  the  same  numbe? 
of  atoms  of  the  same  elements  in  their  molecules,  but  the  atoms 
arranged  in  a  different  order  in  each  compound,  and  which  yield 
vapours  of  the  same  density — the  quantity  of  heat  evolved  during 
combustion  is  not  necessarily  the  same;  fix)m  which  it  would 
appear  that  differences  in  the  molecular  arrangement  of  the 
component  elements,  although  the  number  of  the  atoms  may 
remain  unaltered,  may  yet  produce  differences  in  the  amount  of 
heat  evolved  during  oxidation.  For  example,  the  following 
metamerides  (all  containing  C^HgOg)  evolve  different  quantities  of 
heat : — 


*  Bodies  which  contain  centesimallj  the  same  proportion  of  the  Bame 
elements,  but  which  each  contain  a  different  namber  of  atoms  in  their  molecule. 

t  Bodies  which  have  a  similar  constitution^  but  which  differ  in  oompoaiticn 
by  a  multiple  of  CH,. 
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Heat  Units. 
Propionic  acid  .     .     .       H,CjH503     .     .     .     4670 
Pormic  ether     .     .     .     CgHg^CHOg     .     ,     .     5279 
Methyl  acetate .     .     .    0113,0311303     .     .     .     5344 

(207)  Indirect  Methods  of  Estimating  Calorific  Equivalents. — 
The  difficulties  experienced  in  effecting  the  direct  combustion  of 
the  metals  in  oxygen^  chlorine^  iodine  and  sulphur,  in  such  a 
manner  as  to  ensure  the  perfect  conversion  of  the  metal  into  a 
given  compound,  unmixed  with  any  other  body  of  higher  or  lower 
degrees  of  oxidation,  kc^  are  so  considerable,  that  Favre  and 
Silbermann  were  led  to  attempt  the  solution  of  this  problem  by 
indirect  means,  upon  a  principle  previously  suggested  and  applied 
by  Dr.  Woods  {Phil.  Mag.,  Oct.  1851,  268).  An  examination 
of  one  of  the  methods  employed  in  the  case  of  the  oxides^  will 
furnish  an  idea  of  the  general  principle  upon  which  they  pro- 
ceeded. 

Whenever  a  metal  is  acted  upon  by  an  acid,  or  when  one 
metal  is  employed  to  precipitate  another  metal  from  any  of  its 
salts,  as  when  zinc  is  dissolved  in  sulphuric  acid,  or  when  copper 
is  precipitated  by  means  of  zinc  from  a  solution  of  its  sulphate, 
heat  is  evolved.  The  calorific  effects  thus  obtained  are,  however, 
complicated  results :  for  several  chemical  processes  concur  in  each 
operation,  some  of  these  processes  being  attended  with  the  absorp- 
tion, others  with  the  evolution  of  heat.  The  calorimeter,  of 
course,  only  measures  the  difference  of  these  quantities. 

Now,  if  it  be  assumed  that  the  quantity  of  heat  which  is 
absorbed  when  a  compound  is  separated  into  its  elements  is  the 
same  as  that  evolved  in  the  formation  of  that  compound,  it  becomes 
possible  to  calculate  the  value  of  the  calorific  action  of  any  one 
particular  chemical  operation  in  the  entire  process,  provided  that 
the  heat  produced  or  absorbed  in  the  other  portions  of  the  process 
be  determined  by  other  experiments.  Suppose,  for  instance,  we 
take  the  case  of  the  solution  of  zinc  in  dilute  sulphuric  acid — the 
elevation  of  temperature  observed  will  be  the  resultant  of  the 
following  operations : — 

In  the  first  place,  heat  is  evolved  by  the  combination  of  an 
equivalent  of  zinc  with  one  of  oxygen.  Let  this  amount  of 
heat  =0?. 

Secondly,  heat  is  produced  by  the  solution  of  the  zincic  oxide 
in  sulphuric  acid :  let  this  =  a. 

Thirdly,  heat  is  absorbed  by  the  separation  of  the  oxygen  and 
hydrogen  during  the  decomposition  of  a  quantity  of  water  equiva- 
lent to  that  of  the  zinc  dissolved:  let  this=i. 
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If  r  be  the  number  of  heat  units  indicated  by  the  rise  of 
temperature  observed  in  the  calorimeter,  supposing  a  and  b  to 
be  known  from  previous   experiments,  it  is   obvious  that  ir= 

Experiment  shows  that  T,  the  heat  evolved  during  the  solution 
of  I  gramme  of  zinc,  is  equal  to  567*9  heat  units.  The  solution 
in  sulphuric  acid  of  i  gramme  of  zinc  after  its  conversion  into 
oxide,  gave  for  a  a  quantity  equal  to  335*54 :  and  J,  the  heat 
absorbed  during  the  decomposition  of  a  quantity  of  water  equiva- 
lent to  a  gramme  of  zinc,  was  found  by  another  experiment  to  be 
equal  to  1060*39  units,  or 


3446a       the  calorific  equivalent  of  hydrogen 


or 


=  1060-39; 


31^*5  the  chemical  equivalent  of  zinc 

consequently,  x^  the  heat  attendant  on  the  oxidation  of  zinc^  is 
thus  obtained : — 

Heat  Units. 

r=  567-90 

+j= 1060-39 

1628*29 

—  g=  335'54 
a?=i392-75 

This  number  agrees  very  closely  with  the  direct  determination 
by  Andrews  and  by  Dulong,  both  of  whom  burned  the  metal  in 
oxygen.  The  experiments  of  Andrews  would  give  the  number 
1301,  and  those  of  Dulong  1298.  But  although  the  results  agree 
very  well  in  the  present  instance,  the  divergences  are  much  greater 
in  the  case  of  iron  and  of  copper. 

The  following  are  the  results  deduced  by  Favre  and  Silber- 
mann,  by  operations  conducted  upon  this  principle ;  the  quantities 
of  heat  evolved  being  calculated  for  i  gramme  of  each  element, 
when  combined  with  a  single  equivalent  (0=8)  of  the  bodies 
with  which  it  is  united : — 


Elements* 

Oxides. 

Chlorides. 

Bromides. 

Iodides. 

Hydrogen    ... 

34463 

23783 

9322 

-3606 

2741 

Potassium   ... 

25877 

2308 

1977-3 

1170-8 

Sodium 

4i25'9 

Zinc     

1391 

1547-5 

644-3 

Iron     

1353-6 

1775*5 

6340 

a';::  ::: 

266-? 

9227 
4301 

315*4 

223-1 

285-4 
91-9 

Silver 

566 

3222 

2372 

1727 

5I-I 
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Notwithstanding  the  confidence  with  which  these  numbers 
are  put  forward  by  their  authors,  it  must  be  admitted  that  the 
data  necessary  for  the  calculations  by  which  they  were  obtained 
are  as  yet  very  incomplete.  The  latent  heat  of  oxygen  in  the 
gaseous  state  is  unknown,  and  other  important  numbers  are 
wanting :  the  results  given  in  the  foregoing  table  cannot,  there- 
fore, at  present  be  received  without  great  reserve. 

(208)  Mercurial  Calorimeter  of  Favre  and  Silbermann, — Most 
of  these  experiments  were  performed  by  the  aid  of  a  mercurial 
calorimeter  {Ann.  de  Chimie,  III.  xxxvi.  33).  This  instrument 
may  be  regarded  as  a  mercurial  thermometer,  with  a  very  large 
bulb  capable  of  receiving  within  it  the  substances  which  were 
submitted  to  experiment.  It  consists  of  a  large  glass  globe,  a, 
fig-  ^59>  ^f  ttc  capacity  of  about  a  litre,  provided  with  three 

Fig.  159. 


apertures,  one  at  the  top  and  two  at  the  sides.  Into  one  of  the 
lateral  apertures,  6,  is  fixed  obliquely  a  tube  of  thin  iron  or 
of  platinum,  closed  at  the  bottom ;  and  into  this  tube,  which  is 
called  the  muffle,  is  introduced  another  tube,  c,  of  very  thin  glass, 
containing  the  substances  which  are  to  be  submitted  to  experi- 
ment :  this  glass  tube  is  fitted  into  the  metallic  tube  by  means 
of  a  cork,  d;  a  small  quantity  of  mercury  is  placed  within  the 
muflSe,  the  object  of  this  expedient  being  to  transmit  the  heat 
rapidly  from  the  glass  tube  to  the  body  of  the  calorimeter.  The 
second  lateral  aperture,  e,  terminates  in  a  neck  which  is  curved 
vertically  upwards,  and  into  which  is  cemented  the  bent  extremity 
of  a  horizontal  capillary  tube,  /,  of  uniform  bore,  open  at  both 
ends,  and  of  About  500  millimetres  in  length  :  by  means  of  this 
tube  the  changes  in  volume  of  the  mercury  can  be  measured  upon 
the  scale,  g,  g.  Through  the  upper  aperture  of  the  globe  passes 
a  steel  piston,  hy  moved  by  a  screw,  by  which  means  the  column 
of  mercury  in  the  capillary  tube  can  be  reduced  at  pleasure  to 
the  zero  of  the  scale.  The  globe  is  itself  enclosed  in  a  wooden 
case,  ky  lined  with  swan's-down  in  order  to  diminish  the  disturb- 
ing effects  of  external  changes  of  temperature.  . 
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The  value  of  the  amount  of  expansion  indicated  was  at  once 
transformed  into  units  of  heat,  by  ascertaining  the  amount  of  ex- 
pansion produced  by  the  cooling  of  a  given  weight  of  water  from. 
the  boiling-point,  to  a  measured  degree  of  temperature :  by  nmlti* 
plying  the  weight  of  water  in  grammes  by  the  number  of  degrees 
Centigrade  which  it  had  lost  in  cooling,  the  number  of  units  of 
heat  was  ascertained ;  since^  by  our  definition^  a  unit  of  heat  is 
the  quantity  of  heat  required  to  raise  i  gramme  of  water  i°  C. 
The  number  of  millimetres  by  which  the  mercurial  column  had 
advanced  in  the  capillary  tube  during  the  operation  was  next 
accurately  measured;  and  by  dividing  this  measured  column  by 
the  number  of  heat  units,  the  instrument  was  graduated  so  as  to 
enable  the  observer  to  record  at  once  the  number  of  units  of  heat 
disengaged  or  absorbed  during  any  chemical  change. 

This  apparatus  is  excellent  in  principle,  but  it  is  open  to  cer- 
tain objections  in  the  mode  of  its  construction : — the  sides  of  the 
glass  vessel  are  necessarily  thick,  to  enable  it  to  sustain  the  large 
weight  of  mercury  with  which  it  is  filled ;  the  glass,  therefore, 
cannot  rapidly  and  certainly  adjust  itself  to  the  temperature  of  the 
hot  mercury  with  which  it  is  in  contact.  Moreover  the  tubes  are 
cemented  into  the  three  openings  with  mastic  or  marine  glue. 
The  apparatus,  to  work  well,  should  have  been  filled  like  a  baro- 
meter or  thermometer,  since  the  presence  of  even  a  small  bubble 
of  air  would  materially  aflfect  the  accuracy  of  the  results.  It  is 
true  that  it  is  stated  that  the  globe  was  filled  with  mercury  in 
vacuo,  but  with  cemented  joints  this  precaution  would  soon  be 
rendered  useless.  It  is  therefore  necessary  in  estimating  the 
amount  of  confidence  due  to  the  results  obtained  by  its  use,  to 
bear  in  mind  these  possible  sources  of  inaccuracy.  This  is  the 
more  necessary,  since  it  is  principally  in  the  numbers  obtained  by 
the  use  of  this  apparatus  that  the  results  of  Favre  and  Silbermann 
difler  from  those  of  Andrews.  At  the  same  time  it  is  to  be 
remarked,  that  the  results  published  by  the  French  observers  ap- 
pear to  be  very  consistent  with  each  other. 

(209)  On  the  Heat  evolved  during  Metallic  Precipitations. — 
On  the  other  hand,  it  must  be  stated  that  the  varied  and  careful 
experiments  of  Andrews  {Phil,  Trans,  1848,  p.  91)  upon  the  heat 
evolved  during  the  precipitation  of  several  metals  from  their  salts 
by  the  action  of  other  metals,  furnished  numerical  results  difiering 
from  those  calculated  by  Favre  and  Silbermann.  In  the  experi- 
ments of  Andrews,  the  corrections  required  are  not  in  all  cases 
completely  under  exact  experimental  control;  in  the  displace- 
ment of  copper  by  lead  the  correction  amounts  to  one-eighth  of 
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the  whole  increment  of  heat,  but  in  other  instances  the  correction 
is  trifling,  not  exceeding  one-fiftieth  of  the  amount  of  heat  evolved ; 
the  numbers  obtained  are  mutually  consistent.  An  additional  test 
of  the  accuracy  of  this  method  is  aflbrded  by  the  data  furnished 
in  two  different  series  of  experiments  upon  the  amount  of  heat 
obtained  during  the  precipitation  of  copper  by  zinc — ^the  corre- 
sponding numbers  in  both  sets  of  experiments  agreeing  very  closely 
with  each  other.  In  the  first  set  of  experiments  metallic  copper 
was  precipitated  from  a  strong  solution  of  its  sulphate  by  means 
of  zinc,  in  a  small  glass  vessel,  and  the  heat  estimated  by  the  rise 
of  temperature  experienced  by  the  water  of  a  calorimeter  in  which 
the  glass  vessel  was  contained :  in  the  second  series,  a  dilute 
solution  of  sulphate  of  copper  was  employed,  and  the  heat  was 
measured  by  the  rise  of  temperature  experienced  by  the  liquid 
itself.  The  mean  of  4  experiments  by  the  first  plan  gave  864  as 
the  number  of  units  of  heat  evolved  by  the  precipitation  of  each 
gramme  of  copper  from  its  sulphate ;  whilst  the  mean  of  5  experi- 
ments upon  the  latter  method  was  868. 

The  following  are  the  numbers  given  by  Andrews,  but  he 
has  purposely  abstained"  from  any  attempt  to  deduce  from  them 
the  amount  of  heat  developed  during  the  indirect  oxidation  of  the 
metal  which  acts  as  the  precipitant : — 

Table  of  Heat  evolved  during  Metallic  Precipitations. 


Chfls  of  Salts  qsmI,  and  Metals  em 

Name  of 

precipitated 

metal. 

Units  of  beat 

evolyed  by  preoipi- 

Uted  metal. 

Name  of 
metaL 

Units  of 
heat  for  I 
gramme 
of  preci- 
piUting 
metal. 

Fori 
gramme. 

Fori 

eqnifalent 

0=8. 

Salts  of  Copper  by  Zinc      .. 
Salts  of  Copper  by  Iron     .. 
Salts  of  Copper  by  Lead    .. 
Salts  of  Silver  by  Zinc 
Salts  of  Silver  by  Copper  .. 
Salts  of  Lead  by  Zinc 
Salts  of  Mercury  by  Zinc  .. 
Salts  of  Platinum  by  Zinc. 

Copper 

Copper 

Copper 

Silver 

Silver 

Lead 

Mercury 

Platinum 

866 
593 
268 
426 
i6i 
182 

333 
899 

-27452 

18736 

84«8 

45976 
17408 
18856 

Zinc 

Iron 

Lead 

Zinc 

Copper 

Zinc 

Zinc 

Zinc 

847 
'11 

1420 

549 

5«5 

1034 

2750 

In  these  experiments  a  known  weight  of  finely-divided  zinc, 
iron,  lead,  or  copper,  as  the  case  might  require,  was  mixed  with  a 
solution  of  the  salt  to  be  decomposed ;  taking  care  that  the  metal 
employed  was  always  more  than  sufficient  completely  to  decom- 
pose the  salt  in  solution :  the  rise  of  temperature  which  occurred 
was  noted  with  the  usual  precautions. 

Andrews  states,  as  the  result  of  a  large  number  of  experiments, 

c  c  2 
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that  the  quantity  of  heat  developed  during  the  mutual  action  of 
the  same  pair  of  metals  is  the  same^  when  an  equivalent  of  one 
metal^  A,  displaces  another  metal,  B,  from  any  of  its  salts,  what- 
ever may  be  the  acid  of  the  salt  employed,  provided  that  B  is  in 
the  same  state  of  oxidation  in  each  of  the  compounds  submitted 
to  experiment.  But  if  a  different  metal  be  employed  to  effect 
the  precipitation,  the  amount  of  heat  evolved  is  different.  For 
instance,  whether  chloride,  or  sulphate,  or  acetate,  or  formiate  of 
copper  be  precipitated  by  zinc,  the  quantity  of  heat  developed  in 
each  case  for  every  equivalent  of  copper  is  sensibly  the  same,  viz., 
27452.  But  if  iron  be  substituted  for  zinc  in  the  precipitation 
of  the  copper,  the  amount  of  heat  is  different,  viz.,  18736; 
though  iron  evolves  the  same  amount  of  heat,  whether  the 
sulphate  or  the  chloride  of  copper  be  employed.  The  principle, 
that  the  quantity  of  heat  developed  during  the  mutual  action  of 
the  same  pair  of  metals  is  always  the  same  whatever  be  the 
nature  of  the  acid  contained  in  the  salts  employed,  has  since  been 
assumed  by  Favre  and  Silbermann  in  their  calculations.  If  the 
metals  be  arranged  in  a  Kst,  beginning  with  those  which  emit 
the  largest  amount  of  heat  when  used  as  precipitants,  the  order 
in  which  they  will  stand  is  the  following — zinc,  iron,  lead,  copper, 
mercury,  silver,  and  platinum.  Now,  it  will  be  remarked  that 
this  is  exactly  in  the  electro- chemical  order  (261),  zinc  being  the 
most  electro-positive,  and  platinum  the  most  electro-negative. 
Another  interesting  point  of  connexion  between  the  thermal  and 
the  electrical  phenomena  exhibited  by  the  metals,  is  to  be  ob- 
served in  the  fact  that  the  nature  of  the  acid  contained  in  the 
salt  which  is  undergoing  decomposition,  does  not  influence  either 
its  thermal  equivalent,  or  the  electro-motive  force  (260)  which  it 
exerts  when  employed  in  the  production  of  voltaic  action. 

The  following  remarkable  conclusion  was  deduced  by  Andrews 
from  these  experiments : — If  three  metals,  A,  B,  and  C,  be  so 
related  that  A  is  capable  of  displacing  B  and  C  from  their  com- 
binations, and  B  be  also  capable  of  displacing  C,  the  heat  developed 
by  the  substitution  of  A  for  C,  will  be  exactly  equal  to  that 
developed  in  the  substitution  of  A  for  B,  together  with  that 
developed  in  the  substitution  of  B  for  C : — 

Heat  TJnitB. 
Thus,  T  equivalent  of  lead  displaced  by  zinc  =  18856 
i  equivalent  of  copper  by  lead      .     .  =     8488 


1  equivalent  of  copper  by  zinc      .     .  =  27344 


The  experimental  number  for  copper  by  zinc  being  27452 
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An  analogous  phenomenon  is  observed  in  the  electrical  relations 
of  the  metals  (a6o) :  when  three  metals  such  as  platinum,  zinc, 
and  potassium  are  arranged  two  and  two  in  their  electrical  order, 
the  electro-motive  force  generated  between  the  two  extremes,  pla- 
tinum and  potassium,  is  equal  to  the  sum  of  the  electro-motive 
forces  of  the  pairs  platinum  and  zinc,  and  zinc  and  potassium. 

(210)  Calorific  Equivalents  of  the  Elements. — The  results 
obtained  by  the  direct  action  of  oxygen,  chlorine,  iodine,  and  bro- 
mine upon  various  elementary  bodies,  are  summed  up  in  the  fol- 
lowing table,  in  which  the  numbers  given  indicate  the  quantity 
of  heat  evolved  by  the  union  of  equivalent  quantities  of  oxygen, 
chlorine,  iodine,  and  bromine,  with  each  element,  taking  as  the 
standard  of  comparison  the  number  of  grammes  of  water  at  0°  C, 
which  would  be  raised  to  1°  C.  by  the  combustion  of  i  gramme  of 
hydrogen  in  oxygen.  In  this  case  the  numbers  for  the  diflferent 
elements  are  all  calculated  from  their  equivalent  numbers,  not 
from  the  atomic  weights.  The  quantities  of  heat  thus  given  out 
are  termed  by  Favre  and  Silbermann  the  calorific  equivalents  of 
the  diflferent  elements. 

The  numbers  to  which  an  A  is  prefixed  are  those  of  Andrews : 
F.  S.  indicate  those  of  Favre  and  Silbermann :  when  an  asterisk 
is  prefixed  to  any  number,  the  result  has  been  calculated  by  indirect 
naethods,  upon  the  principle  already  explained  (p.  383)  : — 


Calorifi 

c  Equivalents  of 

various  Elements 

(0  =  8). 

Elements. 

Observers. 

OzygeD. 

Chlorine. 

Bromine. 

Iodine. 

Snlphnr. 

Hydrogen 

F.S. 

34462 

23783 

♦9322 

♦-3606 

♦2741 

Carbon    

M 

24240 

Sulphur 

f* 

17760 

Phosphorus     ... 

A. 

36072 

Potassium 

A. 

! 

104476 

Ditto    

F.S. 

♦100960 

♦90188 

♦77268 

♦45638 

Sodium    

» 

94847 

Zinc 

A. 

)     42282 

50658 

40640 

26617 

Ditto    

F.S. 

\  *4245^ 

♦50296 

♦20940 

Iron 

A. 

(    33072 

32695 

23833 

8046 

Ditto    

F.S. 

]  *37«28 

♦49651 

*i7753 

Tin 

A. 

33519 

31722 

Arsenic   

>f 

24992 

Antimony 

Dulong. 

47000 

A. 30401 

"^iZ  ;::  ::: 

»» 

J*2i885 

30404 

P.S. 

♦29524 

*9i33 

Lead       

j> 

*27675 

*44730 

♦32802 

♦23208 

*9556 

Silver      ...     ... 

» 

*6ii3       *34»oo 

♦25618 

♦1865 I 

*5524 

From  an  examination  of  the  foregoing  table  of  calorific  equi- 
valents, it  will  be  obvious  that  the  temperature  evolved  in  the  act 
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of  combination  rises  highest  in  those  cases  in  which  the  chemical 
attraction  between  the  two  elements  is  the  strongest,  and  w^ere 
the  compound  possesses  the  greatest  stability.  No  definite  quan- 
titative expression  of  the  law  which  regulates  the  evolution  of  heat 
during  combination^  can,  however,  be  deduced  from  these  numbers, 
owing  to  the  variety  of  disturbing  causes*  when  bodies  are  com- 
pared in  the  solid  state. 

(an)  On  the  Heat  developed  during  the  Reaction  of  Acids 
upon  Bases, — A  careful  and  extensive  series  of  experiments  upon 
the  heat  developed  during  the  saturation  of  dilute  solutions  of 
different  acids,  by  each  of  the  more  important  bases  with,  which 
they  form  soluble  compounds,  was  published  by  Andrews  in  1841. 
[T^ans,  Roy.  Irish  Acad,,  vol.  xix.  Part  II.,  p.  393.)  In  these 
experiments  a  slight  excess  of  acid  was  purposely  employed ;  the 
bases,  where  it  was  possible,  being  in  a  state  of  solution.  When 
the  bases  are  in  the  insoluble  form,  the  heat  observed  is  of  course 
lower  than  that  due  to  the  chemical  action ;  a  portion  being 
absorbed  in  the  passage  of  the  base  from  the  solid  to  the  liquid 
condition ;  but  although  the  quantity  of  heat  so  absorbed  is  un- 
known, this  amount  is  constant  for  the  same  base,  and  therefore 
the  observed  results  obtained  for  the  combination  of  equal  weights 
of  this  base  with  different  acids  are  mutually  comparable.  A 
resumS  of  this  subject  is  given  by  the  same  author  in  a  "  Report 
on  the  Heat  of  Combination,'^  published  in  the  Report  of  the 
British  Association  for  1849,  P-  ^9*  Fro^i  these  experiments  it 
appears : — 


Heat  Units  evolved  by  the  Combination  of  1  Equivalent  of 


ANDREV^S. 

FAVRE 

AoidB. 

Potas- 
•iam. 

Sodium. 

B«riam. 

Ammo- 
nium. 

Mag- 
nesium. 

Cal. 
dum. 

Zino. 

Lead. 

Silver. 

Potaa- 
Btom. 

Sodium. 

Sulphuric  ... 
Sulphurous.. 

Nitric 

Phoflphoric. 

Arsenic 

Hydrochloric 
Hydrobromic 
Hydriodic  ... 

Chromic 

OxaUc......... 

Acetic 

15900 
15900 
14600 
14200 
I4100 
14300 

14200 
14000 
14400 
13800 
13900 
13200 
13200 
13400 

16200 

14000 
14000 
13900 
14700 

14IOO 

14600 
13800 

12900 
129CO 
12900 

14700 

14700 
14700 

13700 

13900 

12200 

12200 
12200 

11900 

12400 
1 1900 

II200 
1 1000 
II200 

18500 
17700 

17700 

15700 
15500 

15300 

1 1800 
10300 

10600 
9800 

8900 
8too 

6900 

16083 

'55IO 
17766 

15656 
15510 
15698 

14^*56 
'3973 

13425 
13658 

15810 
152*83 

15  "8 

15097 

»375« 
13600 

13308 
12651 

I3i7« 

Formic 

Tartaric 

Citric 

Succiuic 
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1.  ''  That  an  equivalent  of  the  same  base,  combined  with  dif- 
ferent acids^  produces  nearly  the  same  quantity  of  heat. 

2.  '^  An  equivalent  of  the  same  acid^  combined  with  different 
bases,  produces  different  amounts  of  heat. 

3.  ''When  a  neutral  salt  is  converted  into  an  acid  salt  by 
combining  with  one  or  more  equivalents  of  an  acid,  no  disengage- 
ment of  heat  occurs. 

4.  ''  When  a  double  salt  is  formed  by  the  union  of  two  neutral 
salts,  no  disengagement  of  heat  occurs. 

5.  ''  When  a  neutral  salt  is  converted  into  a  basic  salt,  the 
combination  is  accompanied  by  the  disengagement  of  heat. 

6.  ''When  one  and  the  same  base  displaces  another  from 
any  of  its  natural  combinations,  the  heat  evolved  or  absorbed 
is  always  [nearly]  the  same,  whatever  the  acid  element  may 
be.''* 

The  results  of  Favre  and  Silbermann  lead  to  conclusions  sub- 
stantiaUy  similar,  though  the  absolute  quantities  of  heat  which  they 
obtained,  in  many  cases  differ  considerably  from  those  published 
by  Andrews.  The  table  which  is  given  at  the  bottom  of  this  and 
the  preceding  page  indicates  the  amount  of  heat  obtained  by  both 


*  The  author  cannot  here  omit  acknowledging  the  kindneos  of  his  friend 
Dr.  Andrews,  who  has  famished  him  with  a  table  of  his  experimental  results, 
reduced  from  the  paper  in  the  Transaetums  qf  the  Jtoyal  Irith  Academy  to 
the  hydrogen  unit,  corrected  for  the  specific  heat  of  the  solations  employed ; 
this  correction  is  very  trifling  in  amoant,  but  it  was  omitted,  as  stated,  in  the 


the  undermentioned  Bases  toith  1  Equivalent  of  certain  Acids. 


ASD  8ILBEBMANN. 

Barium. 

Ammo- 
mam. 

nenum. 

Gil. 
dam. 

Zino. 

^:^^<^^ 

Cobalt. 

Iron, 
ferroofl. 

Cad- 
iniam« 

Coppap. 

Load. 

Silver. 

... 

14690 

14440 

... 

10455 

11075    "93« 

1 1 780 

1087a 

10140 

7710 

... 

153^ 

13676 

1^840 

16943 

^'$n 

10850 '  T0450 


9956 

9648 

8116 

6400 

9140 

6106 

... 

^^3536 

13MO 

... 

8307 

... 
ii«35 

104 11 

10374 

^\b 

8109 

6i'i6 
••• 

... 

z 

11649 

IM70 

7720 

998a 

9H5 

9171 

8590 

7546 

5264 

... 

.«• 

... 

... 

... 

... 

... 

... 

.•• 

... 

... 

;;■ 

... 
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observers  by  combining  i  equivalent  of  each  of  the  diflPerent 
bases,  with  each  acid,  the  acid  being  always  very  slightly  in 
excess. 

In  the  present  stage  of  our  knowledge  npon  this  subject,  it 
appears  safest  to  state,  that  the  quantity  of  heat  emitted  during 
the  act  of  combination  of  equivalent  quantities  of  different  acids 
with  a  given  base,  although  nearly  the  same,  is  not  rigidly  so. 
They  might  probably  be  arranged  in  isothermic  groups,  as  follows, 
— those  which  stand  first  evolving  most  heat : — 

With  I  Eqt.  of  Potash. 

J.  Sulphuric  and  sulphurous  acids      .      .      .  15900 

2.  Oxalic,  nitric,  phosphoric,  arsenic,  hydro- 

chloric, hydriodic     . 

3.  Chromic,  formic,  acetic 14000 — 13800 

4.  Tartaric,  citric,  succinic 13300 


14600 — 14200 


The  bases  also  differ  in  the  amounts  of  heat  which  they  emit 
in  combining  with  the  same  acid,  but  as  only  a  very  few  of  the 
bases  are  soluble  in  water,  their  thermic  powers  cannot  be  com- 
pared in  so  simple  a  manner  as  those  of  the  acids.  Potash,  soda, 
and  baryta  seem  to  be  nearly  isothermic,  whilst  ammonia  is 
decidedly  inferior  to  these  bases.  Lime,  magnesia,  and  the  other 
insoluble  oxides  cannot  be  satisfactorily  compared  with  each  other, 
until  the  amount  of  heat  which  is  absorbed  during  their  passage 
into  the  liquid  form  is  known. 

(212)  Estimate  of  Heat  absorbed  during  Solution  of  Salts. — 
During  the  solution  of  saline  bodies  in  water,  heat  is  generally 
absorbed ;  but  in  a  few  instances  where  anhydrous  salts  are  dis- 
solved, as  in  the  case  of  the  chlorides  of  zinc,  iron,  and  copper, 
an  evolution  of  heat  occurs,  owing  to  the  preliminary  formation 
of  a  solid  hydrate.  The  following  are  experimental  data  furnished 
by  Favre  and  Silbermann  upon  this  point : — 


original  paper.  Dr.  Andrews  has  also  communicated  to  the  author  the  result  of 
an  unpublished  series  of  experiments  upon  this  subject,  which  were  undertaken 
with  a  view  of  throwing  light  upon  the  difference  between  the  conclusions 
arrived  at  by  the  French  chemists,  and  those  formerly  published  by  the  Professor 
of  Belfast  The  general  result  of  these  new  experiments,  which  were  performed 
with  thermometers  of  greater  sensitiveness  than  on  the  former  occasion,  and 
with  additional  precautions  to  avoid  error,  conlirms  the  conclusions  previously 
arrived  at  by  Dr.  Andrews. 
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Heat  Absorbed  during  the  Solution  of  Salts. 


Eqnivt. 
weights. 

Heat  units 

Eeat  absorbed 

Name  of  Salt. 

absorbed  bj  i 

by  I  eqt.  in 

graoune. 

grammes. 

Potassic      sulphate 

87X2 

35*3 

6142 

Sodic                  „       

71X2 

491 

6972 
I4<55 

Ammonium       „       

66x2 

in 

Zincic                 „       

805x2 

14-8 

2383 

Ferrous              „       

76x2 

121 

1839 

Potash-alum              

2585 

23*1 

599^ 

Ammonia-alum          

237*5 

IQO 

4512 

Hydro-potassic  sulphate    

1360 

25-6 

3481 

Potassic      chloride 

74*5 

51*9 

3866 

Sodic                „         

585 

89 

520 

Ammonium     „         

53*5 

651 

3483 

Calcic               „         

55*5 

15*5 

860 

Strontic            „         

79*2 

24*9 

1972 

Baric                „         

1040 

i6'9 

1757 
4498 

Potassic  bromide        

119 

37*8 

Potassic  iodide 

166 

292 

4847 

Potassic    nitrate       

lOI 

70*5 

7121 

Sodic             „           

85 

45*5 

3867 

Ammonium   „           

80 

<559 

5272 

Calcic             „           

82 

271 

2222     . 

Strontic          „           

1 057 

412 

4355 

Plumbic         „           

1656 

14*9 

2467 

Argentic        „           

170 

31*1 

5287 

! 

(213)  Heat  evolved  during  the  Solution  of  Gases, — ^During  the 
solution  of  gaseous  acids  and  bases  in  water^  a  considerable  evolu- 
tion of  heat  takes  place,  which  has  been  estimated  by  Favre  and 
Silbermann  in  the  following  instances : — 


Name  of  Gas. 

FormnliB 

Atomic 
weights. 



Heat  units 

from  I 
gramme. 

Heat  onits 

from  I  eqt.  in 

grammes. 

Sulphurous  anhydride 

Hydrochloric  acid       

Hydrobromic  acid       

Hydriodic  acid    

Ammonia    

SO, 

HOI 

HBr 

HI 

H,N 

32X2 

3<5*5 

81 

128 
17 

120*4 

449*6 
235*<5 

147*7 
514*3 

7705 
164 10 

1?38 
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CHAPTER  VI. 

MAGNETISM   AND   ELECTRICITY. 

I.  Magnetism. — ^11.  Static  Electricity, — III.  Dynamic  or  Voltaic 
Electricity. — IV.  Electro-Magnetism. — ^V.  Magneto-Electri- 
city. — VI.  ThermO'Electricity. — ^VII.  Animal  Electricity. — 
VUI.  Diamagnetism. 

(314)  The  forces  of  magnetism  and  electricity  are  now  found 
to  be  so  intimately  related,  that  it  is  hardly  possible  to  study  the 
operations  of  either  separately. 

The  power  of  the  loadstone  to  attract  small  pieces  of  iron  was 
recognized  as  a  remarkable  natural  phenomenon  for  centuries 
before  the  Christian  era ;  and  the  '  pointing^  of  the  magnetic 
needle  north  and  south,  was  early  applied  to  the  purposes  of 
navigation  by  the  Chinese ;  but  it  was  not  employed  for  that  pur- 
pose by  European  nations  till  the  latter  end  of  the  fifteenth  cen- 
tury. The  property  of  temporarily  attracting  light  objects,  which 
amber  acquires  when  rubbed,  was  also  familiar  to  the  Grecian 
philosophers ;  but  it  was  not  till  about  260  years  ago  that  Gilbert 
laid  the  foundation  of  electrical  science,  and  that  Otto  de  Guericke 
and  Hauksbee  contrived  the  first  electrical  machines.  Nautical 
men,  likewise,  had  often  observed  that  after  a  ship  had  experienced 
a  stroke  of  lightning,  the  compass  was  deranged  or  its  poles  were 
reversed;  but  it  was  not  until  tiie  year  18 19  that  the  true  con- 
nexion between  electricity  and  magnetism  was  pointed  out  by 
Oersted,  when  he  published  his  memorable  discovery,  that  a  mag- 
netic needle  if  suspended  freely  at  its  centre,  would  place  itself  at 
right  angles  to  a  wire  which  was  transmitting  an  electric  current. 
After  the  publication  of  Oersted^s  discovery,  the  means  of  obtain- 
ing powerful  temporary  magnets  by  transmitting  electrical  cur- 
rents through  wires  coiled  around  masses  of  soft  iron,  or  in  other 
words,  the  methods  of  preparing  electro-magnets,  were  speedily 
devised ;  and  thus  the  dependence  of  magnetism  on  electricity  in 
motion  was  shown :  whilst  in  1831  the  completion  of  this  chain  of 
discovery  was  effected  by  Faraday,  who  announced  that  a  current 
of  electricity  might  be  obtained  in  a  closed  conducting  wire  from 
the  magnet,  by  moving  it  across  the  line  of  the  conductor. 

In  its  chemical  bearings,  particular  importance  is  attached  to 
Volta^s  invention  of  the  voltaic  pile  or  battery,  which,  in  the 
hands  of  Davy,  led  to  the  discovery  of  the  metallic  bases  of  the 
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alkalies  and  of  the  earths^  and  effected  a  complete  change  in  the 
aspect  of  chemical  science.  In  later  years,  the  applications  of  the 
voltaic  battery  to  the  chemical  arts  of  gilding,  silvering,  zincing, 
&c.,  have  rendered  it  an  instrument  of  great  importance  in  the 
industrial  arts. 

§  I.  Magnetism. 

(215)  It  will  not  be  necessary  to  enter  fiilly  into  the  subject 
of  magnetism,  but  a  few  remarks  upon  the  more  important  pecu- 
liarities of  this  force  will  materially  aid  in  fixing  upon  the  mind 
clear  ideas  of  polarity  and  polar  action. 

Electricity  is,  like  magnetism,  a  polar  force,  and  the  pheno- 
mena of  chemical  attraction  also  fall  into  the  class  of  polar  actions. 

The  most  obvious  character  of  magnetism  is  seen  in  the  power 
of  attracting  masses  of  iron,  which  is  displayed  to  a  greater  or  less 
extent  by  magnetized  bodies.  This  power  of  attracting  iron  was 
first  observed  by  the  ancients  in  an  iron  ore  obtained  from  Mag- 
nesia in  Asia  Minor :  hence  the  property  was  termed  magnetism^ 
and  when  in  more  recent  times  its  directive  property  was  observed, 
the  mineral  itself  was  named  the  lead-stone  or  loadstone.  A  steel 
bar  if  rubbed  in  one  direction  with  the  loadstone  acquires  similar 
properties ;  when  poised  horizontally,  as  may  be  done  by  supporting 
it  upon  a  point,  such  a  bar  will  take  up  a  fixed  position  with  regard 
to  the  poles  of  the  earth ;  in  this  country  it  will  point  nearly  north 
and  south.  The  end  of  a  mj^netic  bar  which  points  towards  the 
north  is  distinguished  by  a  mark,  and  is  hence  often  termed  the 
marked  end  of  the  magnet.  This  peculiarity  in  the  magnet  of 
taking  a  fixed  direction,  renders  it  invaluable  to  the  navigator. 
A  magnetized  needle  attached  to  a  card  marked  with  the  cardinal 
points,  and  properly  poised,  constitutes  the  mariner^a  compass. 

If  a  sheet  of  paper  be  laid  over  a  magnetized  steel  bar,  and 
iron  filings  be  evenly  sifted  upon  the  paper,  it  will  be  found,  on 
gently  tapping  the  paper,  that  the  particles  of  iron  accumulate  in 
two  groups,  one  around  each  extremity  of  the  bar  as  a  centre,  and 
that  from  these  points  the  filings  arrange  themselves  in  curved 
lines,  somewhat  resembling  those 
shown  in  fig.   i6o,  extending   from  ^i^-  '^o- 

one  end  of  the  bar  to  the  other. 
This  experiment  shows  that  the  at- 
tractive forces  are  concentrated  near 
the  two  extremities  of  such  a  bar. 
A  soft  iron  wire  freely  suspended  at 
its  centre  in  a  horizontal  direction^ 
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will  be  attracted  indifferently  at  both  ends  by  either  end  of  the 
magnetic  bar;  but  if  a  second  magnetic  bar  be  poised  in  the 
same  way  as  the  iron  wire,  it  will  be  found  that  one  end  of  this 
bar  will  be  attracted  when  the  magnet  is  brought  near  it  in  one 
direction,  whilst  the  same  end  will  be  repelled  if  the  opposite 
end  of  the  magnet  be  presented  to  it.  Further  examination 
shows,  that  this  repulsion  takes  place  when  the  ends  presented  to 
each  other  are  those  which  would  naturally  point  in  the  same 
direction ;  two  north  ends  repel  each  other,  and  similar  repulsion 
ensues  when  two  south  ends  are  presented  to  each  other; 
whereas,  if  the  extremities  presented  naturally  point  in  opposite, 
directions,  attraction  ensues  between  them :  the  north  end  of  one 
bar  attracts  the  south  end  of  the  other.  Hence  it  appears  that 
there  are  two  kinds  of  magnetism,  endowed  with  qualities  analo- 
gous, but  opposite  to  each  other.  The  two  magnetic  forces  are 
always  developed  simultaneously,  are  always  equal  in  amount,  but 
are  opposite  in  their  tendencies ;  and  thus  are  capable  of  exactly 
neutralizing  each  other.  They  accumulate  at  opposite  ends  of 
the  bar.  These  ends  are  termed  the  poles  of  the  magnet.  Forces 
which  exhibit  this  combination  of  two  equal  powers  acting  in 
opposite  directions,  are  termed  polar  forces. 

(2 1 6)  Magnetic  Induction, — Magnetism  acts  through  conside- 
rable intervals  of  non-magnetic  matter  upon  bodies  such  as  iron, 
which  are  susceptible  of  magnetism,  and  it  produces  a  temporary 
development  of  magnetism  in  such  magnetizable  substances.  A 
piece  of  soft  iron  brought  near  to  a  magnet  immediately  assumes 
the  magnetic  state.  This  influence  of  the  magnet  operating  at  a 
distance  is  termed  magnetic  induction,  and  it  is  in  consequence  of 
this  action  that  the  iron  is  attracted.  If  the  north  end,  n,  of  a 
magnet,  l  (fig.  161),  be  presented  to  a  piece  of  soft 
''  iron,  the  latter  becomes  a  magnet  with  its  poles 
,/''^v^^^Sl  similarly  arranged;  that  is  to  say,  the  soft  iron 
acquires  in  the  extremity,  s,  presented  to  the  per- 
manent magnet,  magnetism  of  the  opposite  kind 
•^^^^^H*  to  that  of  the  end,  n,  of  the  magnet,  l,  which  it  is 
^  made  to  approach.  The  soft  iron  will  now  attract 
other  pieces  of  iron,  s  n^s  n,  and  they  in  turn  will 
act  upon  others  by  a  continuation  of  the  inductive 
force.  On  gradually  removing  the  permanent 
magnet,  the  effects  diminish  as  the  distance 
increases,  and  at  length  disappear  altogether. 
This  diminution  in  the  effect  takes  place  much 
more  rapidly  than  in  the  ratio  of  the  squares  of  the  distance  from 
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the  magnetic  pole^  but  tlie  exact  law  has  not  as  yet  been  ascer- 
tained.    The  polar  character  of  magnetic  induction  may  be  seen 
by  suspending  two  pieces  of  soft  iron  wire  over  one  of  the  poles 
of  a  magnet,  s  (fig.  162);  the  lower  ends  of  the  wires,  «,n,  ^^^   ^^^ 
repel  each  other,  but  are  both  drawn  towards  the  magnet, 
and  the  upper  extremities,  *,  *,  also  repel  each  other.    It 
18  this  mutual  repulsion  of  the  corresponding  ends  of  the 
pieces  of  iron  which  causes  the  iron  filings  (fig.  160)  to 
distribute  themselves  in    curves    around    the    magnet; 
for  in  this  experiment  each  particle  of  iron  becomes  for 
the  time  a  magnet  with  opposite  poles.     It  is  likewise 
in  consequence  of  this  polarity  that  a  number  of  pieces 
of  fine  iron  wire  under  induction  form  a  continuous 
chain.     A  bar  of  soft  iron  placed  on  a  magnet  of  equal 
dimensions  neutralizes  its  action  for  the  time ;  by  con- 
necting the  two  extremities  of  the  magnet,  it  diverts  the  induction 
from  surrounding  bodies,  and  concentrates  it  upon  itself.    On  the 
other  hand,  the  induction  is  much  strengthened  if  the  magnetic 
circle  be  completed,  as  in  fig.  163,  by  uniting  the  pieces  of  iron 
suspended  from  either  pole  by  the  connecting 
piece,  a  b.    This  induction  is  maintained  across  *io^ji3- 

the  greater  number  of  bodies,  such  as  atmo- 
spheric air,  glass,  wood,  and  the  metals.  It  is, 
however,  modified  by  the  interposition  of  iron, 
cobalt,  and  nickel,  which  are  themselves  power- 
fully susceptible  of  magnetism. 

Magnetic  induction  differs  essentially  from 
electric  induction  (228)  in  this  particular — ^viz., 
that  it  is  not  possible  to  insulate  either  kind  of 
magnetism  from  the  other.    For  instance,  if  one 
end  of  the  two  united  pieces  of  iron,  s  n,  s  n 
(fig.   163),  exhibit  the   properties   of  a  north 
magnetic  pole,  the  other  end  will  exhibit  those  of  a  south  magnetic 
pole ;  but  if  the  two  pieces  of  iron,  whilst  still  under  the  influence 
of  induction,  be  separated  from  each  other,  and  then  the  magnet 
be  withdrawn,  both  pieces  of  iron  will  have  lost  their  magnetism. 
Again,  if  a  magnet  be  broken  in  the  middle,  it  will  not  be  sepa- 
rated into  one  piece  with   a  north  and  another  with  a  south 
pole ;  each  fragment  will  still 
possess  two  i)oles,  turned  in 
the  same  direction  as  those  1 
of  the  original  bar  (fig.  164); 
and  each  fragment  may  again  be  subdivided  into  an  indefinite 
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number  of  smaller  fragments^  each  of  which  will  still  possess  a 
north  and  a  south  pole. 

These  phenomena  may  be  explained  by  supposing  that  a 
magnet  consists  of  a  collection  of  particles^  each  of  which  is 
magnetic  and  endued  with  both  kinds  of  magnetism.  In  the 
unmagnetized  condition  of  the  bar^  these  forces  are  mutually 
combined^  and  exactly  neutralize  each  other :  but  when  the  mass 
becomes  magnetized^  the  two  forces  are  separated  from  each  other, 
though  without  quitting  the  particle  with  which  they  were  ori- 
ginally associated.  The  two  halves  of  each  particle  assume  an 
opposite  magnetic  condition.  All  the  north  poles  are  disposed 
in  one  direction;  whilst  all  the  south  poles  are  disposed  in  the 
opposite  direction.  Each  particle  thus  acquires  a  polar  condition, 
and  adds  its  inductive  force  to  that  of  all  the  others :  as  a  neces- 
sary consequence  of  such  an  arrangement^  the  opposite  powers 
become  accumulated  at  the  opposite  extremities  of  the  bar.     If 

in  fig.  165  the  small  circles  be  taken 
Fm.  165. ^Q  represent  the  ultimate  magnetic 
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would  indicate  the  distribution  o{ 
south  magnetism^  while  the  unshaded 
half  of  the  particles  would  show  the  distribution  of  magnetism  of 
the  opposite  kind.  This  hypothesis  is  supported  by  the  fact  that 
a  magnet  whilst  producing  induction  loses  none  of  its  force,  but 
on  the  contrary  suflPers  temporary  increase  of  power,  owing  to  the 
reaction  of  the  induced  magnetism  of  the  soft  iron  upon  it. 

(217)  Preparation  of  Magnets, — Pure  soft  iron  loses  its  mag- 
netism as  soon  as  it  is  withdrawn  from  the  inductive  influence ; 
but  the  presence  of  certain  foreign  bodies  in  combination  with  the 
iron,  particularly  of  oxygen,  as  in  the  natural  loadstone,  and  of 
carbon,  as  in  steel,  enables  the  body  to  retain  the  magnetic  power 
permanently.  Hardened  steel  is  always  the  material  employed  in 
the  preparation  of  permanent  magnets :  it  is  not  susceptible  of  so 
intense  a  degree  of  magnetization  as  soft  iron,  but  when  induction 
has  once  been  produced  within  it,  the  effect  is  retained  for  an  in- 
definite length  of  time.  The  development  of  this  power  in  steel 
is  much  facilitated  by.  friction ;  and  the  amount  of  force  developed 
by  this  means  is  greatly  dependent  upon  the  direction  in  which 
the  friction  is  performed.  A  simple  method  of  magnetizing  a  bar 
consists  in  placing  the  bar  on  its  side  and  bringing  down  upon 
one  of  its  extremities  either  of  the  ends  of  a  bar  magnet.  If  the 
north  end  be  brought  down  on  the  steel  bar,  it  must  be  drawn 
slowly  along  towards  that  extremity  of  the  bar  which  it  is  intended 
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shall  possess  south  magnetic  force :  this  operation  must  be  repeated 
three  or  four  times  in  the  same  direction.     A  more  effectual  plan 
is  to  bring  down  upon  the  centre  of  the  bar 
the  two  ends  of  a  powerful  horseshoe  magnet,  2^m^' 

as  represented  in  fig.  i66;  the  south  pole 
being  directed  towards  the  end  of  the  bar 
that  is  intended  to  possess  the  northern 
polarity,  and  vice  versd.  It  is  then  moved 
along  the  surface  from  the  centre,  alternately 
towards  either  extremity,  taking  care  not  to  carry  the  horseshoe 
beyond  the  extremities  of  the  bar,  and  to  withdraw  the  horseshoe 
from  the  bar  when  at  its  centre,  c.  The  bar  is  then  turned  over 
and  the  process  repeated  on  the  opposite  side,  but  in  the  same 
direction,  for  an  equal  number  of  times.  When  two  bars  are  to 
be  magnetized,  they  may  be  placed  parallel  to  each  other,  the 
extremities  being  connected  by  pieces  of  soft  iron.  Both  the 
poles  of  the  horseshoe  are  brought  down  upon  the  centre  of  one 
of  the  steel  bars,  and  it  is  carried  round  the  parallelogram  always 
in  the  same  direction,  taking  care,  as  before,  to  withdraw  it  when 
over  the  centre  of  one  of  the  bars.  In  the  last  arrangement,  the 
induction  of  one  bar  acts  upon  and  exalts  the  intensity  of  the 
magnetism  excited  in  the  other.  For  this  reason,  the  opposite 
poles  of  magnets,  when  not  in  use,  should  be  connected  by  pieces 
of  soft  iron,  so  that  the  continued  induction  shall  maintain  the 
force  of  each. 

In  the  act  of  magnetization,  the  horseshoe  loses  nothing  of 
its  power ;  but  the  north  and  south  magnetism,  which  are  sup- 
posed to  exist  in  every  particle  of  steel  and  iron,  and  which  in  the 
unmagnetized  condition  are  so  combined  as  exactly  to  neutralize 
each  other,  appear  from  the  effect  of  the  induction  to  which  they 
have  been  subjected,  to  be  permanently  disturbed  in  their  equili- 
brium in  the  newly-magnetized  bars.  The  more  intense  the  power 
of  the  horseshoe,  the  greater  is  this  disturbance,  and  the  more 
powerful  are  the  magnets  which  are  produced. 

By  uniting  together  several  bar  magnets,  taking  care  that  the 
corresponding  poles  of  each  are  in  the  same  direction,  magnetic 
batteries  of  great  power  may  be  obtained.  The  magnets  should 
be  all  as  nearly  as  possible  of  the  same  strength  \  because  if  one 
of  the  bars  be  weaker  than  the  others,  it  materially  diminishes  the 
power  of  the  whole,  and  acts  in  the  same  manner  as  a  bar  of  soft 
iron  would  do,  though  to  a  more  limited  extent.  As  a  matter  of 
convenience,  the  bar  magnet  is  often  bent  into  the  form  of  a 
horseshoe,  so  that  the   inductive  and  attractive  power  of  both 
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poles  may  be  simultaneously  exerted  on  the  same  piece  of  iron ; 
the  effect  is  in  this  manner  much  increased^  and  the  weight  sus- 
tained by  the  two  poles  united  is  much  greater  than  the  sum  of 
the  two  weights  which  would  be  supported  by  each  pole  separately. 
For  this  reason,  the  soft  iron  armatures  n,  s,  of  a  loadstone  (fig.  i6 1) 
add  greatly  to  its  power,  and  by  facilitating  the  application  of  the 
keeper,  or  piece  of  soft  iron  which  connects  the  two  poles  when 
not  in  use,  prevent  the  loss  of  the  magnetic  power. 

(218)  Influence  of  Molecular  Motions  on  Magnetism, — It  has 
been  mentioned  that  the  friction  of  a  steel  bar,  whilst  under  in- 
duction, facilitates  its  magnetization.  The  same  effect  is  occasioned 
by  percussion  of  the  bar,  or  by  any  other  mode  of  producing 
vibration  in  it  whilst  it  is  under  magnetic  induction.  On  the 
other  hand,  if  a  bar  has  been  fully  magnetized,  its  force  is  re- 
duced by  the  application  of  a  sudden  blow ;  even  the  simple  act 
of  scratching  the  surface  with  sand-paper,  or  with  a  file,  may 
seriously  impair  the  power  of  a  good  magnet. 

The  influence  of  heat  on  magnetism  is  remarkable.  If  a  steel 
bar  be  ignited  and  placed  under  induction,  and  whilst  still  in 
this  condition  it  be  suddenly  quenched,  it  will  be  found  to  be 
powerfully  magnetic.  Again,  if  a  steel  magnet  be  ignited,  and 
allowed  to  cool  slowly,  all  its  acquired  magnetism  will  have  dis- 
appeared. Elevation  of  temperature,  therefore,  evidently  favours 
the  transfer  of  magnetic  polarity  within  its  particles.  Further,  if 
the  temperature  of  a  piece  of  iron  be  raised  to  redness,  about  980° 
(527°  C),  it  will  become  indifferent  to  the  presence  of  a  magnetic 
needle,  though  on  again  cooling  it  will  be  as  active  as  before.  A 
similar  effect  is  produced  upon  cobalt  at  the  temperature  of  melting 
copper.*  Nickel,  at  a  much  lower  temperature,  loses  its  action 
upon  the  magnet,  as  at  600°  (316°  C.)  it  exerts  scarcely  any 
attractive  effect  on  the  needle.  So  great  is  the  influence  of  tem- 
perature upon  a  magnetic  bar,  that  at  the  boiling-point  of  water, 
the  diminution  of  its  power  is  perceptible  by  the  rudest  tests.  If 
the  temperature  do  not  exceed  the  boiling-point  of  water,  the 
magnet  regains  its  force  on  cooling.  On  the  other  hand,  by 
cooling  a  magnet  artificially,  its  power  is  for  the  time  exalted. 

(219)  Measurement  of  Magnetic  Intensity  of  a  Bar. — ^The 
simplest  method  of  ascertaining  the  intensity  of  the  power  of  a 


*  Faraday  bas,  however,  shown  that  in  the  case  of  cobalt  its  magnetic  power 
increases  as  the  temperature  rises  until  it  reaches  about  320®  (150^  C),  beyond 
which  it  slowly  diminishes,  and  at  length  becomes  nearly  evanescent.  (PhiL 
Trans,  i8j6,  179.) 
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magnet^  ccfusists  in  attaching  to  its  armature  a  scale-pan^  and 
ascertaining  the  amount  of  weight  which  it  will  support ;  but  it 
is  obvious  that  this  plan  is  not  susceptible  of  any  high  degree  of, 
accuracy  ;  it  is,  moreover,  in  many  cases,  quite  inapplicable.     A 
still  easier,  and  more  generally  useful,  because  far  more  accurate, 
method,  consists  in  suspending  the  magnet  horizontally  at  its 
centre,  by  means  of  a  few  fibres  of  silk,  and  allowing  it  to  take  a 
fixed  direction  under  the  influence  of  a  standard  bar  magnet, 
sufficiently  long  to  act  by  a  single  pole  only  upon  the  magnet 
under  experiment :  it  is  then  displaced  from  its  position  of  equili- 
brium, and  the  number  of  oscillations  which  it  describes  in  a  given 
time  is  counted.     The  relative  intensity  of  the  power  of  two  or 
more  bars,  which  may  thus  be  compared,  is  proportionate  to  the* 
square  of  the  number  of  vibrations  performed  in  equal  intervals  of 
time,  when  the  two  bars  are  placed  at  the  same  distance  from  the 
standard  magnet.      For  estimating  low  d^rees  of  power,  the 
torsion  of  a  glass  thread,  as  employed  in  Coulomb's  electrometer 
(226)^  may  be  used.      The  mutual  action  of  two  magnets  is 
inversely  as  the  square  of  the  distance  between  their  acting  poles. 
(220)  Magnetism  of  the  Earth — 7%c  Dip. — ^The  remarkable 
fact  of  the  pointing  of  the  needle  towards  the  north  pole  of  the 
earth  has  been  ej^plained  upon  the  hypothesis  that  the  globe  of  the 
earth  itself  is  a  magnet,  the  poles  of  which  are  situated  nearly  in 
the  line  of  the  axis  of  rotation ; 
the  magnetism  of  the  earth's 
north  pole  being  of  the  same 
kind  as  that  of  the  unmarked 
end  of  the  magnet.    If  a  small 
magnetized   needle,    s   n,  be 
freely  suspended  horizontally 
by  a  thread  over  the  equator 
of  a  sphere  (fig.  167)  9  or  10 
inches  (about  25  centimetres) 
in  diameter,  in   the   axis    of 
which  a  small  magnetic  bar,  n  s,  at  right  angles  to  the  point  of 
suspension  of  the  globe,  is  placed,  the  needle  will,  when  the  mag- 
netic bar  is  horizontal,  as  in  No.  J,  assume  a  direction  parallel  to 
the  magnetic  bar,  and  will  point  towards  n  and  s^  preserving  its 
horizontal  position ;  for  it  is  equally  attracted  by  the  north  and 
south  polarities  of  the  bar ;  but  if  one  of  the  ends  of  the  mag- 
netic bar  be  made  gradually  to  approach  the  needle  as  at  2,  that 
eaA.  of  the  needle  which  previously  pointed  towards  this  pole  will 
begin  to  incline  downwards^  or  to  dip,  until  when  the  end  s  of 
1  n  D 
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the  bar  is  exactly  under  the  point  n  of  the  needle,  the  direction  of 
the  needle  will  become  vertical.  On  bringing  the  opposite  end  of 
the  bar  towards  the  needle,  like  results  may  be  obtained  with 
the  other  end  of  the  needle.  Similar  phenomena  are  also  exhi- 
bited when  a  magnetic  needle,  poised  horizontally  at  the  equator 
of  the  earth,  is  carried  towards  either  of  its  poles.  A  needle, 
therefore,  which  when  unmagnetized  is  so  poised  as  to  assume  a 
horizontal  position,  in  the  latitude  of  London,  appears  to  become 
heavier  at  its  marked  end  by  the  process  of  magnetization.  An 
instrument  by  means  of  which  the  angular  amount  of  this  incUtui' 
turn  can  be  accurately  observed,  is  called  a  dipping-needle, 

(221)  Declination  or  Variation, — In  each  hemisphere  there  is 
a  single  point  at  which  the  dipping-needle  stands  vertically,  t.c., 
where  the  dip  is  90°.  In  the  northern  hemisphere  this  point  is 
situated  in  about  96®  40'  W.  Ion.  and  70°  14'  N.  lat.;  the  point 
where  it  would  be  vertical  in  the  southern  hemisphere  being 
nearly  in  73°  S.  lat.  and  130°  E.  Ion.  The  line  of  no  dip  does 
not  correspond  to  the  earth's  equator ;  it  forms  an  irregular  curve 
inclined  to  it  at  about  12^,  and  crossing  it  in  four  places.  This 
arises  from  the  fact  that  the  magnetic  system  of  the  earth  is  much 
more  complicated  than  is  represented  in  the  foregoing  paragraph. 
Instead  of  being  single,  it  appears  to  be  double,  as  was  first  pointed 
out  by  Halley,  and  in  neither  of  these  two  systems  does  the  mag- 
netic axis  coincide  with  the  axis  of  rotation  of  the  earth.  Conse- 
quently in  most  places  the  needle  does  not  point  to  the  true  geo- 
graphical north.  At  the  present  time  the  needle  in  London 
points  rather  more  than  20°  west  of  north.  This  deviation  from 
the  true  north  is  termed  the  variation  or  declination  of  the  needle. 

In  the  northern  hemisphere  there  are  four  lines  of  no  declina- 
tion ;  two  of  which  may  be  considered  to  pass  through  the  point 
of  90®  of  dip,  and  two  others  which  do  not  pass  through  this  point. 
These  four  lines  of  no  declination  have  reference  to  a  double 
magnetic  system  of  which  the  two  points  of  maximum  force  in 
the  northern  hemisphere  are  resultants;  and  these  points  were 
called  by  Halley  magnetic  poles.  They  do  not  correspond  to 
either  of  the  points  of  90°  of  dip,  which  h^ve  also  been  called 
magnetic  poles. 

It  is  remarkable  that  the  declination  of  the  magnetic  needle 
is  not  constant  at  the  same  spot.  In  the  year  1657,  the  needle 
pointed  due  north  at  London.  It  then  gradually  assumed  a  decli- 
nation to  the  west,  which  continued  to  increase  until  about  the 
year  1840,  at  which  time  the  variation  to  the  west,  in  London,  was 
nearly  25° ;  since  this  period  it  has  been  gradually  returning 
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towards  the  east,  and  on  January  i,  1867,  it  was  20®  52'  W.  at 
Kew.  The  rate  of  its  motion  diflfers  in  different  parts  of  its  pro- 
gress, becoming  slower  as  it  approaches  the  point  of  retrogression ; 
at  present  it  is  about  8'  annually.  Independently  of  these  gradual 
and  progressive  changes,  the  variation  is  subject  to  diurnal  move- 
ments of  very  small  amount :  north  of  the  magnetic  equator  in 
England  and  the  middle  latitudes,  the  north  end  of  the  needle 
moves  slowly  eastward  in  the  forenoon,  attaining  its  maximum 
between  the  hours  of  seven  and  ten  a.m.,  and  returns  to  its  mean 
position  at  about  ten  in  the  evening.  Connected  with  these 
alterations  are  corresponding  variations  in  the  dip,  which  during 
the  last  fifty  years  has  been  observed  in  London  to  diminish 
annually  about  2'*6.  From  observations  made  at  the  Kew  Ob- 
servatory, the  dip  in  January,  1867,  was  68°  y. 

(222)  Variation  in  the  Intensity  of  the  EartKa  Magnetism, — 
The  intensity  of  the  earth^s  magnetism  is  also  found  to  vary  at 
different  points  of  the  surface,  but  the  law  of  its  increase  has  not 
been  clearly  determined :  the  line  of  minimum  inten'sity,  or  mag- 
netic egtiator,  as  it  is  sometimes  called,  is  in  the  vicinity  of  the 
geographical  equator,  but  does  not  coincide  either  with  this  or  with 
the  line  of  no  dip :  it  forms  an  irregular  curve  cutting  both  of  these 
lines.  The  points  of  greatest  intensity,  moreover,  do  not  coincide 
■with  those  at  which  the  dipping-needle  is  vertical.  The  highest 
degree  of  intensity  that  has  been  actually. measured  is  2*052,  the 
Ipwest  0706.*  Both  the  maximum  and  minimum  here  men- 
tioned are  in  the  southern  hemisphere.  If  it  be  supposed  that  the 
globe  be  divided  by  a  plane  passing  through  the  meridians  of  100° 
and  260°,  the  western  hemisphere,  comprising  America  and  the 
Pacific  Ocean,  presents  a  higher  intensity  than  the  eastern ;  but  the 
charge  of  the  northern  and  of  the  southern  hemisphere  is  equal. 
In  the  northern  hemisphere  there  are  two  points  of  maximum 
intensity,  the  most  powerful  being  in  North  America,  and  deter- 
mined by  Lefroy,  in  1843-44,  to  be  situated  in  52°  rg'  N.  lat. 
92°  W.  Ion.,  the  intensity  being  i*88.  The  weaker  maximun^ 
was  found  by  Hansteen  in  1828-29  ^  Siberia,  in  120°  E.  Ion. 
with  an  intensity  of  176.  Sir  James  Ross,  in  1842-43,  found  the 
principal  maximum  in  the  southern  hemisphere  in  about  the 


*  The  nnit  of  intensity  ased  in  the  text  is  that  proposed  by  Hnmboldt, 
derived  from  the  value  of  a  particular  magnet  which  he  employed ;  hut  in  the 
later  magnetic  observations  the  unit  of  intensity  employed  has  heen  that 
recommended  hy  the  Royal  Societ}'^,  viz. :  a  second  of  time,  a  foot  of  space,  and 
a  grain  of  mass.  The  magnetic  intensity  upon  this  scale  at  London  is  at  present 
(January,  1867)  10*501. 
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meridian  of  134°  E.  and  a  few  degrees  North  of  the  Antarctic 
circle,  whilst  the  weaker  maximum  in  the  southern  hemisphere, 
according  to  Sabine,  is  about  130°  W.  The  intensity  of  the  mag- 
netic force  at  London  is  now  1*37 a. 

The  intensity  of  the  earth's  magnetism,  like  the  variation  and 
the  dip,  is  found  to  suflfer  periodical  changes.  Besides  these 
regular  variations  of  the  magnetism  of  the  earth,  other  irregular 
variations  have  been  observed.  These  have  been  termed  magnetic 
storms:  they  are  indicated  by  sudden  and  considerable  distur-. 
bances  of  the  magnetic  instruments,  of  short  duration,  which  are 
produced  by  some  widely  acting  causes,  as  these  disturbances  have 
been  noticed  simultaneously  at  very  distant  parts  of  the  earth's 
surface.  In  extreme  cases,  the  diminution  of  the  magnetic  inten-. 
sity  during  the  ^  storms'  has  amounted  to  a  large  proportion  of  ita 
total  force.  Sabine  considers  that  these  magnetic  storms  are  con- 
nected with  changes  in  the  solar  atmosphere,  which  are  indicated 
by  variations  in  the  number  and  form  of  the  spots  upon  the  sun's 
disk ;  their  epochs  of  maximum  recurring  at  decennial  intervals, 
with  epochs  of  minimum  intensity  occurring  midway  between  each 
maximum.  These  intervals  coincide  with  the  decennial  epochs  of 
maximum  and  minimum  of  the  solar  spots  observed  by  Schwabe,* 

Since,  then,  the  earth  may  be  looked  upon  as  an  immense 
magnet  of  small  intensity,  it  is  natural  to  expect  that,  under 
favourable  circumstances,  magnetic  induction  should  arise  from 
its  influence.  Such  effects  are  indeed  continually  observed.  If  a  soft 
iron  bar  be  placed  in  the  line  of  the  dip,  it  acquires  temporary 
magnetic  properties,  the  lower  extremity  acting  as  the  marked  pole 
of  a  magnet  upon  a  magnetized  needle,  while  the  upper  extremity 
acts  as  the  unmarked  pole.  By  reversing  the  position  of  the  bar, 
the  end  which  is  now  the  lower  will  stiU  possess  the  magnetism  of 
the  marked  pole.  A  bar  of  steel,  such  as  the  poker  or  tongs,  which 
is  kept  in  a  vertical  position  (a  line  in  this  latitude  not  far  removed 
from  that  of  the  dip),  is  from  this  cause  frequently  found  to  be 
permanently,  though  weakly,  magnetic.  It  is  to  the  same  cause 
operating  through  the  lapse  of  ages,  in  the  same  direction,  upon 
the  loadstone,  that  its  polarity  is  to  be  ascribed. 

If  a  steel  bar  be  made  to  vibrate  while  placed  in  the  line  of  the 


•  A  singular  corroboration  of  this  theory  is  afforded  by  an  obeenration  of 
Mr.  Carrington,  who  was  watching  a  large  spot  on  the  sun  on  ist  September, 
1859  :  suddenly,  at  ii^'  20'  A.M.,  a  bright  spot  was  seen  in  the  middle  of  the 
dark  one ;  this  appearance  lasted  for  about  ten  minutes,  and  a  corresponding 
disturbance  in  time  and  duration  was  indicated  by  the  self-registering  magneto- 
meters at  Eew. 
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dip,  as  by  giving  it  a  smart  blow,  it  is  magnetized  still  more  pWer- 
fally,  and  this  eflFect  may  be  still  further  increased  by  the  inductive 
influence  of  other  masses  of  iron  placed  in  contact  with  it.  For 
instance,  by  allowing  a  steel  bar,  supported  in  the  line  of  the  dip, 
to  rest  upon  an  anvil,  and  striking  it  strongly  with  a  hammer,  it 
becomes  decidedly  magnetised.  All  permanent  magnetism  may, 
however,  again  be  removed  from  it  by  placing  it  across  the  line 
of  dip,  and  striking  it  two  or  three  blows  as  before. 

Iron,  nickel,  and  cobalt  are  the  only  substances  which  are 
powerfully  magnetizable ;  but  a  susceptibility  to  magnetism  in  a 
much  feebler  degree  has,  by  the  researches  of  Faraday  and  others 
(323),  been  proved  to  exist  in  a  variety  of  other  bodies.  Before 
describing  the  method  in  which  these  experiments  were  conducted, 
it  will  be  necessary  to  examine  the  leading  phenomena  of  elec- 
tricity ;  and  these  will  now  be  considered. 

§  n.  Static  Electricity. 

(223)  The  force  of  electricity  is  one  of  those  subtle  and  all- 
pervading  influences  which  are  intimately  connected  with  the 
operations  of  chemical  attraction.     Indeed  some  eminent  philo- 
sophers have  been  disposed  to  regard  electricity  and  chemical  at- 
traction in  the  light  of  different  manifestations  of  the  same  agent. 
For  upwards  of   aooo  years  it  has  been  known  that  when 
amber  is  rubbed  upon  bodies  such  as  fur,  or  wool,  or  silk,  it 
acquires  icfr  a  short  time  the  property  first  of  attracting  light 
objects,  such  as  fragments  of  paper  or  particles  of  bran,  and  after- 
wards of  repelling  them.     Until  about  260  years  ago,  amber  was 
ihe  only  known  substance  by  which  such  effects  were  produced. 
About  that  time  Gilbert  discovered  that  a  number  of  other  bodies, 
such  as  glass,  sealing-wax,  and  sulphur,  might  be  made  to  excite 
similar  motions.    The  power  thus  called  into  action  has  been  called 
electricity y  from  riX^Kvpov  (amber),  the  body  in  which  it  was  first 
t)bserved.     Independently  of  its  origin  in  friction,  it  has  been 
found  that  electricity  is  liberated  by  chemical  action,  by  certain 
vital  operations,  by  heat,  by  magnetism,  by  compression,  and  in 
fact  by  almost  every  motion  that  occurs  upon  the  face  of  the  globe. 
Electricity  neither  increases  nor  diminishes  the  weight  of  bodies 
under  its  influence,  and  neither  enlarges  nor  reduces  their  bulk. 
It  may  bfe  excited  in  all  substances,  may  be  communicated  from 
one  electrified  or  excited  body  to  another  previously  in  a  neutral 
or  unelectrified  condition,  and  it  may  be  stored  up  for  the  pur- 
poses of  experiment. 

(224)  Two  Kinds  of  Electricity, — A  very  simple  contrivance 
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Fig.  i68. 
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will  siifSce  for  examining  the  fundamental  phenomena  of  electricity 
as'developed  by  friction : —   • 

Soften  a  little  sealing-wax  in  the  flame  of  a  candle^  and  draw  it 
out  into  a  thread- 8  or  lo  inches  (20  or  25  centimetres)  long,  and  of 
the  thickness  of  a  stout  knitting-pin.  Attach  to  one  end  of  it  a  disk 

of  paper  about  an  inch  square,  as  re- 
presented in  fig.  168 ;  suspend  this  rod 
and  disk  by  means  of  a  paper  stirrup 
and  a  few  fibres  of  unspun  silk  from  a 
glass  rod  fixed  horizontally  to  some 
convenient  support.  Now  rub  a  stick 
of  sealing-wax  with  a  bit  of  dry  flannel^ 
and  bring  it  near  the  paper  disk ;  the 
disk  will  at  first  be  strongly  attracted, 
and  will  then  be  as'  strongly  driven 
away.  Whilst  it  is  in  this  condition 
of  repulsion  by  the  wax,  bring  towards 
it  a  warm  glass  tube  that  has  been 
rubbed  with  a  dry  silk  handkerchief; 
the  disk  will  be  immediately  attracted, 
and  in  an  instant  afterwards  it  will 
again  be  repelled,  but  it  will  now  be  found  to  be  attracted  by  the 
wax.  It  is  therefore  evident,  that  by  the  friction  of  the  glass 
and  of  the  wax,  two  similar  but  opposite  powers  are  developed, 
A  body  which  has  been  electrified  or  charged  with  electricity  from 
the  wax  is  repelled  by  the  wax ;  but  it  is  attracted  by  the  excited 
glass,  and  vice  versd.  In  order  to  distinguish  these  two  opposite 
powers  fi^m  each  other,  that  power  which  is  obtained  from  the 
glass  has  been  termed  vitreous  or  positive  electricity :  that  from 
the  wax  resinous  or  negative  electricity. 

Let  us  suppose  that  the  paper  disk  has  been  chained  by  means 
of  the  glass  tube,  so  that  it  is  repelled  on  attempting  to  bring  the 
glass  near  it ;  this  state  will  be  retained  by  the  disk  for  many 
minutes.  This  contrivance  forms,  in  fact,  an  electroscope,  for  it 
furnishes  a  means  of  ascertaining  whether  a  body  be  electrified  or 
not,  and  even  of  indicating  the  kind  of  electricity.  Suppose  that 
a  body  suspected  to  be  electrified  is  brought  near  the  disk,  which 
is  in  a  state* repulsive  of  the  glass  tube;  if  repulsion  occur 
between  the  disk  and  the  body  which  is  being  tested  for  electri- 
city, it  is  at  once  obvious  that  the  substance  is  electrified ;  and 
moreover,  that  it  is  vitreousiy  electrified,  since  it  produces  an 
eflect  similar  to  that  which  would  be  exhibited  by  an  excited  glass 
tube. 
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The  phenomena  of  attraction  and  repulsion  may  be 
further  exemplified  by  the  following  experiments : —  ^^ 
Suspend  two  straws,  separately,  by  a  fibre  of  silk,  each 
to  a  glass  rod  (fig.  169) ;  bring  an  excited  stick  of 
sealing-wax  towards  each ;  each  will  be  first  attracted 
and  then  repelled:  whilst  thus  repulsive  to  the 
wax,  bring  the  one  near  to  the  other ;  they  will 
recede  from  each  other  as  they  did  from  the  wax.  If 
both  straws  be  excited  by  glass,  they  will  in  like  manner  it 

repel  each  other ;  but  if  one  be  excited  by  the  glass 
and  the  other  by  the  wax  they  will  attract  each  other.  " 

Hence  we  learn,  that  bodies  similarly  electrified  repel,  those  dif- 
ferently electrified  attract  each  other. 

Proceeding  a  step  further,  it  will  be  found  that  whienever  two 
bodies  are  rubbed  together,  both  kinds  of  electricity  are  liberated, 
but  so  long  as  the  two  bodies  remain  in  contact,  no  sign  of  the 
presence  of  either  electricity  appears;  on  separating  them,  both 
are  found  to  be  electrified— one  vitreously,  the  other  resinously : 
for  example,  stretch  a  piece  of  dry  silk  over  a  brass  plate,  and  rub 
it  upon  a  glass  plate ;  so  long  as  the  two  bodies  are  in  contact, 
the  quantities  of  each  kind  of  electricity  set  free  are  precisely 
sufficient  to  neutralize  each  other,  and  the  combined  plates  will 
not  afiect  the  electroscope,  but  as  soon  as  the  glass  plate  and  the 
sUk  are  separated,  the  glass  will  repel  the  disk  (fig.  168),  while 
the  silk  will  attract  it. 

(225)  Insulators  and  Conductors. — Bodies  that  have  been  thus 
electrically  excited,  return  to  their  neutral  condition  when  touched 
by  other  substances,  but  with  degrees  of  rapidity  depending  on 
the  kind  of  body  which  touches  them.  A  rod  of  sealing-wax  or 
of  shell-lac,  for  example,  may  be  held  in  contact  with  any  electrified 
body  without  sensibly  lessening  the  charge ;  but  the  momentary 
touch  of  a  metallic  wire,  or  of  the  hand,  is  sufficient  to  remove  all 
indications  of  electric  excitement :  it  is  therefore  clear  that  there 
are  some  bodies  which,  like  the  wire  or  the  hand,  readily  allow 
the  passage  of  electricity,  and  these  are  termed  conductors ;  whilst 
there  are  others  which,  like  sheU-lac,  do  not  easily  allow  its  pas- 
sage, and  these  are  called  insulators.  There  is,  however,  no 
absolute  line  of  distinction  between  these  two  classes  of  bodies ; 
there  is  no  such  thing  as  either  perfect  insulation,  or  perfect 
conduction,  for  the  two  classes  of  bodies  pass  gradually  one  into 
the  other. 

In  the  following  table  each  substance  enumerated  is  superior 
in  insulating  power  to  aU  those  which  follow  it.     The  nearer  the 
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substance  is  to  the  bottom  of  tie  table,  the  better,  on  the  contrary, 
is  its  conducting  power : — 


Insulators. 
Dry  Gases  and  Dry  Steam. 
Shell-Lac. 
Sulphur. 
Amber. 
Besins. 
Caoutchouc. 
Gutta  Percha. 
Diamond,    and   some   other 

precious  stones. 
Silk. 
Dry  Fur. 
Glass. 
Ice. 


Spermaceti. 

Turpentine  and  Volatile  OUs. 

Fixed  Oils. 

String  and  Vegetable  Fibres, 

Moist  Animal  Substances. 

Water. 

Saline  Solutions. 

Flame. 

Melted  Salts. 

Plumbago. 

Charcoal. 

All  the  Metals. 

Conductors. 


Any  object  is  spoken  of  as  being  electrically  insulated  when  it 
is  supported  by  means  of  some  badly-conducting  substance  which 
prevents  the  free  escape  of  the  electricity.  I'he  presence  of 
moisture  deposited  from  the  air  upon  the  surface  even  of  the  best 
insulator  converts  it  for  the  time  into  a  conductor,  and  is  one  of  the 
most  annoying  impediments  to  the  success  of  electrical  experi- 
ments, as  the  power  is  carried  oflF  as  fast  as  it  is  accumulated. 
Glass  is  especially  liable  to  this  inconvenience,  but  by  varnishing 
it  when  practicable,  and  keeping  it  thoroughly  warm,  the  difficulty 
is  diminished.  By  due  precautions,  instruments  may  be  constructed 
which,  in  dry  air,  will  preserve  a  charge  for  several  hours. 

The  most  perfect  insulators  still  allow  electric  power  to  tra- 
verse them,  although  by  a  process  diflferent  from  conduction,  and 
hence  they  are  termed  Dielectrics  (^30).  For  instance,  if  one 
side  of  a  plate  of  glass  be  electrified  by  rubbing 
it  ^ith  a  piece  of  silk,  the  opposite  face  also 
acquires  the  power  of  attracting  particles  of 
bran  or  other  light  objects. 

(226)  Electroscopes. — Yarions  instroments  have  been 
devised  for  detecting  feeble  charges  of  electricity.  One  of 
the  most  convenient  of  these  is  the  gold-leaf  electroscope 
(fig.  170),  which  is  sensihle  to  extremely  small  charges. 
It  consists  of  a  pair  of  gold  leaves  suspended  from  the 
lower  extremity  of  a  metallic  wire  which  terminates  above 
in  a  brass  plata.  The  wire  is  insulated  by  passing  it 
through  a  varnished  glass  tube  packed  with  silk,  and  the 
whole  is  surrounded  and  supported  by  a  glass  case.  The 
approach  of  an  excited  body  instantiy  causes  t^e  divergence  of '^e  leaves.     If  a 
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^lass  tnbe  be  rubbed  with  a  dry  handkerchief,  and  touched  with  a  email 
"disk  of  paper  insulated  by  attaching  it  to  a  rod  of  sealing-wax,  as  directed 
in  preparing  the  electroscope  (fig.  168),  a  small  vitreous  charge  will  be 
received  by  the  paper,  and  if  carried  by  it  to  the  cap  of  the  electroscope, 
the  leaves  will  diverge  permanently  with  vitreous  electricity.  The  approach  of 
the  glass  rod  would  cause  the  leaves  to  diverge  fother,  whilst  that  of  a  stick  of 
excited  wax  would  cause  them  to  collapse. 

An  instrument  (fig.  171)  called  a  torsion 
electrometer  was  devised  by  Coulomb  for  accurately 
measuring  minute  differences  in  the  amount  of 
electrical  force.  The  force  which  he  opposed  to 
that  of  electricity  was  the  resistance  to  twisting 
which  is  offered  by  an  elastic  thread.  A  fibre  of 
silk,  a  fine  silver  wire,  or  a  thread  of  glass,  has 
l>een  used  £x  the  purpose  of  measuring  the  angle 
of  torsion,  this  angle  in  perfectly  elastic  bodies 
heing  exactly  prop<»iioned  to  the  fierce  applied. 

By  means  of  a  long  glass  thread,  fastened 
above  to  a  pin,  v  (carrying  an  index  whi(^  tra- 
Terses  the  graduated  plate,  b),  a  needle  of  shell-lac 
is  suspended  freely  in  the  glass  case,  a.  This 
oeedle  is  terminated  at  one  end  by  a  gilt  ball,  h, 
at  the  otiier  by  a  paper  disk  which  serves  to  check 
its  oscillations.  In  the  glass  cover  of  the  instru- 
ment is  a  small  aperture  through  which  another 
gilt  ball,  a  (the  carrier),  also  suspended  by  shell- 
lac,  can  be  introduced  and  withdrawn.  In  order 
to  equalize  the  induction,  two  narrow  strips  of  tin- 
foil, c  and  d,  connected  with  the  earth,  and  having  a  narrow  interval  between 
them,  are  pasted  upon  the  inside  of  the  glass  cylinder,  one  a  little  above  and  the 
other  a  little  below  the  level  of  the  balls ;  a  graduated  circle  is  pasted  on  the 
glass  for  reading  off  the  angular  deviation  of  the' needle.  When  the  instru** 
ment  is  to  be  used,  the  carrier-ball  is  adjusted  so  that  after  it  has  been  removed 
it  can  with  certainty  be  replaced  in  the  same  position  as  at  first ;  the  ball  upon 
the  needle  is  adjusted  by  turning  the  pin  until,  without  any  twist  upon  the 
thread,  it  shall  just  touch  the  carrier,  its  centre  being  at  the  zero  of  the  scale, 
And  the  position  of  the  index  on  the  upper  graduated  plate,  B,  is  noted.  The 
carrier-ball,  a,  is  next  made  to  touch  the  object  the  electricity  of  which  is  to  be 
measured :  it  takes  off  a  quantity  proportioned  to  the  amount  accumulated  on 
the  spot.  The  ball  a  is  immediately  replaced  in  the  instrument ;  it  divides  its 
^arge  with  the  ball  b  on  the  needle,  and  repulsion  ensues.  The  thread  which 
supports  the  needle  is  then  twisted  until  the  cenlare  of  the  ball  h  is,  by  the  force 
of  torsion,  brought  back  towards  the  carrier,  a,  to  some  determinate  angle  (say 
30°)  marked  on  the  graduation  of  the  glass  case ;  suppose  the  number  of  degrees 
through  which  it  has  been  necessary  to  twist  the  thread  to  be  160**;  160*  +  30% 
er  190°,  will  represent  the  repulsive  force.  To  compare  this  amount  with  any 
other  quantity,  the  balls  must  be  discharged,  and  the  experiment  repeated  undet 
the  new  conditions,  noting  the  number  of  degrees  of  torsion  required  to  make  the 
needle  stand  at  30^  as  before :  the  amount  of  the  force  is  directly  proportionate 
to  the  torsion  angle  in  the  two  cases.  Suppose  in  a  second  experiment  that  the 
thread  sustain  a  twist  of  180^  before  the  ball  b  is  brought  back  to  the  angle  of 
30°;  the  force  will  now  be  180° +  30°,  or  a  10°,  and  the  relative  electrical 
repulsions  in  the  two  experiments  will  be  as  190  :  2 10. 

Another  very  convenient  electrometer  was  devised  by  Peltier,  in  which  the 
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directiye  foroe  exerted  by  the  earth  apon 
a  small  magnet  is  subBtituted  for  the 
torsion  of  a  wire  Fig.  172  represents 
Peltier's  electroscope :  a  &  is  a  metallic 
wire  terminating  above  in  a  brass  knob, 
and  cemented  by  means  of  shell-lac  into 
an  insulating  foot  of  ebonite,  c.  At  &  is 
a  brass  ring,  from  which  proceed  two 
brass  arms,  d,  d.  In  the  ring  is  sup- 
ported a  light  metallic  needle,  e,  which 
moves  freely  upon  a  pin  like  a  compass- 
needle.  This  metallic  needle  carries  a 
small  magnetized  steel  wire,  m.  In 
order  to  use  the  instrument,  it  is  placed 
so  that  the  needle,  e,  when  the  steel 
wire,  m,  is  exactly  in  the  magnetic 
meridian,  is  just  made  to  touch  the  arms, 
d,  d.  On  com^nunicating  a  charge  of 
electricity  to  the  ball,  a,  it  spreads  over 
the  insulated  wire  and  needle,  6;  the 
needle  is  immediately  repelled  by  the 
fixed  arms,  d,  d,  and  the  amount  of  its 
angular  deviation  gives  the  means  of 
estimating  the  foroe ;  this,  however,  is 
not  directly  proportionate  to  the  number 
of  degrees  which  represent  the  angle  of  deviation.  These  values  must  be  ascer- 
tained by  direct  experiment. 

It  was  long  imagined  that  non-conductors  only  were  capable 
of  excitement  by  friction,  and  hence  they  were  termed  electrics ; 
all  bodies,  however,  exhibit  this  phenomenon,  if  proper  care  be 
taken  to  insulate  them.  K,  for  example,  a  piece  of  brass  tube 
insulated  by  a  glass  handle  be  rubbed  upon  fur,  it  receives  a  charge, 
as  may  be  shown  by  bringing  it  near  the  disk  of  the  electroscope 
(fig.  168).  Even  two  dissimilar  metals,  after  being  brought  into 
contact  with  each  other,  may,  with  proper  precautions,  be  made  to 
show  signs  of  electric  excitement  on  being  separated  (257).  The 
friction  of  glass  against  metal  spread  over  silk  is  attended  by  a 
more  powerftd  development  of  electricity  than  when  silk  alone  is 
used ;  and  an  amalgam  consisting  of  1  part  of  tin,  o,  of  zinc,  and  6 
of  mercury,  rubbed  to  fine  powder  and  mixed  with  a  little  lard, 
is  foimd  to  be  highly  efiectual  in  exalting  the  force  which  is  deve- 
loped. The  same  substance,  however,  does  not  always  manifest 
the  same  electrical  condition  when  rubbed :  glass  when  rubbed 
upon  silk  becomes  vitreously  excited ;  but  if  rubbed  on  the  fur 
of  a  cat  it  exhibits  resinous  electricity.  Metallic  bodies,  when 
their  surface  is  perfectly  free  from  oxide,  become  negatively 
electric  when  rubbed  by  imperfect  conductors,  such  as  silk,  fur, 
wool,  cork,  or  ivory.    The  amount  of  friction  necessary  to  produce 
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dectric  excitement  is  exceedingly  s^nall ;  tHe  mere  drawing  of  a 
handkerchief  across  the  top  of  the  electroscope  (fig.  170),  or  even 
across  the  clothes  of  a  person  insulated  by  standing  on  a  cake  of 
resin^  or  on  a  stool  with  glass  legs^  provided  he  touch  the  cap  of 
the  instrument^  is  sufiScient  to  cause  divergence  of  the  leaves. 
The  simple  act  of  drawing  off  silk  stockings^  or  a  flannel  waist- 
coat, or  the  combing  of  the  hair  in  frosty  weather,  frequently 
occasions  the  snapping  and  crackling  noise  due  to  the  electric 
spark  j  and  the  stroking  of  the  fur  of  a  cat  at  such  a  season  is 
known  to  produce  similar  effects. 

(227)  Electrical  Hypotheses, — These  various  phenomena  have 
been  accounted  for  by  two  principal  hypotheses. 

One  of  these,  commonly  known  as  the  '  theory  of  one  fluid,* 
is  due  to  Franklin.  Electricity,  upon  this  view,  is  supposed  to  be 
a  subtle  imponderable  fluid,  of  which  all  bodies  possess  a  definite 
share  in  their  natural  or  unexcited  state.  By  friction,  or  other- 
wise, this  normal  state  is  disturbed.  If  the  body  rubbed  receive 
more  than  its  due  share,  it  acquires  vitreous  electricity,  or,  in  the 
terms  of  Franklin,  becomes  electrified  positively,  or  +;  whilst  at 
the  same  time  the  quantity  of  electricity  in  the  rubber  which 
becomes  resinously  charged  is  supposed  to  be  diminished,  and 
thus  the  rubber  acquires  a  negative  or  —  state.  Franklin  sup- 
posed the  particles  of  the  electric  fluid  to  be  highly  self-repulsive, 
and  to  be  powerfully  attractive  of  the  particles  of  matter. 

The  other  hypothesis,  the  '  theory  of  two  fluids  ^  was  originally 
proposed  by  Dufay.  According  to  this  view  there  are  two  electric 
fluids,  the  vitreous  and  the  resinous,  equal  in  amount  but  opposite 
in  tendency;  when  associated  together  in  equal  quantity  they 
neutralize  each  other  perfectly :  a  portion  of  this  compound  fluid 
pervades  all  substances  in  their  imexcited  state.  By  friction  the 
compound  fluid  is  decomposed  j  the  rubber  acquires  an  excess  of 
one  fluid,  say  the  resinous,  and  thus  becomes  resinously  excited ; 
the  body  rubbed  takes  up  the  corresponding  excess  of  vitreous 
electricity,  and  becomes  excited  vitreously  to  an  equal  extent. 
Upon  this  view  the  particles  of  each  fluid  are  self-repulsive,  but 
powerfully  attract  those  of  the  opposite  kind. 

The  language  of  either  theory  may  be  employed  in  order  to 
distinguish  the  two  kinds  of  electricity:  the  term  vitreous  or 
positive  maybe  used  indifferently  for  one  kind,  and  resinous  or  nega- 
tive for  the  other  kind,  provided  it  be  borne  in  mind  "that  positive 
and  negative  are  mere  distinguishing  terms :  negative  electricity 
being  as  real  a  force  as  the  positive. 

It  is  manifest  that  one  or  other  of  these  hypotheses  must  be 
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lalse,  yet  either  ^ill  serve  to  connect  the  facts  together.  The 
supposition  of  an  electric  fluid  is,  notwithstanding,  gradually 
"being  abandoned.  The  supposition  of  a  gravitative  fluid  mi^ht, 
with  nearly  as  much  propriety,  be  insisted  on  to  explain  the  phe- 
nomena of  gravitation,  or  a  cohe&dve  fluid  to  account  for  those  of 
cohesion. 

Electricity  is  now  regarded  as  a  compound  force,  remarkable 
'  for  the  peculiar  form  of  action  and  reaction  which  it  exhibits^ 
This  kind  of  action  and  reaction  follows  the  same  law  of  equality 
and  opposition  in  its  manifestations  as  that  which  is  exhibited 
tnore  obviously  in  the  phenomena  of  mechanics.  Whentever 
vitreous  electricity  is  manifested  at  one  point>  a  corresponding 
amount  of  resinous  electricity  is  invariably  developed  in  its 
vicinity,  reacting  against  it,  and  thus  enabling  its  presence  to  be 
recognized,  although  this  reacting  force  may  not  be  immediately 
perceptible. 

The  phenomena  of  vitreous  and  resinous 
electricity  may  be  rudely  but  not  inaptly 
illustrated  by  those  of  elasticity  exhibited  by 
an  ordinary  spring,  as  shown  at  s,  fig.  173. 
The  spring  in  its  unstretched  state  may  re- 
present the  body  in  its  unelectrified  condi- 
tion ;  it  then  displays  nothing  of  the  pecu- 
liar power  that  it  possesses.  The  spring 
cannot  be  stretched  from  one  extremity  only ; 
but  if  fixed  at  one  end,  as  by  hooking  it  to 
the  pin,  p,  a  weight,  w,  may  be  applied  to 
the  other  end,  and  it  will  seem  to  be  stretched 
hj  one  force  only.  In  reality,  however,  it  is  not  so ;  for  by  substi- 
tuting at  V  a  weight  equal  in  amount  to  that  at  w,  instead  of  the 
fixed  point,  p,  the  strain  upon  the  spring  remains  u^ialtered,  but 
a  reaction,  equal  in  amount  to  the  original  action  of  the  weight, 
■w,  is  instantly  rendered  evident. 

So  it  is  with  electricity ;  cases  not  unfrequently  occur  where 
ene  kind  only  of  electricity  seems  to  be  present,  but  a  careful  exa- 
mination will  always  detect  an  equal  amount  of  the  opposite  kind* 
This  essential  character  of  action  and  reaction  in  the  electrical 
force  will  be  more  clearly  manifested  in  the  following  remarks  and 
experiments. 

(228)  Electrical  Induction. — In  the  preceding  cases  the  elec- 
tricity has  been  excited  by  friction  and  communicated  to  other 
bodies  by  contact.  An  insulated  charged  body,  however,  exerts  a 
remarkable  a<5tion  upon  other  bodies  in  its  neighbourhood.    Long 
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before  contact  occurs,  the  mere  approach  of  an  excited  glass  tube 
towards  the  electroscope  causes  divergence  of  the  leaves,  and  on 
removing  the  glass  tube,  if  it  have  not  been  allowed  to  touch  the 
cap  of  the  instrument,  all  signs  of  disturbance  cease. 

The  following  mode  of  performing  the  experiment  will  afford  a 
Hieans  of  exitoining  this  action  of  an  electrified  substance  upon 
objects  at  a  distance : — - 

Place  two  cylinders  of  wood,  or  j^^  ^^^^ 

of  metal,  each  supported  on  a  var-     ^^ — -^-y     _  ^  ^^ 

nished  stem  of  glass,  so  as  to  touch      ^ — ^ii ^ n ^ 

each  other  end  to  end  (fig.  174,  i) ;      g.  r\ 

fipom  the  outer  extremity  of  each     C4»    —    +X+  "^  '^'^^T^, 
suspend  a  couple  of  pith  balls  by  a  A       II  H      TV  \^ 

cotton  thread,  and  bring  the  excited     ^ 

glass  tube  near  one  end  of  the  ar-  h^ — "Z — i-^  ^^ — T  "^ 
rangement  as  shown  at  2.     Electric 

disturbance  will  be  shown  by  the  repulsion  of  both  pairs  of  balls. 
Separate  the  two  cylinders  without  touching  the  conducting 
portion,  and  then  remove  the  glass  tube ;  the  balls  will  still  con- 
tinue to  diverge  (3).  But  let  the  glas9  be  again  brought  near; 
the  balls  on  the  cylinder  originally  nearest  the  glass  will  collapse, 
showing  this  cylinder  to  be  negatively  excited,  while  the  same 
excited  glass  will  cause  the  balls  on  the  further  cylinder  to 
diverge  from  the  presence  of  positive  electricity.  Again,  remove 
the  glass  altogether,  and  bring  the  two  cylinders  into  contact; 
a  spark  may  generally  be  seen  to  pass  between  them,  and  both 
pairs  of  balls  will  immediately  collapse  and  continue  at  rest.  The; 
entire  amount  of  force  existing  upon  the  two  cylinders  taken 
together  remains  the  same  throughout  the  whole  period  of  the  ex« 
periment,  'but  its  distribution  is  altered,  as  is  shown  by  the  posi- 
tion of  the  signs  -f-  and  —  .  The  experiment  may  be  explained  in 
the  following  manner : — Suppose  the  two  cylinders  to  be  in  the 
neutral  state  (No.  i) ;  on  bringing  the  excited  glass  tube  near  to 
them,  a  portion  of  the  negative  electricity  appears  to  be  drawn 
towards  the  end  of  the  cylinder  nearest  to  the  glass,  as  in  No.  2, 
whilst  the  corresponding  quantity  of  disengaged  positive  electricity 
causes  the  balls  on  both  cylinders  to  diverge :  the  moment  the 
glass  is  removed,  the  negative  electricity  redistributes  itself  as  iu 
No.  I,  and  the  balls  coUapse ;  but  if  the  two  cylinders  be  sepa- 
rated before  the  glass  is  removed,  and  if  the  excited  glass  be  then 
withdrawn,*  the  results  will  be  such  as  are  represented  in  No.  3, 


*  If  the  glass  tube  be  withdrawn  gradually  to  a  certain  distance,  the  balls 
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in  "whicli  the  negative  electricity  on  one  of  the  cylinders  is  more 
than  sufficient  to  neutralize  the  positive,  and  hence  the  balls 
diverge  negatively ;  "while  on  the  other  it  is  less  than  sufficient  for 
the  positive,  consequently  the  balls  diverge  with  positive  electricity. 
On  causing  the  two  cylinders  to  approach  each  other  when  in  this 
state,  the  two  forces  will  neutralize  each  other,  and  ii  of  sufficient 
power,  the  reunion  will  be  attended,  with  a  slight  spark. 

This  action  at  a  distance  of  one  electrified  body  upon  others  in 
its  neighbourhood  is  termed  electrical  induction.  It  is  a  principle 
of  very  extensive  application,  and  indeed  it  furnishes  a  key  to  the 
explanation  of  the  greater  number  of  electrical  phenomena. 

An  instance  of  electrical  induction  is  affi^rded  in  the  action  of 
the  gold-leaf  electroscope.     Let  i  (fig.  J  75)  represent  the  instru- 

FiG.  175. 


ment  in  a  neutral  state.  As  soon  as  an  excited  glass  tube,  6,  is 
caused  to  approach  the  cap  of  the  electroscope,  the  leaves  will 
diverge,  as  at  ^.  Whilst  the  glass  tube  is  still  near  the  instrument, 
let  the  cap  of  the  electroscope  be  touched  with  the  hand,  so  as  to 
uninsulate  it  for  a  moment,  as  at  3,  by  placing  it  in  communica- 
tion with  the  earth  through  the  body,  which  acts  the  part  of  a 
conductor ;  the  leaves  will  collapse,  and  the  instrument  will  seem 
to  be  quiescent ;  now  remove  the  finger  from  the  cap,  and  then 
take  away  the  glass  tube,  g  ;  instantly  the  leaves  diverge,  and  the 
electroscope  is  permanently  charged,  in  consequence  of  a  change  in 
the  distribution  of  the  electricity,  as  represented  at  4.  Its  charge, 
however,  is  not  positive  like  that  of  the  glass,  but  negative }  for, 
if  the  glass  be  again  brought  near,  the  leaves  will  collapse,  while 
a  stick  of  excited  wax  will  make  them  open  out  farther.  These 
efiects  arise  from  electrical  induction,  and  the  process  which  takes 
place  is  believed  to  be  the  following.  The  approach  of  the  tube 
in  the  first  instance  causes  the  negative  electricity  to  accumulate 


upon  tlie  cylinder  nearest  the  tube  will  gradually  collapse,  in  proportion  as  the 
inductive  power  is  weakened  by  distance ;  a  portion  of  the  negative  electricity 
being  liberated  in  quantity  sufficient  to  neutralize  the  free  positive  charge,  and, 
on  completely  withdrawing  the  excited  tube,  the  excess  of  negative  electricity  is 
set  free,  and  the  balls  now  diverge  negatively. 
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in  the  cap,  as  at  a,  where  it  is  retained  by  a  species  of  attraction, 
in  which  condition  it  is  said  to  be  disguised.  The  leaves,  there- 
fore, diverge  with  a  corresponding  quantity  of  positive  electricity 
thus  set  free ;  things  being  in  this  state,  a  touch  is  suf&cient  to 
neutralize  the  excess  of  positive  electricity,  as  seen  in  3,  and  the 
instrument  appears  to  be  quiescent.  Remove  first  the  finger, 
and  then  the  glass  tube,  however,  and  the  negative  electricity, 
that  had  been  accumulated  on  the  surface  of  the  cap,  spreads 
over  the  whole  instrument  .  (though  in  the  diagram  this  is  only 
represented  as  taking  place  upon  the  leaves),  and  the  leaves 
diverge  with  negative  electricity,  as  shown  at  4. 

In  all  these  cases,  the  excited  body  itself  neither  loses  nor 
gains  electricity  by  the  process  just  described.  The  mode  in 
which  this  transfer  of  force  from  a  distance  is  effected  still  remains 
to  be  considered.- 

(229)  Faraday^ s  Theory  of  Induction. — ^We  owe  to  Faraday  a 
theory  of  these  effects,  which  has  been  thus  concisely  summed  up 
by  Snow  Harris  {Rudimentary  Electricity,  first,  ed.,  pp.  33,  34). 
Faraday  '  conceives  electrical  induction  to  depend  on  a  physical 
action  between  contiguous  particles,  which  never  takes  place  at  a 
distance  without  operating  through  the  molecules  of  intervening 
non-conducting  matter.     In  these  intermediate  particles,  a  sepa- 
ration of  the  opposite  electricities  takes  place,  and  they  become 
disposed  in  an  alternate  series  or  succession  of  positive  or  negative 
points  or  poles ;  this  he  terms  a  polarization  of  the  particles,  and 
in  this  way  the  force  is  transferred  to  a  distance.     Thus, 
if  in  fig.  176,  p  represent  a  positively  charged  body,  and  Fig.  176. 
o,  b,  Cy  dy  intermediate  particles  of  air,  or  other  non- 
conducting matter,  then  the  action  of  p  is  transferred  to 
a  distant  body,  n,  by  the  separation  and  electrical  polari-  q  q  9,^ 
zation  of  these  particles,  indicated  by  the  series  of  black  9091 
and  white  hemispheres.    Now,  if  the  particles  can  main-  9  9  Qe 
tain  this  state,  then  insulation  obtains ;  but  if  the  forces  9  O  9cl 
communicate  or  discharge  one  into  the  other,  then  we   £^S\ 
have  an  equalization  or  combination  of  the  respective  and   ^0 
opposite  electricities  throughout  the  whole  series,  in- 
cluding p  and  n.'  .  .  .  '  He  assumes  that  all  particles  of  matter 
are  more  or  less  conductors :  that  in  their  quiescent  state  they 
are  not  arranged  in  a  polarized  form,  but  become  so  by  the  influence 
of  contiguous  and  charged  particles.     They  then  assume  a  forced 
state,  and  tend  to  return,  by  a  powerful  tension,  to  their  original 
normal  position ;  that  being  more  or  less  conductors  the  particles 
charge  either  bodily  or  by  polarity  ;  that  contiguous  particles  can 
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communicate  their  forces  more  or  less  readily  one  to  the  other. 
Wh«n  less  readily,  the  polarized  state  rises  higher,  and  insulation 
is  the  result :  when  more  readily,  conduction  m  the  consequence/ 
•  .  .  .  ^  Induction  of  the  ordinary  kind  is  the  action  of  a  charged 
body  upon  insulating  matter,  or  matter  the  particles  of  which 
communicate  the  electrical  forces  to  each  other  in  an  extremely 
minute  degree ;  the  charged  body  producing  in  it  an  equal  amount 
of  the  opposite  force,  and  this  it  does  by  polarizing  the  particles' 

(fig-  176). 

{2,30)  Distribution  of  Electric  Charge. — Bodies  suaceptible  of 
this  polarization  are  termed  dielectrics ;  and  whether  they  be  solid^ 
liquid,  or  aeriform,  the  electric  force  is  transmitted  through  them 
freely.  A  pane  of  glass  interposed  between  the  excited  tube  and 
the  cap  of  the  electroscope  will  in  no  sensible  manner  affect  the 
divergence  of  the  leaves,  which  will  occur  as  usual ;  but  the  inter- 
position of  an  uninsulated  sheet  of  tin-plate,  or  even  of  a  screen  of 
wire  gauze,  will  effectually  stop  all  signs  of  electric  excitement 
on  the  leaves. 

Owing,  however,  to  the  molecular  action  by  which  induction 
is  propagated^  Faraday  has  shown  that  it  may,  under  certain  cir- 
cumstances be  traced  round  the  edges  of  such  a 
screen,  and  it  may  be  continued  either  in  curved 
or  in  straight  lines.  Let  s  (fig.  177)  represent  a 
mass  of  shell-lac  which  has  been  excited  by  Motion 
at  its  upper  part ;  b,  a  brass  plate  resting  on  the 
shell-lac,  but  also  in  conducting  communication 
with  the  ground.  At  a,  a  strong  inductive  action 
is  perceived,  which  is  weaker  at  5,  weaker  still  at  c, 
and  very  trifling  at  rf ;  at  e  it  increases,  and  at  /  is  nearly  as  strong 
as  at  by  whilst  at  g  it  again  decreases,  from  the  effect  of  increasing 
distance. 

In  consequence  of  these  inductive  actions,  elec- 
tricity when  at  rest  is  always  distributed  over  the 
surface  of  a  charged  object ;  and  therefore.for  the  pur- 
pose of  collecting  electricity,  a  hollow  shell  of  conduct- 
ing matter  is  quite  as  effectual  as  a  solid  mass  of  the 
same  size.  Many  striking  experiments  may  be  given 
in  proof  of  this  important  fact.  For  instance,  place  a 
metallic  can,  c  (fig.  178,  i),  upon  a  small  insulating 
stand,  s ;  commnnicate  a  charge  to  a  brass  ball,  in- 
sulated by  a  slender  glass  rod,  and  introduce  this 
charged  ball  into  the  interior  of  the  can,  allowing  it 
to  touch  the  bottom ;  withdraw  the  ball ;  it  will  be 
found  when  tested  with  the  electroscope  to  have  given 
up  all  its  electricity.  Touch  the  inside  of  the  can 
with  2^  proof  plane  (or  small  disk  of  paper  insulated 
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by  a  stoat  filament  of  shell-lac)  and  hold  it  towards  the  charged  disk  of  the 
electroscope  (fig.  i68),  no  action  will  be  perceived:  bring  the  proof  plane, 
however,  into  contact  with  any  part  of  the  outer  surface  of  the  metsJlic  can,  and 
an  abundant  charge  will  be  obtained.  No  charge  can  be  sustained  towards  the 
interior,  because  there  is  no  object  within  towards  which  induction  can  take 
place ;  but  the  polarization  of  the  air  on  the  outside  produces  induction  towards 
all  surrounding  objects.*  But  now,  whilst  the  exterior  still  remains  charged, 
hold  an  unezcited  brass  ball,  attached  to  a  metallic  wire,  in  the  inside  of  the  cup 
(fig.  178,  2),  without,  however,  allowing  it  to  touch  it;  if  the  insulated  paper 
disk,  under  these  circumstances,  be  made  to  touch  any  part  of  the  inside  of  the 
can,  it  will  receive  a  charge :  the  particles  of  the  air  within  the  can,  may,  under 
these  circumstances,  become  polarized,  because  the  brass  ball  is  in  a  condition  to 
become  oppositely  charged  to  the  can.  J£  the  can  be  positive,  the  ball  becomes 
negative,  its  positive  electricity  passing  off  to  the  earth  by  the  wire. 

A  similar  disturbance  of  electric  equilibrium  will  be  found 
whenever  a  charged  body  is  brought  near  other  uninsulated  pnes. 
If  an  excited  glass  tube  be  brought  towards  the  wall  of  the  room, 
and  just  opposite  to  the  tube  the  wall  be  touched  with  the  proof 
plane^  a  small  charge  of  resinous  electricity^  will  be  carried  off,  and 
will  be  perceptible  by  the  electroscope. 

By  increasing  the  surface  of  the  conductor  whilst  the  amount 
of  electricity  remains  the  same,  it  is  obvious  that  the  quantity 
upon  each  portion  of  exposed  surface  is  diminished,  and  the  ten- 
don of  the  charge  is  said  to  be  lowered.  For  instance,  if  a  me- 
tallic ribbon,  coiled  up  by  the  action  of  a  spring,  be  attached  to 
the  cap  of  an  electroscope,  and  a  small  charge  be  given  to  it,  a 
certain  divergence  of  the  leaves  will  be  produced ;  on  uncoiling 
the  ribbon,  by  means  of  a  silk  thread  attached  to  it  for  the  pur- 
pose,  the  leaves  will  partially  collapse,  because  the  same  amount  of 
induction  towards  theceUing  and  floor  of  the  room  is  now  distributed 
over  a  larger  surface ;  but  on  allowing  the  spring  to  exert  its 
elasticity,  and  coil  up  the  ribbon,  the  leaves  will  again  resume 
their  original  divergence. 

In  all  cases  of  electric  excitement  the  chai'ge  is  diffused  over 
the  surface  of  the  conductor,  but  the  form  of  that  surface  mate- 
rially influences  the  mode  in  which  the  electricity  is  distributed. 
If  a  charged  sphere  be  suspended  in  the  centre  of  a  room,  the 
superficial  distribution  of  the  force  will  be  uniform  on  all  parts  of 
its  surface.  But  if  two  similar  and  equally  excited  spheres  be 
suspended  side  by  side,  the  electric  accumulation  will  be  greatest 
at  those  points  of  their  respective  surfaces  which  lie  at  the  oppo- 


*  Indeed,  a  delicate  electrometer  may  be  enclosed  in  a  shell  of  conducting 
matter,  which  may  be  so  highly  charged  as  to  emit  sparks  in  all  directions, 
though  the  electrometer  will  remain  wholly  unaffected. 
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site  extremities  of  a  line  passing  througli  the  centre  of  each ;  and^ 
in  a  charged  cylinder,  the  force  is  highest  at  the  two  ends. 

This  change  in  the  distribution  of  electricity  over  the  surface, 
which  depends  upon  the  change  of  form,  was  carefully  investigated 
by  Coulomb.  For  this  purpose  he  employed  his  torsion  balance, 
shown  at  fig.  171.  The  carrier-ball,  a,  of  the  instrument  was 
brougjit  into  contact  with  that  point  of  the  conductor  which  was 
to  be  examined ;  the  ball  thus  acquired  a  charge  proportional  to 
the  tension  of  the  electricity  at  that  spot ;  and  the  tension  was 
measured  in  the  manner  already  described  (226),  by  the  angular 
repulsion  of  the  needle;  diflPerent  points  of  the  conductor  were 
thus  examined  in  succession,  and  the  tension  at  each  point  was 
compared  with  the  others. 

In  this  way  it  was  found  that  if  two  spheres  of  unequal 
diameters  were  each  originally  electrified  to  the  same  degree  of 
tension  (that  is,  if  each  sphere  were  so  charged  that  the  quantity 
of  electricity  upon  a  square  inch  of  the  surface  of  each  was  exactly 
equal,  when  the  two  were  separate)  on  bringing  the  two  into  con- 
tact, the  greatest  accumulation  still  occurred  at  the  extremities  of 
a  line  joining  the  centre  of  the  spheres,  but  the  accumulation  was 
greater  on  the  small  ball  than  on  the  large  one.  The  experiment 
may  be  carried  still  further :  for  if  a  series  of  spheres  gradually 
diminishing  in  size  be  employed,  till  at  last  they  virtually  end  in 
a  point,  the  accumulation  at  length  becomes  so  great  that  the 
point  is  imable  to  retain  the  charge,  and  dispersion  ensues. 

A  rough  idea  of  this  effect  may 

FiG^.  179.  be  conveyed  by  figi   179,  in  which 

t  [  I         jL,   B,    and   c   represent  three  inde- 

^L  I  pendent  spheres  diminishing  in  size, 

^^^^^^       ^^^^        ^L  ^     *^°^  which  in  No.  i  are  supposed  to 

W  T^     wT  -u^W     mff^k  ^®   charged  with  electricity  of  equal 

^  m     '^      m     m.       Jm     ^^^J^   tension,  as  represented  by  a  shaded 

^^        j0      ^^1^^       ^M^     layer  of  equal  thickness  around  each, 

^"^^''^  while  No.    2    represents  the   same 

three  balls  in  contact.     The  tension 
^t^^^i^   ^^^^^  ^^  ^^^  charge,  as  shown  by  the  lines 

M^f         ^^^^^^-^^^  ^^  shadow,  is   proportionately  much 

^      Bl      Jl      T   B    Tc^^B  greater  on  the  smallest  ball  than  on 

V^L  J^^^t^w^^^  ^^  largest.     Points  must  therefore 

^l^^p^^  ^•^^  be  carefully  avoided  in  the  construc- 

tion of  apparatus  for  retaining  elec- 
tricity.    For  similar  reasons  sharp  or  rough  edges  are  equally  objectionable. 

(231)  Electrical  Machines. — ^In  order  to  obtain  large  supplies 
of  electricity,  the  electrical  machine  is  employed.  Two  principal 
forms  of  this  instrument — viz.,  the  cylinder  and  the  plate  machine, 
are  in  general  use. 
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In  the  cylinder  machine  (fig..  1 80)  a  hollow  cylinder  of  glass, 
c,  is  mounted  on  a  horizontal  axis  turning  by  a  winch  in  two 
strong  wooden  supports.  On  one  side  is  placed  a  leather  cushion, 
Kj  stuffed  with  hair  and  faced  ^^^    q^ 

with  silk ;  from  its  upper  edge 
proceeds  a  silk  flap,  s,  which 
reaches  nearly  round  the  upper 
half  of  the  cylinder.  N  is  a  brass 
conductor  for  collecting  electri- 
city from  the  rubber.  The 
cushion  is  insulated  by  a  strong 
glass  pillar,  g.  To  collect  the 
electricity  from  the  glass,  a  me- 
tallic conductor,  p,  is  mounted 
on  an  insulating  stem  of  glass,  h; 

this  conductor,  on  the  side  next  the  glass,  is  furnished  with  a  row 
of  points,  which,  from  the  high  degree  of  induction  produced  upon 
them,  act  as  powerfully  in  receiving  as  in  dispersing  a  charge. 
Before  using  the  machine,  a  little  of  the  amalgam  of  zinc  and  tin 
{7,2,6)  is  spread  over  the  surface  of  the  cushion.  When  the  whole 
is  made  properly  dry  and  warm,  on  turning  the  handle  a  brisk, 
crackling,  snapping  noise  is  heard,  whilst  flashes  and  sparks  of 
fire  dart  round  the  cyliader  from  the  edge  of  the  silk  flap.  Sparks 
of  two  or  three  inches  (5  or  6  centimetres)  in  length  may  now  be 
drawn  from  the  prime  conductor ,  p,  if  the  hand  be  applied  to  the 
rubber  when  the  cylinder  is  turned.  In  order  to  obtain  a  con- 
tinuous supply  of  sparks  from  the  conductor,  p,  it  is,  however, 
absolutely  necessary  to  maintain  a  conducting  communication 
between  the  rubber  and  the  ground.  If  the  prime  conductor  be 
made  to  communicate  with  the  ground  while  the  rubber  is  insu- 
lated, sparks  may  be  freely  obtained  from  the  rubber  on  working 
the  machine.  The  electricity  from  the  cylinder  and  conductor, 
p,  however,  is  positive,  like  that  from  glass  generally,  whilst  that 
from  the  rubber  is  negative.  If  the  rubber  and  the  conductor, 
while  both  are  insulated,  be  connected  by  a  metallic  wire,  no 
sparks  can  be  obtained  from  either,  however  vigorously  the  machine 
be  worked;,  the  negative  electricity  of  the  rubber  being  exactly 
neutralized  by  an  equal  amount  of  positive  electricity  from  the 
cylinder  and  conductor.  The  reason  why  it  becomes  necessary, 
in  working  the  machine  effectively,  to  connect  either  the  rubber 
or  the  conductor,  p,  with  the  earth,  is  thus  rendered  obvious, 
since  otherwise  induction  takes  place  between  the  liberated  re- 
sinous electricity  on  the  rubber  and  the  positive  electricity  which 
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accumiilates  on  the  prime  conductor^  and  thus  prevents  its  free 
discharge.  No  sooner,  however,  is  the  negative  electricity  in  tlie 
rubber  supplied  from  the  unlimited  stores  of  the  earth  with  an  equi- 
valent amount  of  positive  electricity,  through  a  chain  suspended 
to  it,  or  through  the  body  by  placing  the  hand  on  the  rubber, 
than  the  accumulated  positive  electricity  on  the  conductor,  p,  is 
free  to  pass  off  in  sparks  to  such  objects  as  are  sufficiently  near. 

In  the  Plate  Machine  (fig.  18 1),  a  flat  plate  of  glass,  g,  is 
substituted  for  the  cylinder,  c,  in  fig.  180.  The  axis  of  rota- 
tion passes  through  the 
centre  of  this  plate,  and 
the  rubbers,  R,  R,  are 
placed  on  each  side  of 
the  glass  along  a  por- 
tion of  its  circumfe- 
rence. .  In  this  form, 
however,  it  is  not  easy 
to  insulate  the  rubbers, 
and  to  obtain  negative 
electricity  separately, 
though  it  supplies  posi- 
tive electricity  in  abun- 
dance, p  is  the  prime 
conductor,  insulated  by 
a  glass  stem. 

(232)  Extensive  Operation  of  Induction. — As  the  principle  of 
induction  abeady  explained  is  one  which  pervades  the  whole  phe- 
nomena of  electricity,  we  proceed  to  point  out  a  few  more 
examples. 

Every  case  of  attraction  is  preceded  by  induction :  the  opposed  surfaces 
become  oppositely  electrified  by  polar  action,  after  which  attraction  ensues. 
The  following  elegant  experiment  by  Snow  Harris 
shows  the  steps  of  the  process  clearly : — ^Attach  to  a 
circular  disk  of  gilt  card,  a,  fig.  182,  about  three 
inches,  or  seven  centimetres,  in  diameter,  one  end  of 
a  slip  of  gold-leaf,  and  by  a  rod  of  shell-lac  fiEurt^n 
the  disk  to  a  light  strip  of  wood,  balanced  at  the 
other  end  by  a  weight.  Suspend  this  freely  by 
a  thread,  as  represented  in  fig.  182;  on  bringing 
another  similarly  insulated  charged  gilt  disk,  b,  near 
A,  the  gold-leaf  upon  a  will  diverge,  and  then 
attraction  of  the  disk  will  follow. 

Even  the  phenomena  of  electrical  repulsion  may 

.  be  traced  to  induction.     If  a  pair  of  slips  of  gilt 

paper  be  insulated  and  suspended  side  by  side  as  in 

the  electroscope,  they  will  diverge  when  charged; 
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iwliilst  in  this  condition  a  proof  plane  will  detect  no  electricity  on  their  inner 
surfaces,  but  abundance  on  the  outer  ones :  induction  takes  place  towards  sur- 
rounding objects,  which  attract  the  leaves,  and  they  separate  from  each  other : 
but  if  any  conducting  body  in  communication  with  the  earth  be  introduced 
between  the  two  leaves,  induction  now  takes  place  firom  the  inner  surface  of  the 
leaves  towards  it,  and  they  instantly  collapse.  Many  amusing  electrical  experi- 
ments have  been  contrived  upon  the  principle  of  induction  :  light  figures,  placed 
on  a  conducting  surface  under  an  electrified  plate,  are  made  to  dance  by  alternate 
attractions  and  repulsions.  If  a  number  of  strips  of  paper  be  supported  in  the 
centre  of  a  room,  by  attaching  them  to  a  wire  which  is  in  connexion  with  the 
conductor  of  a  powerful  machine  in  action,  they  will  rise  up  and  diverge  in  all 
directions,  towards  the  ceiling,  the  walls, -and  the  floor,  under  the  influence  of 
induction ;  if  a  conducting  point  or  surface  be  brought  near  them,  they  will  all 
bend  over  and  converge  towards  it. 

{2^^)  Electrophorus. — ^The  electrophorus  of  Volta  is  an  inex- 
pensive and  portable  kind  of  electrical  machine  whicb  derives 
its  name  from  riXiKxpov,  and  ^o/ooc  carrying,  in  allusion  to  the 
manner  in  which  the  metallic  cover  carries  electricity :  it  owes  its 
activity  to  the  operation  of  induction,  which  indeed  it  is  well 
calculated  to  exemplify.  The  instrument  (fig.  183) 
consists  of  a  resinous  plate,  r,  12  or  15  inches  (30  ^^^*  ^^S* 

or  40  centimetres)  in  diameter,  which  may  be 
composed  of  equal  parts  of  shell-lac,  resin,  and 
Venice  turpentine,  melted  together  and  cast  into 
a  circular  cake  of  about  an  iQch  (25  millimetres) 
in  thickness.  This  cake  rests  on  a  sheet  of  tin- 
plate  or  metal,  t  ;  it  is  furnished  with  a  moveable  cover  consisting 
of  a  somewhat  smaller  circular  metallic  plate,  m,  to  which  is 
attached  an  insulating  handle.  The  resinous  cake  is  rubbed  with 
warm  and  dry  fiir  or  flannel,  and  on  then  putting  down  the 
metallic  cover  by  its  insulating  handle,  a  spark  of  negative 
electricity  may  be  drawn  from  it;  on  again  raising  it,  a  spark 
still  brighter,  of  positive  electricity,  may  be  obtained.  On  re- 
placing the  cover,  another  negative  spark  may  be  drawn,  and  on 
raising  it,  another  positive  one,  and  these  alternate  eflFects  may 
be  obtained  for  an  indefinite  number  of  times. 

The  action  of  the  electrophorus  may  be  thus  explained.  When 
the  cake  is  rubbed,  it  becomes  negatively  electrified  on  its  upper 
surface ;  the  under  surface,  which  is  in  communication  with  the 
earth  through  the  tin-plate,  becomes,  by  induction,  positive  to  a 
similar  extent,  the  particles  of  the  cake  being  thrown  into  a  polar 
condition.  It  thus  polarizes  the  metallic  plate  on  which  it  rests, 
liberating  negative  electricity,  and  this  passes  off  to  the  earth, 
whilst  the  metal  preserves  a  positive  charge,  which,  being  re- 
tained by  induction,  is  not  perceived  until  the  inductive  action  of 
the  upper  surface  is  directed  to  the  metallic  cover.    K  the  metallic 
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cover  be  now  brought  down  npon  the  upper  surface  of  the  cake,  it 
touches  the  resin  on  a  few  points  only,  and  from  the  inferior  con- 
ducting power  of  the  resin  receives  but  little  direct  negative  charge 
from  the  contact ;  instead  of  this,  the  under  surface  of  the  metal 
becomes  positive  by  induction  from  the  resin,  whilst  upon  its 
upper  surface  a  corresponding  amount  of  negative  electricity  is  set 
free :  this  escapes  in  the  form  of  a  spark,  if  a  conductor  be  pre- 
sented. On  raising  the  cover  after  the  escape  of  the  negative 
spark,  the  positive  electricity,  which  before  was  attracted  to  the 
lower  surface  of  the  metallic  cover  and  held  there  by  induction,  is 
in  excess,  and  it  is  ready  to  escape  as  a  spark  when  a  conductor  is 
presented  near  enough  to  it.  As  the  resin  has  lost  none  of  its 
charge,  the  process  may  be  repeated  for  an  indefinite  number  of 
times.*  If  after  the  resinous  cake  of  the  electrophorus  has  been 
excited  in  the  usual  manner,  it  be  placed  upon  an  insulating  sup- 
port, and  the  metallic  cover  be  brought  down  upon  it  by  means  of 
the  insulating  handle,  little  or  no  negative  electricity  will  be  ob- 
tained from  the  upper  plate  on  connecting  it  with  the  ground : 
but  if  a  connexion  be  made  between  the  upper  and  under  metallic 
plate  by  touching  one  with  each  hand,  a  slight  shock  will  be  felt 
(235),  owing  to  the  neutralization  of  the  positive  electricity  of  the 
lower  plate  by  the  liberated  negative  of  the  upper.  On  now  raising 
the  cover,  a  positive  spark  may  be  obtained,  and  on  replacing  the 
discharged  cover  upon  the  resin,  the  same  series  of  phenomena 
may  be  repeated  as  often  as  the  operator  pleases,  without  exciting 
the  resin  anew. 

(234)  Spread  of  Induction. — A  remarkable  peculiarity  in  elec- 
trical induction  has  yet  to  be  noticed.    When  a  charged  sphere,  a. 
Fig.  184  ^®  suspended  exactly  in  the  centre  of  a  hollow 

uninsulated  spherical  conducting  envelope,  b, 
fig.  184,  induction  diminishes  in  every  direc- 
tion as  the  square  of  the  distance ;  but  it  is 
^1^--^^^  I  quite  otherwise  if  the  charged  ball  be  sus- 

Y''^''S^^  )  pended  within  the  hollow  sphere  in  any  other 

\  /  position.     If  we  compare  radiant  heat  with 

\^^     ^y/     induced  electricity,  it  will  be  found  that  the 
approach  of  a  cold  body,  s,  towards  a  source 


•  The  correctness  of  this  explanation  may  be  verified  by  substitnting  for  the 
metallic  cover  a  circular  disk  of  tinfoil  of  the  same  diameter,  and  pressing  it 
down  into  complete  contact  with  the  resinous  plate ;  on  removing  the  tinfoil  it 
will  be  found  to  have  discharged  the  resinous  plate  completely ;  and  no  charge 
will  now  be  communicable  to  the  insulated  metallic  cover  until  the  surface  of 
the  resin  has  been  excited  afresh  by  friction. 
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of  radiant  heat  does  not  affect  the  radiation  to  the  objects  around^ 
excepting  in  the  case  of  those  which  are  immediately  sheltered 
by  its  shadow^  as  at  b,  fig,  184:  not  so,  however,  if  we  bring  an 
uninsnlated  conductor  towards  a  body  charged  with  electricity. 
The  approach  of  such  a  conductor  concentrates  the  inductive 
action  more  or  less  completely  upon  itself,  and  to  a  corresponding 
extent  withdraws  that  action  which  was  previously  directed  towards 
the  surrounding,  but  more  distant,  envelope.  The  fewer  are  the 
intervening  particles  of  the  dielectric  air  to  be  polarized,  the  higher 
does  the  polarity  rise  in  each  particle,  and  the  more  completely  is 
the  induction  called  off  from  more  distant  objects ;  consequently 
the  smaller  the  distance  between  the  charged  and  the  disturbing 
body,  the  more  complete  is  the  diversion.  The  polarity  of  the  * 
interposed  air  may  at  last  rise  so  high  that  it  can  sustain  the 
tension  no  longer,  and  a  spark  passes  between  the  two  surfaces. 
The  particles  of  the  dielectric  are  in  a  forced  condition,  and,  like 
the  coils  of  a  spring,  tend  to  return  to  their  normal  state. 

This  important  fact  may  be  il- 
lustrated in  the  following  way.  Let 
A,  fig.  185,  represent  an  insulated 
circular  conducting  plate,  connected 
with  an  electroscope.  Give  to  the 
plate  A  a  small  positive  charge  suf- 
ficient to  cause  divergence  of  the 
leaves  of  the  electroscope;  then  cause 
a  second  conducting  plate,  b,  which 
is  uninsulated,  to  approach  the  plate 
A.     The  leaves  of  the  electroscope 

will  gradually  collapse,  but  they  will  open  out  again,  when  b  is 
withdrawn.  In  this  experiment  a  portion  of  the  positive  electricity 
of  plate  B,  equivalent  in  quantity  to  that  of  the  charged  body,  a, 
passes  off  to  the  earth.  Owing  to  this  lateral  action,  if  the  plate  B 
be  retained  very  near  to  a,  the  plate  a  may  receive  a  considerable 
amount  of  charge,  by  repeated  applications  of  a  body  feebly 
charged,  provided  that  such  body  is  freshly  charged  between  each 
contact  with  a  :  by  these  repetitions  small  quantities  of  electricity 
may  be  accumulated,  and  rendered  evident  by  suddenly  withdraw- 
ing the  uninsulated  plate,  b  ;  the  leaves  of  the  electroscope  diverge, 
because  by  such  withdrawal  the  whole  induction  is  directed  to 
surrounding  objects  instead  of  being  concentrated  upon  b.  An 
apparatus  of  this  kind  has  been  called  a  condenser,  from  its  power 
of  collecting  and  rendering  visible,  by  repeated  contacts,  quantities 
of  electricity  too  minute  to  be  otherwise  perceptible. 
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Fig.  i86. 


(235)  The  Leyden  Jar. — By  substituting  a  solid  dielectric, 
such  as  glasSj  for  the  sheet  of  air  between  the  plates  a  and  b  in. 
the  preceding  experiment,  a  much  higher  degree  of  induction  may 
be  obtained,  since  the  fixed  position  of  the  particles  of  the  glass 
prevents  them  from  moving  off  when  highly  charged.  In  fact,  a 
plate  of  glass  between  two  metallic  surfaces  constitutes  an  appa- 
ratus for  storing  up  electricity ;  and  is,  in  its  simplest  form,  the 
important  instrument  celebrated  from  the  place  of  its  discovery 
as  the  Leyden  jar.  Excepting  as  a  matter  of  convenience  it  does 
not  signify  whether  the  glass  be  flat  or  curved,  only  it  is  found 
more  easy  to  manipulate  with  jars  than  with  flat  plates.  The 
ordinary  form  of  Leyden  jar  is  represented  at  o, 
fig.  186.  It  consists  of  a  bottle,  of  thin  glass, 
with  a  wide  neck.  A  coating  of  tinfoil  is 
pasted  upon  both  the  internal  surface,  i,  and 
the  outer  surface,  o,  to  within  three  or  four 
inches  (8  or  10  centimetres)  of  the  neck.  The 
upper  portion  of  the  glass  is  left  free  from 
conducting  matter  in  order  to  preserve  the  in- 
sulation of  the  two  coatings.  A  wire,  sur- 
mounted by  a  brass  knob,  and  supported  by  a 
smooth  plug  of  dry  wood,  serves  to  convey  the 
charge  to  the  inner  coating,  with  which  it  is 
in  contact.  Such  a  jar  will  receive  and  sustain 
\  a  charge  of  much  higher  intensity  than  a 
^^^  jj  simple  conducting  surface  of  brass  or  of  tinfoil 
^^V       of  the  same  extent. 

^  A  simple  experiment  will  suffice  to  show 

the  correctness  of  this  statement.  A  single 
turn  of  the  machine  will  be  sufficient  to  cause  a  straw,  e,  fig.  186, 
suspended  from  the  centre  of  the  graduated  arc,  and  attached  to 
the  prime  conductor  of  the  machine,  p,  to  assume  its  utmost 
angular  repulsion;  but  if  the  knob  of  a  Leyden  jar,  which  need 
not  expose  a  coated  surface  of  an  extent  equal  to  the  superficial 
area  of  the  prime  conductor,  be  presented  as  at  p,  it  will  take 
eight  or  ten  turns  of  the  machine  to  produce  the  same  amount  of 
repulsion ;  bright  sparks  will  pass  in  rapid  succession  between  the 
knob  and  the  conductor,  if  the  two  be  separated  by  a  small 
interval,  and  on  connecting  the  two  coatings  of  the  jar  by  the 
discharging  rod,  d  (which  is  merely  a  jointed  wire  terminating  in 
brass  balls,  and  which  for  safety  is  insulated  on  a  glass  handle), 
the  equilibrium  is  restored  suddenly  and  completely  with  a  loud 
snap  and  a  brilliant  spark.     If  the  discharge  were  allowed  to 
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take  place  through  the  arms,  or  any  part  of  the  body,  a  sudden 
painfdl  sensation,  termed  the  electric  shock,  would  be  experienced. 
The  power  of  the  Leyden  jar  may  be  increased  by  increasing  its 
size;  and  when  it  would  be  inconvenient  to  use  jars  of  large  size, 
a  similar  increase  in  power  may  be  obtained  by  placing  a  number 
of  small  jars  side  by  side  upon  a  sheet  of  tinfoil,  or  other  con- 
ductor, which  connects  together  all  their  outer  coatings,  whilst 
by  means  of  wires  all  their  inner  coatings  are  similarly  connected 
with  each  other.  Such  an  arrangement  of  jars  is  called  an 
electrical  battery,  and  is  shown  at  fig.  197,  p.  434.  K  the  jars  be 
of  uniform  thickness,  the  power  of  the  battery  will  be  in  propor- 
tion to  the  extent  of  the  coated  surface,  but  the  tension  of  the 
charge  which  it  can  acquire  will  be  inversely  as  the  square  of  the 
thickness  of  the  glass.  (Wheatstone,  Government  Report  on 
Electric  Cables^  1861,  Appendix,  p.  285.) 

That  the  charge  of  the  Leyden  jar  depends  upon  an  action  of 
contiguous  particles,  polarization  taking  place  across  the  dielectric, 
may  be  shown  by  taking  three  or  four  laminae  of  glass,  and  placing 
them  one  above  another  between  two  metallic  plates,  thus  forming 
them  into  one  compound  plate,  and  then  charging  the  whole.  If 
the  upper  plate  becomes  positively  charged,  the  lower  one  will 
become  negative,  whilst  each  intermediate  plate  becomes  polarized, 
and  thus  transmits  the  inductive  effect. 

As  might  be  anticipated  from  this  experiment,  it  is  found  that 
the  charge  of  the  jar  does  not  reside  in  the  coatings,  which  merely 
act  as  conductors  to  favour  the  distribution  and  escape  of  the 
electricity.  K  a  jar  be  fitted  with  moveable  coatings,  and  then 
charged,  each  of  the  coatings  may  be  removed  by  a  suitable  insu- 
lating support ;  the  coatings  may  be  handled  after  such  removal ; 
the  jar  may  then  be  replaced  iji  them,  and  it  will  give  a  powerftd 
spark  when  discharged  in  the  usual  manner.* 

The  following  experiments  will  elucidate  the  action  of  the 
Leyden  jar  when  in  the  process  of  receiving  a  charge.  Let  a  jar, 
A,  fig.  187,  be  placed  upon  an  insulating  stand,  and  let  its  knob 
be  brought  near  to  the  prime  conductor,  p,  of  an  electrical  ma- 
chine in  action;  under  these  circumstances  it  will  be  found  to 
receive  little  or  no  charge.  Now  place  an  uninsulated  conductor, 
c,  near  its  outer  coating ;  sparks  will  pass  from  p  to  the  knob  of  the 

*  The  jar,  if  well  dried,  will  be  found  after  this  discharge  still  to  retain  a 
polar  condition  like  the  cake  of  the  electrophorus.  After  the  discharge,  if  the 
inner  coating  be  withdrawn  by  an  insulating  handle,  it  will  give  off  a  positive 
spark,  and,  on  replacing  the  coating,  the  jar  may  be  a  second  time  discharged ; 
and  the  same  series  of  operations  may  be  repeated  several  times. 
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Fig.  187. 


jar  a;  and  for  every  spark  that  passes  to  the 
knob  of  the  jar,  a  spark  will  pass  from  the  outel? 
^P  ♦  coating  to  the  uninsulated  conductor,  c.    If  the 

gi^  jar  be  receiving  positive  electricity  from  the 

K|yA  machine  upon  its  interior,  it  will  be  found  that 

■BHOc"   ^^  equal  quantity  of  positive  electricity  is  dis- 
mSIP^        engaged  from  the  exterior.     A  second  uninsu- 
"  lated  jar  may  be  placed  so  as  to  receive  upon 

its  knob  the  sparks  from  the  exterior  of  the 
first ;  it  will  thus  become  charged  to  an  extent 
equal  to  the  charge  of  the  first  jar.  Again,  if 
three  insulated  jars  be  placed  as  in  fig.  i88,  where 
p  indicates  the  prime  conductor,  whilst  the  coating  of  the  last  jar 
is  brought  near  to  a  wire,  n,  proceeding  from  the  insulated  rubber 

Pig.  188. 

of  the  machine,  for  each  spark  that  passes  from  the  conductor,  p, 
a  similar  spark  will  be  seen  to  pass  between  each  of  the  jars,  and 
between  the  last  jar  and  the  wire,  n.  In  this  way  each  jar  will 
become  powerfully  and  nearly  equally  charged,  although  both  the 
machine  and  the  jars  are  completely  insulated. 

From  the  foregoing  experi- 
ments it  is  plain  that  a  jar  when 
charged  contains  no  more  of 
either  electricity  than  it  does  in 
its  neutral  condition,  but  the 
distribution  of  the  two  forces  is 
difierent.  This  statement  may 
be  illustrated  by  aid  of  the  dia- 
gram, fig.  1 89  : — Let  No.  i  in- 
dicate an  enlarged  section  of 
the  glass  side  of  the  jar,  the 
partially  shaded  circles  showing  its  particles  in  the  neutral  state ; 
1  representing  a  section  of  the  inner  metallic  coating,  and  o  a 
section  of  the  outer  coating.  Let  No.  ii  be  a  section  of  the  same 
jar  when  a  charge  of  positive  electricity  has  been  thrown  by  the 
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machine  upon  the  inn^r  surface,  i.  In  this  case  a  corresponding 
quantity  of  negative  electricity  must  have  passed  off  from  the 
same  coating  to  the  conductor  of  the  machine,  leaving  the  super- 
ficial layer  of  particles  bodily  charged  vrith  positive  electricity,  as 
shown  by  the  white  circles  in  No.  2.  In  order,  however,  that 
this  charge  of  the  inner  layer  may  occur,  it  is  necessary  that  the 
outer  layer  be  uninsulated,  for  reasons  which  will  be  immediately 
explained.  The  two  electricities  in  No.  2  are  represented  as  being 
accumulated  on  opposite  sides  of  each  of  the  particles  composing 
the  layers  intermediate  between  the  inner  and  outer  superficial 
layers  of  the  glass,  the  white  half  indicating  the  positive  electricity, 
the  black  half  the  negative.  Polarization  of  each  particle  of  the 
dielectric  glass  intervening  between  the  two  surfaces  is  produced, 
and  a  quantity  of  positive  electricity  is  therefore  disengaged  from 
the  second  surface,  which  is  exactly  equal  to  that  distributed  by 
the  inner  coating,  i,  upon  the  first;  but  unless  an  escape  be 
afforded  for  this  excess  of  positive  electricity  from  the  second 
surface,  no  charge  is  received  by  the  jar,  for  polarization  becomes 
impossible,  and  no  appreciable  amount  of  electricity  can  enter  the 
jar  from  the  machine.  At  the  same  time  that  positive  electricity 
is  escaping  from  the  outer  superficial  layer,  a  corresponding 
quantity  of  negative  electricity  supplies  its  place,  consequently 
this  layer  becomes  bodily  charged  with  negative  electricity,  as 
indicated  by  the  fiilly  shaded  circles. 

It  thus  appears  that  the  operation  of  charging  a  jar  with 
electricity  is  totally  different  from  that  of  filling  a  bottle  with  a 
liquid ;  the  electricity  is  distributed  not  in  the  cavity  of  the 
bottle,  but  in  the  substance  of  the  glass  itself.  Indeed,  it  has 
been  already  stated  that  a  flat  plate  will  answer  equally  well  with 
the  jar,  but  the  jar,  from  its  form,  is  for  the  sake  of  convenience 
preferred.  In  the  experiment  with  the  three  insulated  jars,  an  ex- 
planation similar  to  the  foregoing  one  may  be  given : — A  quantity 
of  positive  electricity  passes  from  the  conductor  of  the  machine 
to  the  inner  surface  of  the  first  jar.  A  corresponding  quantity  of 
the  same  kind  of  electricity  passes  off  simultaneously  from  the 
opposite  coating  into  the  next  jar,  which  in  its  turn  becomes 
similarly  polarized ;  and  so  on  in  succession,  until,  from  the  last 
jar,  a  quantity  of  positive  electricity  passes  to  the  rubber,  exactly 
sufficient  to  neutralize  the  negative  electricity  liberated  by  the 
machine,  which  is  necessarily  equivalent  to  the  positive  electricity 
accumulated  on  the  internal  surface  of  the  first  jar.  It  is  not 
necessary  that  the  last  jar  be  connected  with  the  rubber  directly, 
the  same  object  will  be  attained  by  allowing  the  discharge  to  take 
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place  into  the  earth,  provided  that  the  rubber  also  be  in  conduct- 
ing communication  with  the  earth.  Although  it  is  usual  in  the 
charging  of  a  jar  to  connect  the  internal  coating  with  the  prime 
conductor,  yet  the  jar  may  be  charged  equally  well  if  its  insulated 
external  coating  be  connected  with  the  conductor  whilst  the  inner 
coating  is  made  to  communicate  with  the  earth;  in  this  case^ 
however,  the  charge  on  the  outer  surface  is  positive,  whilst  the 
inner  surface  becomes  negative. 

Each  jar  in  the  series,  fig,  i88,  thus  receives  a  charge,  though 
only  one  has  been  placed  in  connexion  with  the  machine ;  the 
superfluous  electricity  upon  the  outer  coating  of  the  first  having 
charged  the  second,  and  so  on.  K  the  insulations  be  good,  and 
the  glass  of  the  jars  thin,  the  last  jar  will  be  charged  very  nearly 
to  the  same  extent  as  the  first. 

When  all  the  jars  have  been  thus  charged,  all  will  be  simul- 
taneously discharged  if  the  inner  coating  of  the  first  jar  be  con- 
nected with  the  outer  coating  of  the  last ;  but  although  no  greater 
amount  of  electricity  passes  between  the  two  extreme  jars  than 
would  have  passed  between  the  inner  and  outer  coating  of  a  single 
one,  the  distance  through  which  the  spark  passes  is  very  much 
greater,  and  for  equal  charges  it  is  found  to  increase  as  the 
number  of  jars  thus  discharged :  if  a  spark  of  one  centimetre  in 
length  be  obtained  with  one  jar,  with  two  jars  the  spark  would 
be  two  centimetres,  with  four  four  centimetres,  and  so  on.  In 
practice  the  distance  is  something  less,  because,  owing  to  imper- 
fect insulation  and  to  the  resistance  of  the  glass  to  receive  a 

charge,  each  succeeding  jar  receives 
a  charge  somewhat  weaker  khan  the 
one  which  precedes  it. 

(236)  Metbswres  qf  Electricity. — It  ia 
upon  the  principles  just  explained  that  Snow- 
Harris  constructed  his  Unit  jar,  for  measuring 
out  definite  quantities  of  electricity.  The  unit 
jar  is  a  miniature  Leyden  jar  mounted  on  a 
slender  insulating  rod  of  glass.  Attached  to 
^  ^         the  outside  of  the  jar  is  a  wire  terminating 

T  in  a  ball,  a,  fig.  190,  parallel  to  the  usual  wire 

dpi  and  ball  which  passes  to  the  interior ;  on  the 

||J^  wire  connected  with  the  inside  is  a  third  sliding 

HHR]  ball,  b ;  this  can  at  pleasure  be  brought  to  any 

^JHH  required  distance  from  the  ball,  a,  which  is 

^HH^^  connected  with  the  outside :  whilst  the  unit 

^^^^^^^^p^  j*^  i®  becoming  charged  from  the  machine 

^^^^^  (say  that  its  outer  surface  is  rendered  positive, 

as  represented  in  the  figure),  an  equal  quantity 
of  positive  electricity  is  passing  off  &om  the  interior  along  the  wire,  w,  attached 
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Fig.  191. 


to  the  inside  of  the  jar,  B,  which  is  to  be  loaded  with  a  definite  quantify  i  aa 
soon  as  the  charge  in  the  unit  measure  rises  sufficiently  high,  it  discharges 
itself  between  the  adjusted  balls,  a,  b,  without  affecting  the  charge  in  the  jar,  B. 
A  second  charge  is  now  given  to  the  unit  jar,  which  discharges  itself  when  it 
rises  to  the  same  amount  as  before :  during  each  successive  charge  of  the  nnit 
jar,  a  corresponding  quantity  of  positive  electricity  passes  from  its  exterior  into 
B,  so  that  by  counting  the  number  of  sparks  that  pass  between  a  and  b,  the 
number  of  equal  quantities  or  arbitrary  units  which  have  been  given  to  the  jar, 
B,  is  ascertained.  Supposing  the  adjustment  of  the  balls,  a  and  b,  to  remain  the 
same,  the  jar  b  may  be  made  to  receive,  for  any  number  of  times  successively, 
equal  amounts  of  electrical  charge,  by  causing  an  equal  number  of  dLschargea  of 
the  unit  jar  to  take  place  in  each  case. 

Other  means  have  been  proposed  for  ensuring  an 
equal  accumulation  of  electricity  in  a  jar.  Lcmes  dis' 
charging  electrometer  is  the  simplest  of  these.  One  form 
of  this  apparatus  is  shown  in  fig.  19  f:  its  principle  of 
action  wUl  be  at  once  apparent.  L  is  an  ordinary  Leyden 
jar,  in  the  ball  A  of  which  a  hole  is  drilled  to  receive  the 
brass  pin  of  the  electrometer ;  a  bent  glass  arm,  b,  carries 
upon  its  lower  extremity  a  brass  socket,  c,  through  which 
slides  an  insulated  rod  carrying  a  brass  knob  on  either 
extremity ;  one  of  these  balls,  /,  can  be  placed  at  any 
required  distance  from  the  knob  of  the  Leyden  jar.  A 
chain  or  wire,  to,  effects  a  communication  between  the 
sliding  rod  and  the  outside  of  the  jar.  If  the  interval 
between  a  and  /  be  maintained  uniform,  the  jar  will 
always  require  the  same  amount  of  charge  before  the 
discharge  takes  place  between  these  two  balls,  a,  and  f. 
The  quantity  of  electricity  in  the  charge  is  proportioned  to  the  distance  between 
the  balls :  with  an  interval  of  10  millimetres  the  force  would  be  double  that 
required  when  the  distance  was  only  5  millimetres. 

The  force  of  attraction  between  two  charged  surfaces  has  been 
measured  by  an  ingenious  modification  of  the  common  balance 
devised  by  Snow  Harris.     A  light  disk  of  gilt  wood  is  substituted^ 

Fig.  19a. 


as  shown  in  fig.  J  92,  for  one  of  the  pans  of  the  balance ;   beneath 
it  is  a  second  similar  insulated  disk :  the  suspended  disk  and  the 
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balance  beam,  through  its  support,  are  connected  with  the  exterior 
of  a  Ley  den  jar,  and  the  lower  insulated  disk  with  the  interior  of 
the  jar.  By  charging  the  Leyden  jar  with  definite  quantities  of 
electricity  by  means  of  the  unit  jar,  the  laws  which  regulate  the 
attractive  force  were  experimentally  determined.  One  or  two  of 
the  more  important  results  may  be  given  as  an  illustration  of  the 
mode  of  proceeding. 

If  a  Leyden  jar  charged  with  a  certain  quantity  of  electricity 
prbduce  between  the  disks  an  attractive  force  sufficient  to  raise 
o'2  grm.,  it  will  when  charged  with  double  the  quantity  raise  four 
times  the  amount,  or  0*8  grm. ;  with  three  times  the  quantity  it 
will  raise  nine  times  the  amount,  or  i*8  grms. ;  consequently,  if  the 
extent  of  charged  surface  continue  constant,  the  attraction  increases 
as  the  square  of  the  quantity. 

When  two  equal  and  similar  jars  are  used  instead  of  one  jar, 
and  the  same  quantity,  say  ten  units,  is  distributed  over  them,  the 
attractive  force  will  be  diminished  to  ^,  and  with  three  jars  to  ^  of 
what  it  was  when  a  single  jar  wtis  employed.  For  instance,  a  quan- 
tity which  on  one  jar  would  raise  I'S  grms.,  would,  if  diflFused  over 
two  similar  jars,  raise  only  0*45  grms. ;  and  if  diffused  over  three, 
it  would  raise  only  0*2  grm.  If,  therefore,  the  quantity  remain  con- 
stant, the  attractive  force  is  inversely  as  the  squares  of  the  charged 
surfaces  of  the  jars.  When  the  distance  between  the  disks  was 
altered,  it  was  found,  for  charges  of  equal  tension,  that  the 
attractive  force  varied  inversely  as  the  square  of  the  distance, — 
the  attractive  force  being  4  times  as  great  at  a  distance  of  1  centi- 
metre, as  it  was  at  2  centimetres. 

(237)  Specific  Indibction. — It  has  been  shown  that  the  induc- 
tion between  two  conducting  plates,  one  of  which  is  insulated 
while  the  other  communicates  with  the  earth,  is  facilitated  by 
diminishing  the  thickness  of  the  dielectric  which  separates  them, 
and  that  the  insulated  plate  is  enabled  to  receive  a  higher  amount 
of  charge  by  reducing  the  number  of  particles  of  the  dielectric 
which  undergo  polarization.  It  is  evident  from  this  circuxnstance 
that  the  polarization  is  attended  with  a  certain  amount  of  resis- 
tance. Faraday  discovered  that  this  resistance  varies  in  amount 
with  the  material  of  the  dielectric  employed;  some  substances 
becoming  polarized  more  readily  than  others.  The  relative  facility 
of  induction  through  the  different  bodies  as  compared  with  a  com- 
mon standard  constitutes  their  specific  inductive  capacity.  A  plate 
of  shell-lac,  for  example,  of  a  centimetre  in  thickness,  allows 
induction  to  take  place  across  it  twice  as  readily  as  does  an  equal 
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thickness  of  atmospheric  air,  and  sulphur  with  a  facility  equal  to 
that  of  shell-lac 

The  following  table  represents,  according  to  Snow  Harris  {Phil. 
Trans.  184Z,  170),  the  specific  inductive  power  of  various  bodies: — 


Air  ... 
Besin  ... 
Pitch  ... 
Bees'- wax 


Specific  IndiLction. 

Glass     .. 
Sulphur 


1*00 

r8o 
1-86 


Shell-lac 


1-90 
i'95 


Fig.  193. 


Pig.  194. 


The  fundamental  fact  may  be  shown  by  the  following   simple  experiment 

(fig.  193).     About  i\  inch,  or  4  centimetres  above  the  cap  of  a  gold4eaf  elec-» 

troscope  suspend  an  insulated  disk  of  metal,  and 

communicate  a  small  charge  to  the  insulated  disk ; 

the  gold-leaves  immediately  diverge  hy  induction. 

Between  the  disk  and  the  electroscope  substitute 

for  the  dielectric  air,  a  body  the  specific  induction 

of  which  is  greater  than  that  of  air,  such,  for 

example,  as  a  plate  of  shell-lac,  8,  an  inch  (25 

millimetres)  in   thickness,  and   mounted  on  an 

insulating   handle;  the  leaves  will   immediately 

diverge  more  widely,  because  induction  towards 

the  instrument  takes  place  more  freely;  on  re- 
moving the  shell-lac  the  leaves  of  the  electroscope 
return  to  their  original  divergence.     The  effect  is 

precisely  similar  to  that  which  would  be  produced 
by  bringing  the  charged 
plate  nearer  to  the  elec- 
troscope in  air.  Similar 
phenomena  occur  if  a 

massof  sulphur  or  of  resin  be  substituted  for  the  shell-lac. 
In  good  conductors  no  such  polarization 
can  be  traced,  and  in  imperfect  conductors, 
such  as  spermaceti,  the  results  become  in- 
distinct. 

With  gaseous  bodies  no  difference  in 
specific  inductive  power  is  found  to  exist  r 
it  is  remarkable  that  the  chemical  nature  of 
the  gas  has  no  influence ;  all  gases  having 
the  same  inductive  capacity  as  common  air* 
No  variation  in  temperature,  in  density,  in 
dryness,  or  in  moisture,  produces  any 
change  in  this  respect. 

The  apparatus  with  which  Faraday  investigated 
these  curious  phenomena  was  a  kind  of  Leyden  phial 
(fig.  194),  consisting  of  two  coucedtric  metallic 
spheres,  a,  a,  insulated  from  each  other  by  a  stem  of 
shell-lac,  B.  Any  dielectric  could  in  succession  be 
placed  between  the  spheres,  whether  the  subject  of  experiment  were  solid,  liquid, 
or  aeriform,  as  by  connecting  it  with  the  air-pump  by  means  of  the  stop-cock,  s. 
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it  could  be  exhausted,  and  the  interval  filled  with  any  gaseous  mediam,  with 
the  same  facility  as  with  a  liquid  (PhiL  Tran»,  1838,  9).  Two  of  these 
jars  having  been  prepared,  a  charge  was  given  to  one  of  them,  after  it  had 
been  filled  with  the  body  the  inductive  capacity  of  which  waa  to  be  determined, 
and  the  charge  was  then  divided  with  the  second  similar  apparatus,  in  which 
the  interval  between  the  spheres  was  filled  with  air  only.  The  intensity  of  the 
charge  in  each  case  was  measured  by  means  of  a  carrier-ball  and  Coulomb's 
electrometer. 

(238)  Various  Modes  of  Discharge. — ^We  pass  on  now  to 
consider  the  different  modes  in  which  the  electric  equilibrium 
is  restored  after  it  has  been  disturbed :  this  restoration  may  be 
effected  in  one  of  three  ways,  for  the  excited  body  may  be  dis- 
charged either  by  (a)  conduction,  by  (6)  disruption,  or  by  (c) 
convection, 

(239)  a.  Conduction. — ^When  a  charged  Leyden  jar  is  dis- 
charge in  the  usual  way  through  a  discharging-rod^  the  electricity 
passes  quietly  through  the  wire  of  the  discharger  by  conduction, 
but  traverses  the  interposed  air  by  disruption,  in  the  form  of  a 
spark  attended  with  noise. 

All  bodies,  shell-lac  and  glass  not  excepted,  possess  a  certain 
amount  of  conducting  power,  which  gives  rise  to  the  phenomenon 
termed  the  residual  charge  of  a  jar,  or  battery.  If  a  jar  be  charged 
strongly,  and  allowed  to  remain  undisturbed  for  a  few  minutes,  and 
then  be  discharged  and  again  allowed  to  stand  for  a  few  moments, 
a  slight  apparent  renewal  of  the  charge  will  take  place,  and  a 
second  smaller  spaxk  may  be  obtained  from  it.  This  Faraday 
considers  to  be  due  to  the  penetration  by  conduction  of  a  portion 
of  the  charge  into  the  substance  of  the  dielectric.  Each  surface 
of  the  glass  acquires  a  weak  charge,  one  of  positive,  the  other  of 
negative  electricity ;  but  as  soon  as  the  constraining  power  which 
caused  this  penetration  of  the  electricitj'  is  removed,  it  returns 
towards  the  nearest  surface  and  produces  the  slight  recharge,  or 
residual  charge. 

As  no  bodies  are  perfect  insulators,  so  none  are  perfect  con- 
ductors, for  even  the  metals  offer  a  certain  measurable  resistance 
to  the  transmission  of  electricity.     The  following  experiment  will 

serve  to  illustrate  this  point. 
iG.  195.  Chaise  a  large  Leyden  jar  (fig. 

195,)  and  arrange  a  metallic 
wire,  w,  from  1 20  to  150  feet,  or 
40  or  50  metres  in  length,  so  as 
to  act  the  part  of  a  discharger ; 
at  the  same  time  open  a  short 
path  for  the  discharge  to  the 
outer  coating,  by  bringing  the 
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balls  a  and  b  within  a  short  distance  of  each  other.  Under  this 
arrangement^  a  portion  of  the  electricity  takes  the  shorter  course 
from  a  to  by  and  overcomes  the  high  resistance  of  the  stratum  of 
air  interposed  between  the  balls^  owing  to  the  resistance  expe- 
rienced by  the  discharge  to  its  passage  along  the  continuous  con- 
ducting wire^  w. 

This  resistance^  even  in  good  conductors,  often  occasions  the 
spark  to  pass  between  two  contiguous  conductors,  and  produces 
what  has  been  called  the  lateral  spark,  which  can  be  elicited,  even 
if  the  conductors  subsequently  unite  below.     For  example,  in  the 

arrangement  shown  in  fig.  196,  at  the  moment  a  spark  passes 

• 

Fia.  196. 


from  V  to  the  ball,  a,  a  minute  spark  will  be  seen  to  pass  between 
the  wire  and  the  loop,  i,  if  they  be  sufficiently  near  each  other. 
This  lateral  spark  may  acquire  sufficient  power  to  ignite  gun- 
powder or  other  combustible  matter.  In  fact,  momentary  as  is 
the  duration  of  the  discharge,  induction  takes  place  towards  all 
surrounding  objects  whilst  electricity  is  in  motion,  as  well  as  when 
it  is  at  rest. 

If  in  a  darkened  room  a  thin  insulated  wire  be  made  to  ter- 
minate at  each  extremity  in  a  metallic  ball,  and  on  one  ball  large 
sparks  be  thrown,  whilst  from  the  other  ball  the  sparks  are  allowed 
to  pass  off  to  some  contiguous  conductor,  the  air  will  be  seen  to 
become  feebly  luminous  from  induction  along  the  whole  course  of 
the  wire  every  time  that  a  spark  passes. 

(240)  Development  of  Heat. — ^The  passage  of  electricity  through 
conductors  is  attended  with  evolution  of  heat,  the  amount  of  which 
is  inversely  as  the  conducting  power.  Snow  Harris  {Phil,  Trans. 
1827,  21),  by  means  of  an  air-thermometer  with  a  large  bulb, 
across  which  were  passed  in  succession  wires  of  different  metals 
but  of  equal  length  and  thickness,  found  that  when  equal  quan- 
tities of  electricity  were  discharged  through  these  wires,  the  heat- 
ing effects  were  as  follows.  The  metals  which  stand  first  on  the 
list  are  the  best  conductors,  and  they  emit  the  least  heat : — 


F  F 
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Development  of  Heat  in  Metals  by  Electricity, 


Copper 
Silver 

Gold 

Zinc...  . 
PUtimim. 
Iron...  . 
Tin  ...  . 
Lead 


6 
6 


30 

3<5 

7a 


Alloys, 

Brass       

Gold  3,  Copper  i 
Gold  I,  Copper  3 
Gold  3.  Silver  i 
Tin  I,  Lead  i  ... 
Tin  I,  Copper  8 


18 

15 
25 

18 


It  will  be  seen  that  by  alloying  the  metals  with  each  other, 
the  conducting  power  is  often  greatly  reduced.  Great  care  should 
therefore  be  taken  to  ensure  the  purity  of  the  metals  in  experi- 
ments of  this  nature. 

If  diflferent  quantities  of  electricity  be  transmitted  through  the 
same  wire,  it  is  found  that  the  rise  of  temperature  is  proportional 
to  the  square  of  the  quantity  transmitted  in  equal  times :  for 
example,  if  the  thermometer,  with  a  given  charge,  rise  10°,  a  charge 
of  twice  the  power  will  raise  it  four  times  as  much,  or  40°. 

By  suflBciently  reducing  the  thickness  of  the  conductor  at  one 
part  of  the  circuit,  the  heat  may  be  raised  so  far  as  to  fiise  the 
wire,  or  even  to  convert  it  into  vapour. 

The  amount  of  electricity  required  to  produce  this  effect,  when 
measured  by  a  unit  jar,  is  found  to  be  equally  powerful  whether 
it  be  diffused  over  a  large  or  small  surface ;  the  intensity  (i.  e, 
quantity  which  passes  through  a  given  space  in  a  given  time)  is 
the  same  in  the  wire  in  both  cases,  though  the  tension  of  the 
charge  on  equal  surfaces  of  the  jar  is  very  different.  Where  large 
quantities  of  electricity  are  needed,  a  corresponding  extent  of 
coated  surface  is  requisite;  this  may  be  obtained  either  by  em- 
ploying a  single  jar  of  large  dimensions,  or  several  smaller  ones, 

the  inner  surfaces  of 
which  are  connected  by 
wires,  and  the  outer  sur- 
faces likewise  united  by 
placing  them  upon  a  sheet 
of  tinfoil,  or  on  a  metallic 
tray.  By  discharging  such 
a  battery  through  thin 
metallic  wires — of  silver, 
steel,  platinum,  or  copper, 
for  instance — they  will 
be  fused  and  dispersed. 
The  arrangement  repre- 
sented In  fig.  197,  shows  one  method  of  employing  snch  a  battery  for  the  de- 
flagration of  metallic  wires :   nine  jars  are  in  this  case  represented ;   they  are 
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enclosed  in  a  wooden  case,  b,  and  reet  on  tinfoil,  which  commnnioates  with  the 
earth  through  the  chain  c»     The  hattery  is  charged  from  the  prime  conductor 
p.    The  internal  coatings  of  atl  the  jars  are  connected  hy  cross  wires.    In  order  to 
direct  the  discharge  of  the  hatteiy,  a  wire  passes  from  its  inner  coating  to  the  insu- 
lated upper  army',  of  the  discharger,  a,  a  second  wire  passes  from  the  ball  b,  to  one 
of  the  insulated  wires  on  the  stand  of  the  universal  discharger  i>.      The 
^wire  for  deflagration,  w,  is  fastened  to  a  card  which  is  also  supported  on  a 
little  stand  insulated  by  glass ;  and  the  communication  with  the  external  coating 
of  the  battery  is  continued  by  a  wire  connected  with  the  other  insulated  support 
of  the  universal  discharger  d  ;  thus  the  conducting  communication  is  complete 
with  the  exception  of  the  interval  between  a  and  b.     When  the  battery  is  ade- 
quately charged,  the  lever  /  is  withdrawn,  the  ball  a  and  its  attached  wire  are  thus 
released,  and  fall  through  a  hole  in  the  metallic  arm  f,  which  is  connected  with 
the  inner  coating,  and  the  circuit  is  completed  when  the  balls  a  and  b  come  into 
oontact. 

It  must  be  observed  that  in  all  cases  of  conduction  the  charge 
passes  through  the  whole  thickness  of  the  rod  or  wire,  and  is  not 
confined  to  its  surface :  it  therefore  makes  no  difference  whether 
the  metal  is  in  the  form  of  wire,  or  is  extended  over  a  large  surface 
as  leaf.  The  induction  at  any  part  of  the  wire  during  the  dis- 
charge is  mainly  from  one  transverse  section  of  the  wire  to  the  con- 
tiguous section  that  immediately  precedes  and  that  follows  it. 

The  dispersion  of  the  conductor  by  the  passage  of  high  charges 
of  electricity  leads  us  to  consider  next  what  Faraday  has  termed 
the  disruptive  discharge. 

(241)  A.  Disruptive  Discharffe, — ^This  mode  of  discharge  is  at- 
tended by  sudden  and  forcible  separation  of  the  particles  of  the 
medium  through  which  it  occurs ;  and  it  is  attended  with  extrica- 
tion of  light  and  heat.  It  is  best  seen  between  two  conductors 
separated  by  a  dielectric,  such  as  two  metallic  balls  in  air.  In 
these  cases,  when  a  sudden  bright  spark  passes,  the  discharge  is  as 
complete  as  if  it  had  been  effected  by  direct  metallic  communica- 
tion. The  particles  of  the  intervening  dielectric  are  brought  up  to 
a  highly  polarized  state,  until  at  length  the  tension  on  one  particle 
rising  higher  than  the  rest,  and  exceeding  that  which  it  can  sus- 
tain, it  breaks  down ;  the  balance  of  induction  is  thus  destroyed, 
and  the  discharge  is  completed  in  the  line  of  least  resistance. 

In  aU  these  cases,  portions  of  the  solid  conductors  are  de- 
tached, and  by  their  ignition  increase  the  brilliancy  of  the  spark. 
This  transfer  of  material  particles  by  the  spark  is  easily  proved, 
for  if  sparks  be  caused  to  pass  between  a  gold  and  a  silver  ball, 
the  surface  of  the  gold  becomes  studded  with  particles  of  silver, 
and  vice  versd.  If  an  iron  chain  be  laid  on  a  sheet  of  white 
paper,  and  a  powerful  discharge  be  sent  through  it,  each  link  will 
leave  upon  the  paper  a  stain,  arising  from  the  portions  of  the 
metal  which  hav^  been  detached ;  and  if  the  discharge  be  effected 
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over  a  plate  of  glass,  particles  of  the  metal  are  frequently  forced 
into  it.  The  experiment  may  be  varied  by  suspending  the  chain 
in  a  dark  room,  and  passing  the  discharge  through  it ;  bnlliant 
deflagration  of  the  iron  will  be  seen  at  each  link. 

If  the  sparks  be  taken  between  wires  composed  of  different 
metals,  and'  the  light  of  each  spark  be  viewed  through  a  prism, 
the  spectrum  will  in  each  case  exhibit  the  bright  lines  due  to  the 
light  of  the  corresponding  metal  in  the  state  of  vapour  (107). 

Sparks  attended  with  disruption  may  also  take  place  in  the 
midst  of  liquid  dielectrics.  More  rarely  disruption  from  the  force 
of  the  discharge  occurs  in  solids :  occasionally  this  is  exemplified 
in  the  Leyden  jar  itself,  the  tension  upon  the  glass  now  and  then 
rising  so  high  that  the  glass  becomes  perforated.  Across  this 
fracture  discharge  always  afterwards  occurs ;  so  that  no  effective 
charge  in  a  battery  can  be  maintained  till  the  cracked  jar  is 
removed.  This  disruption  of  glaas  may  be  produced  at  pleasure 
by  bending  a  wire  so  that  its  point  may  press  gainst  the  side  of 
a  tube  or  other  vessel  filled  with  some  liquid  dielectric,  such  as 
olive-oil.  On  charging  the  wire  from  the  prime  conductor,  and 
applying  a  ball  to  the  outside  of  the  tube  opposite  the  end  of  the 
wire,  a  spark  passes,  and  a  minute  perforation  is  produced. 

Great  expansion  of  the  air  occurs  from  the  heat  developed  at 
the  moment  of  the  discharge,  as  is  shown  in  the  following  experi- 
ments. Paste  a  strip  of  tinfoil  on  glass,  cutting  it  through  in 
two  or  three  places  with  a  knife ;  place  a  few  wafers  or  other  light 
bodies  over  the  interrupted  points,  then  discharge  a  jar  through 
the  tinfoil,  and  the  wafers  will  be  immediately  scattered  in  all 
directions.  If  a  card  or  half  quire  of  paper  be  placed  in  the 
direction  of  its  thickness  in  the  track  of  the  discharge,  the  card 
or  the  paper  will  be  burst  outwards  on  both  sides. 

Many  pleasing  experiments  may  be  made  by  causing  a  succes- 
sion of  discharges  to  occur  through  such  interrupted  conductors ; 
a  beautiful  display  of  the  electric  light  may  thus  be  exhibited  in 
a  darkened  room. 

(a4iz)  Velocity  of  Discharge, — Of  the  velocity  of  the  spark 
discharge  some  notion  may  be  formed  from  the  brief  duration  of 
its  light,  which  cannot  illuminate  any  moving  object  in  two  suc- 
cessive positions,  however  rapid  its  motion.  If  a  wheel  be  thrown 
into  rapid  rotation  on  its  axis,  none  of  its  spokes  will  be  visible 
in  daylight,  but  if  the  revolving  wheel  be  illuminated  in  a  darkened 
room  by  the  discharge  of  a  Leyden  jar,  every  part  of  it  will  be 
rendered,:  as  distinctly  visible  as  though  it  were  at  rest.  In  a 
similar  manner^  the  trees  even  when  agitated  by  the  wind  in  # 
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violent  storm^  if  illuminated  at  night  by  a  flasli  of  lightning, 

Appear  to  be  absolutely  motionless. 

By  a  very  ingenious  application  of  this  principle,  Wheatstone 

lias  shown  that  the  duration  of  the  spark  is  less  than  the  one- 

xxiillionth  part  of  a  second.     The  apparatus  is  the  same  in  principle 

3.8  the  revolving  wheel. 

By  a  inodification  of  the  apparatus,  Wheatstone  was  also  enabled  to  measure 
the  velocity  with  which  the  discharge  of  a  Leyden  jar  was  transmitted  through 
an  insulated  copper  wire.  He  estimated  the  rate  of  its  passage  at  288,000  miles 
in  a  second  {PkiL  Trans.  1834,  589).  For  this  purpose  he  employed  ar 
insulated  copper  wire  about  half  a  mile  long,  through  which  a  Leyden  jar  was 
discharged.  This  insulated  circuit  was  interrupted  at  three  points ;  one  of  these 
interruptions  was  within  a  few  metres  of  the  inner  coating  of  the  Leyden  jar ;  the 
second  was  in  the  middle  of  the  wire,  and  the  third  within  a  few  metres  of  the 
outer  coating  of  the  jar.  The  parts  of  the  wire  at  which  these  three  breaks  in 
the  circuit  occurred  were  all  arranged  side  by  side  on  an  insulated  disk,  so  that 
the  three  sparks  could  be  seen  simultaneously.     In  fig.  198  a  wire  is  represented 

EiG.  198. 


as  proceeding  from  the  knob  of  the  jar  to  an  insulated  rod ;  when  the  charge 
attains  a  certain  tension,  a  spark  passes  between  this  rod  and  a  small  knob 
attached  to  the  axis  of  a  small  revolving  mirror,  m :  to  one  extremity  of  this 
axis,  the  wire  which  passes  to  the  outer  coating  is  fastened ;  but  the  discharge  is 
made  to  traverse  the  whole  length  of  the  two  intervening  long  contorted  portions 
of  wire  before  it  reaches  the  outside  of  the  jar.  The  three  sparks,  if  viewed  by 
the  naked  eye,  appear  to  be  simultaneous.  If  viewed  through  the  glass  plate,  e, 
in  a  small  steel  mirror,  m,  to  which  is  given  a  regulated  but  extremely  rapid 
revolving  motion  on  an  axis  parallel  to  its  surface,  the  sparks  appear  no  longer 
as  dots  of  light  in  the  same  horizontal  line,  but  present  the  appearance  of  three 
bright  lines  of  equal  length.  The  two  outer  ones  commence  and  terminate  in 
the  same  horizontal  line,  but  the  middle  one  occurs  later  than  the  other  two,  and 
the  angular  position  of  the  mirror  has  had  time  to  advance  slightly  before  the 
middle  spark  appears,  which  consequently  exhibits  an  image  slightly  displaced. 
As  the  velocity  of  rotation  of  the  mirror  is  recorded  by  the  register,  5,  and  the 
amount  of  this  angular  deviation  of  the  image  of  the  central  spark  is  easily 
ascertained,  the  retardation  of  the  discharge  by  the  copper  wire,  or,  in  other 
'  words,  the  velocity  with  which  it  travels  along  it,  can  be  estimated. 

This  experiment  has  another  important  signification^  to  which 
due  weight  appears  hardly  to  have  been  given  j  for  it  affords  a 
convincing  proof  of  simultaneous  action  and  reaction  in  the  opera- 
tions of  electricity^  and  of  its  existence  as  a  duplicate  force ;  at  the 
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same  moment  that  a  positive  influence  leaves  tlie  inner  coatings  an 
equal  amount  of  negative  influence  leaves  the  outer  coatings  and 
these  two  neutralize  each  other  at  the  central  point  of  the  con- 
ductor^ after  the  lapse  of  an  extremely  minute  but  still  appreciable 
interval  of  time.  It  appears  from  this  experiment  that  Franklin^s 
theory  (227)^  though  in  many  cases  a  simple  and  convenient  mode 
of  explaining  facts^  is  not  the  true  representation  of  the  phenomena. 
The  theory  of  two  fluids,  or  rather  of  two  forces  acting  in  opposite 
directions  seems  by  this  experiment  to  be  demonstrated. . 

The  velocity  of  the  electric  discharge  is,  however,  found  to 
vary  with  the  intensity  of  the  charge,  and  with  the  nature  of  the 
conducting  medium  (Faraday,  PhiL  Mag,,  March,  1854,  197). 
The  duration  of  the  discharge  may  be  prolonged  by  causing  it  to 
take  place  through  bodies  of  inferior  conducting  powers.  A  charge 
of  a  given  amount,  if  transmitted  slowly,  may,  by  the  prolonged 
period  through  which  its  heating  powers  can  be  applied  to  a  com- 
bustible, be  made  to  ignite  bodies,  which  the  same  charge,  if  more 
quickly  transmitted,  would  only  have  dispersed.  For  example,  let 
two  metallic  wires  be  brought  within  an  eighth  of  an  inch  (3™°^) 
of  each  other,  and  let  a  little  loose  gunpowder  be  placed  over  the 
interval — ^the  powder  will  simply  be  dispersed  if  the  charge  of  a 
Ley  den  jar  be  sent  through  the  wires ;  but  if  a  few  inches  of  wet 
string  be  interposed  in  any  part  of  the  circuit,  the  discharge  will 
be  prolonged  sufficiently  to  fire  the  powder. 

(243)  Striking  Distance, — In  air,  whatever  be  its  density,  the 
same  amount  of  charge  produces,  cateris  paribus,  induction  to  the 
same  extent.  But  the  distance  through  which  the  discharge  of 
equal  quantities  of  electricity  takes  place  in  the  same  gaseous 
medium,  varies  inversely  as  the  pressure.  This  might  be  antici- 
pated, since  under  a  double  pressure  double  the  number  of  par- 
ticles of  air  would  exist  in  the  same  space,  and  the  polarity  would 
therefore  be  transmitted  through  double  the  quantity  of  insulating 
matter : — so  that,  if  a  given  charge  in  air  of  ordinary  density  pass 
as  a  spark  at  2  centimetres,  at  double  the  usual  pressure  the 
striking  distance  would  be  reduced  to  i  centimetre ;  at  a  pressure 
of  one  half  it  would  be  increased  to  4  centim. ;  at  one  quarter, 
to  8  centim.,  and  so  on,  until  in  vacuo  theoretically  it  would  pass 
through  an  unlimited  distance.  Experiment,  however,  has  shown 
that  a  certain  portion  of  matter,  though  it  may  be  attenuated  to 
an  extent  almost  beyond  the  limits  of  calculation,  is  necessary 
for  the  transmission  of  the  electric  discharge  (312).  If  the  density 
of  the  air  continue  to  be  constant,  it  is  found  that  the  striking 
distance   varies  directly  as  the  tension  of  the  charge.      For 
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example:  if  with  a  certain  charge  the  striking  distance  be  i 
centimetre,  a  double  charge  will  discharge  itself  through  2  centim., 
and  a  threefold  charge  through  3  centim.  (Harris).  For  equal 
quantities  of  electricity  the  striking  distance  is  inversely  as  the 
extent  of  charged  surface ;  so  that,  when  a  single  jar  is  charged 
with  a  quantity  of  electricity  suflBcient  to  produce  a  discharge  at 
6"**,  on  employing  a  similar  jars  with  the  same  quantity,  the 
striking  distance  is  reduced  to  3"°^,  and  with  3  similar  jars  to 
^mm.  Yoj  equal  charges^  the  striking  distance^  however,  varies 
in  different  gases,  independently  of  their  relative  density,  so  that 
6ach  gas  has  a  specific  insulating  power.  Hydrochloric  acid  has 
twice  the  insulating  power  of  common  air,  and  three  times  that 
of  hydrogen  of  equal  elasticity.  This  is  in  striking  contrast  to 
the  equality  of  inductive  capacity  {237)  in  all  gases. 

This   ineqaality  of  insulftting  power   waB 
proved  by  Faraday  by  opening  to  the  same  Fig.  199. 

charge  two  separate  paths,  one  of  them  through 
air,  the  other  through  a  receiver  filled  with  the 
gas  which  was  to  form  the  subject  of  the  experi- 


Q 


^. 


ment,  as   shown  in  fig.  199.      The  distimoef      /^     \  f       ^ 

between  the  balls  were  varied  until  the  discharge 

took  place  with  equal  facility  in  both  receivers ; 

the  same  charge  was  thus  found  to  traverse 

double  the  distance  in  air  that  it  did  in  hydro* 

chloric  acid  gas.  .  ____^_^ 

Rarefaction  of  air,  whether  effected  ^^ 1 ^ 

by  heat  or  by  mechanical  means,  equally  ' "" 

favours  the  electric  discharge.  A  jar  may  consequently  be  dis- 
charged through  several  centimetres  of  a  common  flame,  in  which 
the  air  is  rarefied  by  heat  to  nearly  five  times  its  ordinary  bulk, 
the  temperature  of  an  alcohol  flame,  according  to  Becquerers 
experiments,  being  nearly  2200^  (1204^  C.)  A  flame  also  acts  by 
its  pointed  form  in  dissipating  a  charge  with  great  rapidity,  and 
its  proximity  should  be  avoided  in  exact  experiments. 

Dissipation  of  the  electric  charge  in  dry  air,  according  to 
Matteucci,  is  not  increased  by  a^tation  of  the  air.  Further,  if 
the  gases  are  all  perfectly  dry,  and  at  the  same  temperature  and 
pressure,  the  dissipation  of  the  charge  takes  place  with  equal 
rapidity  in  air,  in  carbonic  anhydride,  and  in  hydrogen.  In ,  a 
moist  atmosphere  the  loss  of  charge  increases  directly,  cateris 
paribus,  as  the  amount  of  moisture.  As  the  temperature  rises, 
the  dissipation  of  the  charge  increases  in  rapidity,  the  loss  of  the 
charge  being  twice  as  rapid  at  18°  as  at  0°  C.  If  the  density  of 
the  air  be  reduced,  the  tension  of  the  charge  which  an  insulated 
body  wiU  retain  is  reduced  also^but  H^e  dissipation  oft^e  charge 


Digitized  by  VjOOQIC 


440  DISSIPATION   OV  CHARGE — ELBCTKIC   BRUSH. 

is  very  much  diminished.  Matteuoci  founds  when  an  electroscope^ 
feebly  charged^  was  placed  in  a  receiver^  exhausted  till  the  pressure 
was  reduced  to  3"^  of  mercury  (-4-  inch),  that  the  divergence 
remained  unaltered  after  a  lapse  of  two  days. 

The  form  and  size  of  the  spark  depend  upon  the  shape  of  the 
discharging  surfaces  almost  as  much  as  upon  the  intensity  of  the 
charge.  Between  the  rounded  parts  of  the  prime  conductor  and  a 
large  uninsulated  metallic  ball  dense  brilliant  sparks  pass ;  whilst 
if  the  same  ball  be  presented  to  a  wire  which  projects  8  or  10 
centimetres  from  the  conductor,  and  which  terminates  in  a  ball 
25™°^  or  an  inch  in  diameter,  a  long,  forked,  and  often  branching 
spark,  resembling  a  miniature  flash  of  lightning,  will  be  obtained. 

When  disruptive  discharge  occurs  between  a  good  conductor 
of  limited  surface  and  a  bad  one  which  exposes  a  larger  surface^  an 
intermitting  and  dilute  spark  or  brush  passes,  which,  when  it  occurs 
in  air,  consists  of  a  rapid  succession  of  discharges  to  the  particles  of 
air  around :  such  a  brush  has  a  bright  root  with  pale  ramifications, 
attended  with  a  quivering  motion  and  a  subdued  roaring  noise. 
Brushes  of  this  kind  are  well  seen  when,  the  machine  being  in 
powerful  action,  the  conductor  is  made  to  discharge  itself  into  the 
air  by  means  of  a  blunt  rod  which  projects  from  it.  The  brush 
is  largest  from  a  positively  charged  surface,  such  as  the  prime 
conductor  of  the  machine.  From  a  negatively  charged  surface 
this  discharge  occurs  at  a  lower  tension,  and  more  resembles  a 
bright  point  or  star  of  light.  The  formation  of  brushes  is  facili- 
tated by  rarefying  the  air  around  the  charged  points. 

Some  remarkable  differences  have  been  observed  between  the  positive  and  th« 
negative  spark :  for  a  charge  of  eqaal  tension,  fche  striking  distance,  between  a 
good  conductor  positively  charged  and  an  inferior  conductor,  is  greater  in  air 
than  from  the  same  conductor  negatively  charged,  as  may  be  seen  in  using  the 
electrophoruB.  The  greater  facility  with  which  positive  electricity  traverses  the 
air  may  also  be  shown  in  the  following  manner : — Colour  a  card  with  vermilion  ; 
unscrew  the  balls,  a,  5,  from  the  discharger,  fig.  197,  and  place  the  points  on 
opposite  sides  of  the  card,  one  about  half  an  inch  (12™"^')  above  the  other; 
discharge  a  large  jar  through  the  card.  It  will  be  perforated  opposite  the  wire 
attached  to  the  negative  coating,  and  an  irregular  dark  line  of  reduced  mercury 
will  be  found  extending  on  the  positive  side  to  the  point  of  the  positive  wire. 
If  the  experiment  be  made  in  vacuo,  the  perforation  will  be  formed  midway 
between  the  two  wires.  The  distinctipn  between  positive  and  negative  electricity 
is  also  beautifully  shown  by  what  are  termed  Lichtenberg's  figures,  which  may  ' 
be  obtained  as  follows : — Dry  a  glass  plate,  and  draw  lines  on  it  with  the  knob 
of  a  positively  charged  jar,  then  sift  over  the  plate  a  mixture  of  sulphur  and 
minium  in  fine  powder;  on  inverting  the  plate  the  minium  will  fall  off  and 
leave  traces  of  the  lines  in  sulphur.  If  the  experiment  be  made  with  a  jar 
negatively  charged,  the  minium  will  adhere  to  the  traces,  whilst  the  sulphur  will 
&11  off.  The  explanation  is  very  simple :  by  the  friction  in  sifting,  the  sulphur 
becomes  negativelyi  the  red  lead  positively  electric,  and  thus  the  solphar  attaches 
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itself  to  the  poBitively  electri£ed  lines  upon  the  glass,  and  the  minium  to  the 
negatively  electrified  lines,  in  accordance  with  the  usual  law  of  electric  attraction* 
The  experiment  may  also  be  varied  in  the  following  way : — Take  two  circular 
trays  of  tin-plate  half  an  inch  (i2™™*)  deep  and  12  or  14  inches  (30  or  35 
centimetres)  in  diameter,  fill  them  with  melted  resin,  and  allow  them  to  cool ; 
cause  sparks  of  positive  electricity  to  fall  in  8  or  10  places  upon  one  plate,  and 
sparks  of  negative  electricity  in  like  manner  over  the  other ;  on  sifting  a  little 
brickdust  over  the  two  plates,  the  dry  powder  will  assume  the  appearance  of 
brushes  over  the  plate  electrified  positively,  and  of  oval  or  circular  patches  upon 
the  negatively  excited  plate*  Other  remarkable  differences  between  the  sparks 
from  positive  and  negative  surfaces  will  be  mentioned  when  noticing  the  modified 
discharges  through  exhausted  tubes  (312). 

The  colour,  light,  and  sound  of  the  electric  spark  and  brush  vary 
in  different  gases  (106),  the  brush  being  larger  and  more  beautiful 
in  nitrogen  than  in  any  other  gas,  and  its  colour  is  purple  or  bluish. 
The  sparks  in  oxygen  are  whiter  than  in  air,  but  less  brilliant.  In. 
hydrogen  they  are  of  a  fine  crimson  colour.  In  coal-gas  they  are 
sometimes  green  and  sometimes  red;  occasionally  both  colours 
are  seen  in  different  portions  of  the  same  spark.  In  carbonic  an-i 
hydride  the  sparks  resemble  those  taken  in  air,  but  they  are  more 
irregular  and  pass  more  freely. 

(244)  c.  Convection. — ^With  a  feebler  charge  the  sonorous  brush 
is  replaced  by  a  quiet  glow>  attended  in  this  case  with  a  continuous 
dispersion  of  the  charge.  The  process  of  disruptive  discharge 
thus  gradually  passes  into  the  third  method — viz.,  that  by  convec- 
tion. When  the  glow  is  produced,  a  current  of  air,  the  particles 
of  which  are  individually  charged,  passes  from  the  charging 
surface.  The  course  of  this  current  may  be  exhibited  by  its 
action  on  the  flame  of  a  taper,  which  will  often  be  extinguished 
if  brought  near  an  electrified  point  which  is  connected  with  the 
machine  in  action ;  and  light  models  may  be  set  in  motion  by  it, 
K  the  production  of  the  current  from  the  point  be  prevented,  as 
by  sheltering  the  pointed  wire  in  a  varnished  glass  tube,  the 
brush  or  glow  may  be  converted  into  a  series  of  small  sparks. 
These  currents  may  take  place  in  liquid  dielectrics  as  well  as  in 
gaseous  ones.  Let  a  piece  of  sealing-wax  be  fixed  on  the  end  of 
a  wire  and  attached  to  the  conductor  of  a  machine  in  action ;  if 
it  be  softened  by  the  application  of  the  flame  of  a  spirit-lamp,  it 
will  be  thrown  off  in  filaments  towards  a  sheet  of  paper  held  near 
it.  Solid  insulated  particles  may  also  be  the  medium  of  con- 
vective  discharge,  as  is  seen  when  pith-balls  or  other  light  sub- 
stances are  attracted  and  repelled  by  electrified  objects ;  and  in. 
delicate  experiments  even  the  particles  of  dust  floating  in  the 
atmosphere  are  not  without  effect  in  charging  or  discharging  the 
apparatus  employed. 
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The  process  of  convection  assumes  considerable  importance  in 
the  phenomena  of  voltaic  electricity,  where  it  is  intimately  con- 
nected with  chemical  decomposition.      (281  et  seg.) 

(245)  Other  Sources  of  Electricity. — Hitherto  we  have  limited 
our  attention  to  cases  in  which  electricity  is  excited  by  the  friction 
of  dissimilar  substances,  and  it  may  here  be  remarked  that  Peclet 
by  a  careful  series  of  experiments  found  that  the  quantity  of 
electricity  developed  was  the  same  whether  sliding  friction  was 
employed,  as  in  the  ordinary  mode  of  exciting  the  electrical 
machine,  or  whether  it  was  a  rolling  friction,  in  which  the  rubber 
was  pressed  against  the  cylinder  and  allowed  to  roll  upon  its  axis 
as  the  machine  was  worked.  The  development  of  electricity  by 
friction  is,  however,  but  a  special  case  of  a  much  more  general  law, 
for  it  has  been  found  that,  whenever  molecular  equilibrium  is  dis- 
turbed, a  concomitant  development  of  electricity  takes  place.  The 
following  instances  will  exhibit  the  variety  of  circumstances  under 
which  this  observation  has  been  made.  The  mere  compression  of 
many  crystallized  bodies  is  attended  by  electric  action :  a  rhombo- 
hedron  of  Iceland  spar,  if  compressed  by  the  fingers,  exhibits  this 
peculiarity.  It  is  also  found  that  all  bodies  that  have  been  pressed 
together,  if  properly  insulated,  offer  signs  of  electricity  on  being 
separated;  although  the  effect  is  most  easily  observed  between  a 
good  conductor  and  a  bad  pne.  The  two  bodies  are  always  in 
Opposite  states.  Even  where  two  disks  of  the  same  substance  are 
pressed  together,  if  one  be  a  little  warmer  than  the  other,  distinct 
excitement  is  produced,  the  warmer  disk  becoming  negatively  elec- 
trified ;  the  intensity  of  the  charge,  cateris  paribus,  increases  in  all 
cases  directly  as  the  pressure  to  which  they  are  subjected. 

Fracture  is  likewise  attended  with  electric  disturbance;  the 
freshly  broken  surfaces  of  roll  sulphur  often  exhibit  this  effect  to  • 
an  extent  sufficient  to  produce  divergence  of  the  leaves  of  the 
electroscope  when  the  fragments  are  placed  upon  the  cap  of  the 
instrument.  The  sudden  rending  asunder  of  the  laminse  of  a  film 
of  mica  in  a  dark  room,  is  usually  attended  with  a  pale  electrical 
light,  and  the  separated  portions  in  this  case  exhibit  opposite 
electrical  states.  A  melted  substance  in  the  act  of  solidifying, 
sometimes  exhibits  electric  excitement.  H  sulphur  be  allowed  to 
solidify  in  a  glass  vessel,  it  becomes  negatively  excited,  whilst  the 
glass  is  rendered  positively  electrical ;  ice  also  is  frequently  electric; 
and  the  same  thing  has  been  observed  of  chocolate  as  it  becomes 
solid.  These  results  are  probably  due  to  friction  occasioned  by 
the  contraction  or  expansion  of  the  solid  mass  in  the  mouldy  from 
which  it  detaches  itself  by  this  change  of  bulk. 
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In  some  instances  simple  elevation  or  depression  of  temperature 
causes  electric  excitement.  These  efiFects  are  most  distinctly  seen 
in  crystallized  non-conductors- which  are  not  symmetrical  in  form, 
being  produced  in  bodies  which  are  hemihedral.  Tourmaline, 
boracite,  and  the  crystals  of  tartaric  acid,  offer  the  best  examples 
of  this  description.  The  tourmaline,  for  instance,  commonly 
assumes  the  form  of  a  three-sided  prism,  the  edges  of  which  are 
replaced  by  two  narrow  planes.  The  extremities  of  the  crystal  are 
formed  by  the  three  faces  of 
the  rhombohedron.      No.   i,  ,        ^^^'  ^^' 

fig.  aoo,  shows  the  end  of  the 
crystal  which  becomes  positive 
by  heat ;  No.  2,  the  opposite 
end  of  the  crystal  which  be- 
comes negative.  K  a  crystal 
of  tourmaline  be  gently 
heated,  it  becomes  powerfully 
electrical  whilst  the  temperature  is  rising,  one  extremity,  termed 
the  dfialogous  pole,  becoming  positive,  the  other  extremity,  or 
antiloffotM  pole,  becoming  negative.*  When  the  temperature 
becomes  stationary,  the  electric  excitement  ceases :  as  the  crystal 
cools  the  effect  returns,  but  the  electric  polarity  is  reversed ;  the 
end  of  the  crystal  that  before  was  positive  now  becomes  negative. 
The  particles  of  the  mineral  are  electrically  polarized  throughout 
•the  whole  mass ;  for,  if  the  crystal  be  broken  while  thus  electrified, 
each  fragment  retains  its  pola*  ji^j^,  201. 

rity,  being  negative  at  one  end 
and  positive  at  the  other.     In 

fig.  aoi.  No.  I  represents  a  *  A  «■■■■■■■■■■►« 
tourmaline  in  which  the  tem- 
perature is  rising  uniformly; 
No.  2  the  same  tourmaline  in  which  the  temperature  is  falling 
uniformly ;  and  No.  3  shows  the  effect  upon  a  cooling  tourmaline 
which  has  been  broken  across.  K  the  tourmaline  be  delicately 
poised  upon  its  centre  whilst  cooling,  these  electric  states  may  be 
rendered  apparent  by  bringing  an  excited  glass  tube  near  to  the 
mineral :  one  extremity  will  be  attracted  by  the  excited  glass  tube, 
while  the  other  extremity  will  be  repelled.     If  one  end  of  the 


•  The  crystal  must  not  be  too  strongly  heated, — about  302**  (150®  C.)  being 
the  best  point  $  if  heated  very  strongly,  7  5  a''  (400"^  C.)  or  beyond,  the  tourma- 
line becomes  a  conductor  for  a  time ;  it  resumes  its  insulating  power  on  cooling, 
but  is  rendered  hygroscopic  till  after  it  has  been  washed  and  dried  at  302^ 
(150*' C.)— Gaugain. 
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crystal  be  connected  with  the  cap  of  a  sensitive  gold-leaf  electro- 
scope, whilst  the  other  extremity  is  in  conducting  commnnication 
with  the  earth,  the  gold-leaves  will  diverge, 

{2,46)  Chemical  Action. — No  chemical  changes  take  place 
without  the  development  of  electricity.  If  a  clean  platinum  capsule 
be  connected  with  a  sensitive  electroscope  and  condenser,  and  a 
liquid  which  has  no  chemical  action  on  platinum  be  placed  in  the 
capsule,  no  change  shows  itself;  but  if  any  other  more  oxidizable 
metal  in  conducting  connexion  with  the  earth  be  dipped  into  the 
liquid,  the  liquid  becomes  very  feebly  but  positively  electrified, 
whilst  the  metal  which  has  been  acted  upon  by  it  becomes  negative. 
The  intensity  of  the  chemical  action  in  this  form  of  the  experiment 
has  no  influence  upon  tiie  extent  of  electric  excitement  displayed. 
If  zinc  be  the  metal  employed,  and  pure  water  the  liquid,  the  signs 
of  electric  action  are  just  as  powerful  as  if  sulphuric  acid  were 
substituted  for  the  water  in  the  capsule ;  for  the  metal  and  liquid 
being  both  good  conductors,  the  two  electricities  liberated,  imme- 
diately neutralize  each  other  almost  entirely,  instead  of  passing  one 
to  the  condenser,  the  other  to  the  earth. 

Electricity  is  also  developed  during  the  process  of  combustion ; 
carbon,  for  example,  becoming  negatively  electric,  whilst  the  car- 
bonic anhydride  is  positive.  In  like  manner  hydrogen  in  the  act 
of  burning  was  found  by  PouUlet  to  be  negative,  whilst  the  vapour 
produced  by  it  was  positive. 

(247)  Electricity  of  Vapour. — The  act  of  evaporation  has  also 
been  asserted  to  be  one  of  the  sources  of  electricity,  but  the  truth 
of  this  statement  is  doubtful.  It  is  true  that  if  a  few  drops  of 
water  fall  upon  a  live  coal,  insulated  on  the  cap  of  the  gold-leaf 
electroscope,  the  leaves  of  the  instrument  diverge.  This,  however, 
is  due  to  the  chemical  action  between  the  coke  and  the  water,  and 
not  to  mere  evaporation ;  for  if  we  allow  pure  water  to  evaporate 
in  a  clean  hot  platinum  dish  connected  with  the  electroscope,  no 
signs  of  electric  disturbance  occur.  Pouillet  found  that  on  allow- 
ing alkaline  solutions  to  evaporate  in  the  capsule,  the  electroscope 
became  charged  positively  ;  with  acid  solutions,  the  charge  given  to 
the  electroscope  was  negative :  but  Peltier  states  that  these  elec- 
trical efiects  may  nevertheless  be  due  to  friction,  as  they  do  not 
manifest  themselves  until  the  liquid  is  nearly  all  driven  off,  and  a 
crepitation  of  the  salt  as  it  detaches  itself  from  the  sides  of  the 
capsule  begins  to  occur.  This  is  corroborated  by  Faraday's 
observation,  that  if  the  dish  be  heated  to  redness,  and  pure  water 
be  dropped  in,  so  long  as  it  evaporates  quietly  in  the  spheroidal 
form  (198)  no  electricity  is  developed;  but  the  moment  that  it 
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cools  down  sufficiently  to  boil  violently  with  friction  against  the 
metallic  capsule^  the  leaves  diverge  powerfully. 

In  accordance  with  this  observation^  Faraday  has  explained 
the  development  of  electricity  by  high-pressure  steam^  which  occurs 
to  so  remarkable  an  extent  under  certain  circumstances.  This 
lie  has  traced  to  the  friction  of  water  accompanying  the  steam 
against  the  orifice  of  the  jet  through  which  it  escapes  into  the  air. 
An  insulated  boiler  from  which  steam  is  allowed  to  blow  off  at 
high  pressure  through  long  tubes^  in  which  a  partial  condensation 
of  the  steam  occurs,  furnishes,  as  in  the  hydro-electric  machine  of 
Armstrong,  exhibited  a  few  years  ago  at  the  Polytechnic  Institution, 
an  admirable  source  of  high  electric  power.  In  this  experiment, 
the  boiler  becomes  negative,  the  escaping  steam  being  positive.  It 
is  remarkable  that  the  presence  of  a  very  small  quantity  of  oil  or  of 
essence  of  turpentine  in  the  exit-pipe  reverses  these  electrical  states. 
A  solution  of  plumbic  acetate  produces  a  similar  effect.  Indeed 
the  purer  the  water  that  is  used  in  the  boiler,  the  better  it  is  for 
these  experiments,  and  the  more  uniform  are  the  results.  The 
electric  condition  of  the  steam  was  found  by  Armstrong  to  be  also 
influenced  by  the  material  of  which  the  exit  pipe  was  formed ;  glass, 
lead,  copper,  and  tin,  each  modifying  the  result.  Wood  appears 
to  be  the  material  best  adapted  for  use  in  forming  the  orifice  of  the 
jet,  as  it  produces  the  highest  amount  of  charge  by  friction ;  some 
bodies,  such  as  ivory,  produce  scarcely  any  electric  effect  when 
used  as  jets  to  the  pipe. 

Perfectly  dry  steam  is  in  fact  nearly  as  good  an  insulator  of 
electricity  as  atmospheric  air ;  but,  from  the  facility  of  its  conden- 
sation, it  easily  produces  upon  cold  surfaces  a  film  of  conducting 
matter  which  destroys  the  insulation. 

{24S)  Atmospheric  Electricity. — Another  source  of  electricity, 
the  origin  of  which  is  at  present  shrouded  in  mystery,  is  the  atmo- 
sphere itself,  which  affords  displays  of  electric  phenomena  on  the 
most  magnificent  scale.  The  identity  of  lightning  and  electricity 
had  long  been  suspected  by  electricians ;  but  the  proof  of  it  was 
first  devised  by  Franklin,  who,  by  the  simple  expedient  of  raising 
a  boy's  kite  during  a  thunderstorm,  succeeded  in  obtaining  from 
the  clouds,  sparks  of  electricity,  with  which  he  charged  Leyden 
jars  and  performed  some  of  the  usual  electrical  experiments.  Such 
kite-flying,  however,  forms  a  dangerous  kind  of  recreation ;  and 
experiments  on  atmospheric  electricity  proved  fatal  to  Professor 
Richman  of  St.  Petersburg,  who,  a  few  years  after  Franklin's  dis- 
covery, was  killed  by  a  flash  from  his  apparatus. 

No  sooner  had  Franklin  proved  th^  identity  of  lightning  with 
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electricity,  than  he  proposed  his  plan  of  averting  the  destructive 
influence  of  lightning  firom  buildings,  by  means  of  metallic  con- 
ducting-rods.  In  order  to  render  these  efl5cient,  they  must  pro- 
ject into  the  air  for  some  distance  beyond  the  highest  point  of  the 
building  to  be  protected.  They  must  also  be  sufficiently  thick  to 
carry  oflP  the  discharge  without  fusion.  This  is  ensured  by  the 
use  of  a  copper  rod  of  not  less  than  13°™-  or  half  an  inch  in 
diameter.  The  pieces  composing  these  rods  should  be  in  metallic 
contact  with  each  other  throughout  their  length,  and  the  conduc- 
tor should  terminate  in  a  bed  of  moist  earth,  or  better  still,  in  a 
well  or  body  of  water,  so  -as  to  secure  free  communication  with 
the  soil.  If  any  considerable  metallic  mass,  such  as  a  leaden 
roof,  form  part  of  the  building,  it  should  be  connected  with  the 
conductor  by  branch  rods,  and  should  also  be  furnished  with 
branch  conductors  into  the  earth.  The  conductors  are  best  placed 
exterior  to  the  walls  of  the  building. 

The  explosive  power  of  lightning  is  so  great  that  its  effects 
may  well  excite  our  awe  and  amazement.  A  single  instance  may 
be  cited  in  illustration  of  this  point.  In  November,  1790,  the 
mainmast  of  H.M.  ship  Elephant,  74  guns,  was  struck  by  a  power- 
ful flash  of  l^htning.  This  mast  weighed  18  tons,  it  was  3  feet 
(o'9i4  metres)  in  diameter,  and  no  feet  (33*5  metres)  long,  and 
was  strongly  bound  together  by  iron  hoops,  some  of  which  were 
half  an  inch  (ia'5°^)  thick  and  5  inches  (127  centimetres)  wide; 
yet  it  was  shivered  into  pieces,  and  the  hoops  were  burst  open 
and  scattered  around,  amidst  the  shattered  fragments  of  the  mast 
(Harris).  One  of  the  most  instructive  instances  recorded  is  that 
of  the  Dido,  which  when  off  Java  Head,  in  May,  1847,  was 
struck  soon  after  daylight,  during  a  storm  attended  with  heavy 
rain  und  little  wind,  by  a  tremendous  bifurcated  flash  of  lightning, 
which  fell  upon  the  main  royal  mast.  One  of  the  branches  struck 
the  extreme  point  of  the  royal  yard-arm,  and  in  its  course  to  the 
conductor  on  the  mast,  demolished  the  yard,  and  tore  in  pieces  or 
scorched  up  the  greater  part  of  the  sail ;  the  other  part  fell  on  the 
vane-spindle  (the  point  of  which  showed  marks  of  fusion)  and 
truck,  which  last  was  split  open  on  the  instant  that  the  dischai^e 
seized  the  conductor.  From  this  point,  however,  the  explosive 
action  ceased,  and  the  discharge  freely  traversed  the  whole  line  of 
the  conductor,  from  the  mast-head  downward,  without  doing  further 
damage.  One  of  the  chief  points  of  interest  connected  with  this 
case  is  the  entire  destruction  of  the  yard-arm,  which  was  not 
supplied  with  a  conductor,  and  the  complete  protection  of  the 
paast,  which  was  furnished  with  one.     It  is  also  important  as 
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proviHg  the  incorrectness  of  the  law  of  protection  laid  down  by 
some  French  ifriters — ^viz.,  that  a  conducting-rod  will  protect  a 
circular  area  having  a  radius  double  the  height  of  the  conductor 
above  the  highest  point  of  the  building.  In  all  cases,  the  lightning 
wiU  take  the  path  of  least  resistance,  and,  from  the  recorded  re- 
sults of  experience,  it  appears  that  that  path  of  least  resistance 
will  in  about  seven  times  out  of  ten,  be  such  that  the  lightning 
will  strike  the  highest  point,  if  it  be  furnished  with  a  good  con- 
ducting line  to  the  earth  or  sea;  but  it  is  quite  possible  that 
instances  may  occur,  in  which  the  line  of  least  resistance  may  be 
in  a  different  direction,  or,  as  in  the  case  of  the  Dido,  that  there 
may  be  two  such  lines  where  the  resistances  are  equal. 

If  a  break  occur  in  any  part  of  the  conductor,  explosion  will 
take  place  at  this  spot  when  a  discharge  of  lightning  is  directed 
upon  the  rod,  producing,  in  many  cases,  fearful  destruction.  One 
of  the  most  awful  catastrophes  of  this  kind  occurred  on  the  i8th  of 
August,  1769,  when  the  tower  of  St.  Nazaire  of  Brescia  was  struck 
by  lightning.  Beneath  this  tower  were  vaults  containing  upwards 
of  90  tons  of  gunpowder,  belonging  to  the  Republic  of  Venice.  The 
whole  of  this  enormous  quantity  of  powder  exploded,  destroying 
one-sixth  part  of  the  city  of  Brescia,  and  burying  3000  persons 
beneath  its  ruins.  On  a  small  scale  the  track  followed  by  the 
electricity  may  be  illustrated  by  sending  a  discharge  through  a 
series  of  interrupted  conductors,  such  as  gold-leaf  pasted  upon  paper. 
The  portions  of  gold-leaf  in  the  line  of  the  discharge  will  be  burned 
up,  whilst  the  contiguous  portions  not  included  in  the  track  of  the 
electricity  remain  unaltered. 

The  peal  of  thuAder  which  accompanies  the  lightning  flash  is 
due,  like  the  snap  which  accompanies  the  discharge  of  a  Leydeu 
jar,  to  the  sudden  displacement  of  air,  which,  in  the  case  of  light- 
ning sometimes  extends  through  a  distance  of  a  mile  or  more.  The 
reverberation  of  the  peal  arises  chiefly  from  the  echoes  produced  by 
objects  upon  the  earth,  and  by  the  clouds  themselves.  The  flash 
from  the  thunder-cloud  is  exactly  analogous  to  the  discharge  of  the 
Leyden  jar :  the  cloud  and  the  surface  of  the  earth  form  the  two 
coatings  to  the  intervening  layer  of  air,  which,  as  in  the  case  of  the 
condenser,  supplies  the  place  of  the  glass,  whilst  a  church  steeple, 
or  any  projecting  object,  acts  the  part  of  a  discharging  rod.* 


*  These  electrical  accamulations  are  often  renewed  with  extraordinary 
rapidity.  On  the  6th  of  July,  1845,  about  10  p.m.,  after  a  clear  hot  day,  in 
the  masses  of  vapour  forming  a  bank  of  cumuli,  I  counted  in  two  minutes  83 
flashes  unattended  by  thunder ;  and  several  times  during  the  same  evening,  I 
observed  between  30  and  40  discharges  from  one  doad  to  another,  per  minute. 


Digitized  by  VjOOQIC 


448  ATMOSPHERIC   ELECTRICITT, 

But  it  is  not  only  during  a  storm  that  the  atmosphere  exhibits 
signs  of  electricity.  In  a  cloudless  sky,  if  a  flame  or  a  pointed 
rod  be  connected  with  an  electroscope,  the  instrument  diverges 
positively.  Before  rain,  the  instrument  often  assumes  a  negative 
state :  in  general,  the  rain  that  first  falls  after  a  depression  of  the 
barometer  is  charged  negatively.  It  frequently  happens  that  the 
rain  is  negatively  charged,  although  the  atmosphere,  both  before 
and  after  its  fall,  exhibits  signs  of  positive  charge.  Fogs,  snow, 
and  hail,  if  unattended  with  rain,  are  nearly  always  positively 
charged  in  a  high  degree.  It  appears  to  be  probable  that  the 
clouds  are  almost  always  positive.  In  most  cases,  when  negative 
electricity  is  observed  in  the  instruments  it  is  simply  due  to  an 
eflfect  of  induction. 

In  winter,  the  atmospheric  charge  is  usually  higher  than  in 
summer.  According  to  Quetelet,  whose  conclusions  are  based 
upon  a  series  of  five  years^  uninterrupted  observations,  the  atmo- 
spheric electricity  attains  an  average  maximum  in  January,  and 
steadily  decreases  till  June,  when  it  is  at  its  minimum :  from  this 
period  it  again  increases  progressively  till  January,  in  which  month 
the  tension  of  the  electricity  is  thirteen  times  as  high  as  it  is  in 
June.  The  electricity  of  the  air  may  be  stated  generally  to  be 
higher  in  a  cloudless  than  in  a  cloudy  sky.  Only  once  during  the 
months  of  October,  November,  December,  and  January,  has  he 
obtained  proof  of  negative  electricity  in  the  air. 

The  tension  of  the  charge  varies  likewise  during  each  twenty- 
four  hours;  it  has  two  maxima  and  two  minima.  The  first 
maximum  is  before  eight  o'clock  a.m.  in  sunmier,  and  before  ten 
A.M.  in  winter;  the  second  after  nine  p.m.  in  summer,  and  before 
six  p.m.  in  winter.  The  first  minimum  is  uniformly  about  four 
A.M.,  and  the  second  about  three  p.m.  in  summer,  and  one  p.m. 
in  winter. 

The  observations  made  for  some  years  at  the  Kew  observatory 
by  Ronalds,  furnish  results  closely  according  with  those  of  Quetelet.* 

An  ingenious  experiment  by  Becquerel  shows  that  the  inten- 
sity of  the  charge  increases  with  the  elevation  above  the  earth's 
surface,  and  according  to  Quetelet's  observations,  the  increase  in 
intensity  is  proportional  to  the  height.  This  law  of  Quetelet  has, 
however,  been  verified  only  for  heights  not  exceeding  i6  feet 
(5  metres).     Becquerel's  experiment  was  the  following: — Having 


•  For  an  interesting  discussion  of  the  theory  of  the  development  of  atmo- 
spheric electricity,  the  reader  is  referred  to  Delarive's  Treatise  on  Electricity, 
Walker's  translation,  vol.  iii.  p.  116,  et  seq. 
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ascended  Mount  St.  Bernard,  he  placed  an  electroscope  upon  a 
piece  of  varnished  silk,  on  which  he  arranged  by  a  loose  cord 
about  80  metres  of  gilt  thread.  One  end  of  this  thread  he 
attached  to  the  shaft  of  an  arrow,  and  connected  the  other  ex- 
tremity with  the  cap  of  an  electroscope  by  a  running  knot.  The 
arrow  was  then  discharged  in  a  vertical  direction  by  means  of  a 
bow ;  as  it  ascended  the  leaves  expanded  gradually  till  they  struck 
the  sides  of  the  glass.  When  the  full  length  of  the  thread  was 
attained,  the  upward  motion  of  the  arrow  detached  it  altogether 
from  the  electroscope,  leaving  the  instrument  charged  positively. 
On  repeating  the  experiment,  shooting  the  arrow  horizontally,  no 
charge  at  all  was  obtained.  Similar  results  may  be  obtained  on 
a  clear  day  by  ascending  a  lofty  eminence  or  building,  to  avoid 
the  induction  of  near  objects,  and  taking  a  gold-leaf  electroscope, 
terminating  above  in  a  ball.  The  electroscope  being  now  in  a 
neutral  state,  it  will,  if  elevated  only  for  a  foot  or  two,  diverge 
with  positive  electricity.  On  bringing  it  back  to  its  original 
position,  the  leaves  collapse,  and  on  depressing  it  below  this  point, 
the  leaves  again  separate  with  the  opposite  electricity. 

Electricity  developes  itself  in  the  atmosphere  in  other  forms ; 
for  example,  luminous  brushes,  stars,  and  glows,  have  been  fre- 
quently observed  in  stormy  weather  on  the  extremities  of  the 
masts  and  yard-arms  of  ships,  on  the  points  of  weapons,  and 
occasionally  even  on  the  tips  of  the  fingers.  These  phenomena 
^re,  in  fact,  cases  of  brush  discharge  upon  a  large  scale,  and  are 
in  many  instances  attended  with  a  roaring  noise  like  that  of  a 
burning  portfire.  Appearances  of  this  description  formerly 
went  by  the  name  of  St.  Elmo's  fire;  our  own  sailors  term 
them  comazants, 

(249)  Aurora  Borealis. — ^Another  very  beautiftd  meteor  which 
is  sometimes  seen  in  this  country  in  clear  frosty  nights,  but  which 
is  observed  very  frequently  in  higher  latitudes,  has  probably  an  elec- 
trical origin.  This  is  the  aurora  borealis.  It  has  been  supposed  to 
be  occasioned  by  the  passage  of  electricity  through  the  rarefied  por- 
tions of  the  upper  regions  of  the  atmosphere  from  the  poles  towards 
the  equator,  but  the  explanation  is  unsatisfactory,  and  not  adequate 
to  account  for  the  effects  observed.  The  varieties  of  coloiired  light 
exhibited  by  the  aurora  may,  however,  be  imperfectly  imitated  on 
a  small  scale  by  dischargijig  a  continued  or  an  intermittent  supply 
of  electricity  through  a  vessel  partially  exhausted  of  air. 

The  forms  which  the  aurora  assumes  are  very  varied,  and  of 
extraordinary  beauty ;  there  is,  however,  usually  some  general 
similarity  in  its  aspect  at  the  same  locality.     Commonly,  streams 
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of  light  are  seen  shooting  upwards  from  the  northern  horizon. 
These  streams  are  frequently  observed  to  meet  together  in  the 
zenith^  and  produce  an  appearance  as  if  a  vast  tent  were  expanded 
in  the  heavens,  glittering  with  gold,  rubies,  and  sapphires. 

A  remarkable  connexion  has  been  observed  between  the  aurora 
and  the  magnetism  of  the  earth ;  the  magnetic  needle  being  very 
generally  disturbed  during  a  display  of  the  aurora.  The  arches 
of  the  aurora  most  commonly  traverse  the  sky  at  right  angles  to 
the  magnetic  meridian,  though  deviations  from  this  direction  are 
not  rare.  Sir  J.  Franklin  found  that  the  disturbance  of  the  needle 
was  not  always  proportionate  to  the  agitation  of  the  aurora,  but 
was  always  greater  when  the  quick  motion  and  vivid  light  were 
observed  to  take  place  in  a  hazy  atmosphere.  The  aurora  is  most 
frequent  and  vivid  in  high  latitudes  towards  either  pole,  but  the 
meteor  is  not  confined  to  these  parts,  as  Dr.  Hooker  states  that 
one  of  the  most  brilliant  displays  he  ever  witnessed  was  under  the 
tropical  sky  of  India ;  and  other  observers  have  recorded  instances 
of  its  appearance  in  the  equatorial  districts  of  the  globe. 

The  altitude  of  the  aurora  varies  considerably ;  there  is  no 
doubt,  however,  that  it  frequently  occurs  at  small  elevations. 
Both  Franklin  and  Parry  record  examples  of  its  appearing  below 
the  level  of  the  clouds,  which  they  describe  as  concealed  behind 
the  masses  of  its  light,  and  as  reappearing  when  the  meteor 
vanished.  Tkere  appear  to  be  two  distinct  kinds  of  aurora,  one 
dependent  upon  local  causes,  as  in  the  cases  last  mentioned,  while, 
in  the  other,  the  causes  are  probably  cosmical,  and  the  auroral 
effects  are  seen  at  very  distant  points  of  the  earth's  surface. 
(Sabine.) 

§    IIL  Galvanic  or  Voltaic  Electricity. 

(^50)  GalvanVs  Discovery. — ^About   the  year   1790  Galvani 
made  the  observation  that  convulsive  movements  were  produced 
in  the  limbs  of  a  frog  recently  killed,  if  brought  into  contact  with, 
two  dissimilar  metals,  such  as  zinc  and  copper,  which  were  them- 
FiG.  202.  selves  in  contact.    The  experi- 

ment may  be  readily  repeated 
in  the  following  manner: — 
Expose  the  crural  nerve  (n, 
fig.  ao2)  of  a  recently  killed 
frog,  touch  it  with  a  strip  of 
zinc,  z,  and  at  the  same  time 
touch  the  surface  of  the  thigh, 
m,  with  one   end  of  a  bit  of 
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copper  wire,  c;  the  moment  that  the  other  end  of  the  copper  wire 
is  made  to  touch  the  zinc^  the  limb  is  convulsed :  but  the  convul- 
sions cease  when  the  two  metals  are  separated  from  each  other^ 
though  they  are  still  in  contact  with  the  animal  tissues.  Each 
time  that  the  zinc  and  copper  are  made  to  touch  each  other^  the 
convulsion  is  renewed.  A  live  flounder  laid  upon  a  pewter  plate 
shows  no  particular  sign  of  uneasiness ;  a  silver  spoon  may  also  be 
laid  upon  its  back  without  any  apparent  effect :  but  if  the  spoon 
be  made  to  touch  the  pewter  while  it  rests  on  the  fish^  the  animal 
becomes  strongly  convulsed.  If  k  piece  of  zinc  and  a  shilling  be 
placed  one  above  and  the  other  under  the  tongue,  no  particular 
sensation  is  perceived  so  long  as  the  two  metals  are  kept  separate, 
but  if  the  silver  and  the  zinc  be  allowed  to  touch  each  other, 
a  peculiar  tingling  sensation  or  taste  is  experienced ;  and  if  the 
silver  be  placed  between  the  upper  lip  and  the  teeth  instead  of 
under  the  tongue,  each  time  that  the  two  metals  are  brought  into 
contact,  not  only  will  a  taste  be  perceived,  but  a  momentary  flash 
of  light  will  appear  to  pass  before  the  eye. 

These  phenomena  are  all  analogous  to  each  other,  and  have  an 
electrical  origin ;  and  by  tracing  them  to  this  source,  a  branch  of 
electrical  science  has  gradually  been  developed,  which  in  honour 
of  its  first  discoverer  has  been  terpied  galvanism.  The  term  gal- 
vanism, or  voltaic  electricity ,  as  it  is  also  called,  in  remembrance 
of  the  researches  of  Yolta  in  this  field,  is  applied  to  electricity 
which  is  set  in  motion  by  chemical  action.  It  is  usually  developed 
by  the  contact  of  two  dissimilar  metals  with  a  liquid. 

(251)  Elementary  Voltaic  Circuits. — ^These  effects  may  be 
traced  by  very  simple  means.  When  a  plate  of  zinc  is  immersed 
in  diluted  sulphuric  acid,  an  extrication  of  hydrogen  gas  takes 
place  from  the  surface  of  the  metal,  and  the  zinc  becomes  dissolved 
in  the  sulphuric  acid.  But  if  the  surface  of  the  zinc,  after  it  has 
been  cleansed  by  immersion  in  the  acid,  be  rubbed  over  with 
mercury,  a  brilliant  amalgam  is  speedily  formed  over  the  whole 
face  of  the  zinc.  Such  a  plate  may  then  be  plunged  into  the 
acid,  and  it  will  remain  without  undergoing  any  chemical  change 
for  hours.  The  cause  of  this  inactivity  of  the  zinc  is  not  satisfac- 
torily accounted  for,  but  the  fact  is  continually  made  use  of  in 
voltaic  experiments.  The  addition  of  a  second  amalgamated  zinc 
plate,  whether  it  be  in  contact  with  the  first,  or  be  separated  from 
it,  produces  no  change.  But  if  the  second  plate  be  of  platinum, 
of  copper,  or  of  some  metal  which  is  less  rapidly  acted  on  by  the 
acid  than  zinc  is,  although  no  action  will  occur  whilst  the  two 
plates  remain  separate  (as  shown  in  fig.  203,  i),  yet  the  moment 
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that  they  are  allowed  to  touch  each  other^  either  above  (a)  or  be*^ 
neath  (3)  the  surface  of  the  liquid,  bubbles  of  gas  will  escape  from 
the  surface  of  the  platinum.     The  platinum,  however,  is  not  acted 

Pig.  203. 


upon  chemically  in  this  case ;  if  the  two  metals  be  weighed  before 
the  experiment  is  commenced,  and  again  after  it  is  concluded,  the 
weight  of  the  platinum  will  be  found  to  be  unaltered ;  but  the 
zinc  will  have  been  partially  dissolved,  and  will  weigh  less  than  it 
did  before.  The  gas  may  easily  be  collected  by  filling  a  tube  with 
diluted  acid,  and,  after  introducing  the  platinum  plate,  inverting 
the  tube  in  the  glass,  so  that  the  lower  edge  of  the  platinum  may 
touch  the  strip  of  zinc  (No.  3).  On  examining  the  gas  which 
rises  in  the  tube  it  will  be  found  to  be  pure  hydrogen.  It  is  not 
necessary  that  the  two  plates  should  directly  touch  each  other. 
They  may  be  connected  by  means  of  a  metallic  wire  (as  at  4,  fig. 
^03)^  t)y  a  piece  of  graphite,  or  by  any  good  conductor  of  elec- 
tricity ;  gas  will  continue  under  these  circumstances  to  rise  from 
the  platinum  plate ;  but  if  a  glass  rod,  a  stick  of  shell-lac,  a  bit  of 
gutta  percha,  or  any  electric  insulator  be  made  the  medium  of  in- 
tercommunication, all  signs  of  action  will  cease.  The  length  of  the 
metallic  wire  employed  is  comparatively  unimportant :  it  may  vary 
from  a  few  centimetres  to  many  miles,  and  in  either  case  it  will  en- 
able the  action  across  the  liquid  to  take  place.  A  pair  of  plates  of 
dissimilar  metals  in  effectual  communication,  either  by  direct  con- 
tact or  through  the  medium  of  wire,  when  immersed  in  a  liquid 
which  acts  chemically  upon  one  of  them,  constitutes  a  voltaic  circuit. 
(25  a)  Activity  of  the  Conducting  Wire, — The  wire  or  other 
medium  of  communication,  during  the  time  that  it  forms  the 
connexion  between  the  two  metals,  exhibits  signs  of  activity 
which  it  did  not  before  possess ;  it  exerts  a  variety  of  influences 
upon  surrounding  bodies,  and  it  loses  these  powers  immediately 
that  the  contact  with  the  metallic  plates  is  broken.  For  instance, 
the  temperature  of  the  wire  is  for  the  time  elevated.  This  may 
be  proved  by  causing  the  wire  to  traverse  the  bulb  of  a  sensitive 
air  thermometer,  or  by  making  a  compound  metallic  ribbon,  such 
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As  is  used  in  Breguet^s  thermometer  (140),  part  of  the  chain  of 
communication  between  the  plates.  K  a  portion  of  the  wire  be 
sufficiently  reduced  in  thickness,  visible  ignition  of  such  portion 
may  even  be  produced.  Indeed  the  quantity  of  heat  given  out 
by  the  connecting  wire  may  be  employed  as  a  measure  of  the 
amount  of  force  which  it  is  transmitting. 

(353)  Action  of  the  Conducting  Wire  on  the  Magnetic  Needle. 
— ^Another  remarkable  proof  of  the  activity  of  the  wire  which 
connects  the  two  metallic  plates,  is  exhibited  in  the  peculiar 
influence  which  it  exerts  over  a  magnetic  needle  suspended  freely 
at  its  centre  in  a  direction  parallel  to  the  wire.  Such  a  needle 
tends  to  place  itself  at  right  angles  to  the  wire.  If  the  wire  and 
the  needle  be  previously  arranged  in  the  magnetic  meridian,  the 
amount  of  deviation  in  the  needle  affords  a  comparative  measure 
of  the  force  which  is  conveyed  by  the  wire,  as  the  needle  ulti- 
mately assumes  a  position  of  equilibrium  between  the  directive 
power  of  the  earth's  magnetism  and  that  of  the  wire  (301). 

The  movements  of  such  a  magnetic  needle  afford  one  of  the 
most  delicate  tests  of  the  development  of  galvanic  electricity,  or 
of  electricity  in  motion.  It  will  therefore  be  necessary  to  examine 
the  direction  and  nature  of  these  movements. 

The  direction  of  the  needle  under  any  circumstances  may  easily 
he  calculated  by  re.collecting  the  following  rule  i^^fVken  the  ivire 
is  placed  in  the  magnetic  meridian,  with  the  end  connected  with  the 
zinc  plate  towards  the  north,  and  the  needle  is  placed  below  the 
wire,  the  marked  end  tvill  deviate  westward.  When  the  needle 
is  above  the  wire,  the  marked  end  will  move  towards  the  east. 
The  first  effect  is  shown  in  fig.  204^  i ,  the  second  in  %.     On 

Fig.  204. 
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reversing  the  attachment  of  the  wire  to  the  plates,  the  phenoHiena 
vUl  in  each  case  be  inverted.     By  means  of  a  simple  model,  the 
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direction  of  the  needle  under  any  conditions  may  be  readily  indi- 
cated : — Across  a  square  strip  of  wood  nail  a  cylindrical  piece  at 
right  angles ;  let  the  square  rod  represent  the  magnetic  needle,  the 
round  rod  the  connecting  wire  (fig.  204,  3  and  4),  then  mark 
upoQ  the  square  rod  the  letters  n  and  s,  and  on  the  round  rod^ 
p  and  z,  in  conformity  with  the  rule  just  given :  by  placing  the 
model  in  any  given  position,  the  relative  effect  of  the  wire  upon 
the  needle  under  these  circumstances  will  be  shown. 

Even  the  liquid  part  of  a  voltaic  circuit  acts  thos 
upon  the  magnetic  needle.  This  may  be  shown  bj 
suspending  a  needle,  n  9,  fig.  205,  by  means  of  a  fibre 
of  silk,  over  a  dish  of  diluted  sulphuric  acid.  On  one 
side  of  this  dish  a  zinc  plate,  z,  is  inserted,  on  the  other, 
a  plate  of  platinum,  p.  The  needle  must  be  placed  so 
that  one  of  its  ends  may  point  towards  one  plate,  and 
the  oth^r  end  towards  the  other  plate.  If  the  two 
plates  be  now  connected  by  a  wire,  as  shown  in  the 
figure,  the  needle  will  be  deflected,  and  will  place 
itself  nearly  parallel  to  the  metallic  plates. 

(254)  The  Galvanometer, — Since  every  part 
of  the  circuit  acts  equally  upon  the  needle, 
and  since  it  is  possible  to  make  several 
parts  act  simultaneously  upon  it,  actions  may  be  rendered  percep- 
tible which  would  otherwise  be  too  weak  to  influence  its  motion. 

Fig:  206  will  convey  an  idea  of  the 
principle  upon  which  this  is  effected. 
Suppose  the  wire  connecting  the  plates 
p  and  z  to  be  bent  into  a  loop  with 
parallel  sides.  If  a  magnetic  needle 
be  suspended  between  the  wires,  and 
parallel  to  them,  the  loop  and  the 
needle  being  both  in  the  magnetic 
meridian,  with  the  end  n  pointing  to 
the  north,  the  marked  end  of  the 
needle  would  be  impelled  westward 
under  the  influence  of  the  force  in  the  upper  branch ;  and  as  the 
current  returns  in  the  reverse  direction  through  the  lower  wire, 
this  tendency  of  the  north  end  westward  would  be  doubled.  By 
increasing  the  number  of  coils  which  are  placed  around  the  needle 
parallel  to  each  other,  very  feeble  actions  may  be  rendered  evident. 
An  instrument  constructed  on  this  principle  is  termed  a  galvanO" 
meter  or  rheometer  (or  ^  current  measurer,'  from  ^oew,  to  flow). 

The  sensibility  of  the  galvanometer  inay,  however,  be  still 
further  increased  by  placing  outside  the  coil  a  second  magnetic 
needle,  with  its  poles  reversed ;  the  directive  force  of  the  earth 
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may  be  thus  almost  exactly  neutralized ;  its  attractive  power  upon 
tlie  north  end  of  one  needle  being  almost  exactly  counterbalanced 
by  its  repulsive  action  upon  the  south  end  of  the  needle  which  is 
parallel  to  it.  A  pair  of  needles  thus  arranged  constitutes  ^  what 
is  termed  an  astatic  combination  (from  aoraroQy  unstable).  A 
very  feeble  force  will  be  sufficient  to  drive  one  particular  ex- 
tremity of  such  a  pair  of  needles  to  the  east  or  to  the  west ;  but 
the  second  needle  being  outside  the  coil,  will  be  acted  upon  by 
the  upper  wires  only,  the  lower  ones  being  at  too  great  a  distance 
to  produce  any  sensible  eflfect.  The  action  of  the  upper  wires 
upon  the  needle  above  them  coincides  with  their  action  upon  the 
lower  needle,  with  its  reversed  poles :  and  the  effect  of  a  feeble 
current  is  thus  materially  increased  by  these  combined  actions. 
The  conducting  wire  must  be  covered  with  silk  with  a  view  to 
preserve  each  coil  duly  insulated  from  the  contiguous  ones. 

The  astatic  galvanometer  is  represented  in  fig.  207.  The 
needles,  n  s,  s  n,  are  suspended,  one  within  and  the  other  above 
the  coil  of  wire,  w  w,  by  means  of 
a  fibre  of  silk,  rf,  the  whole  being 
enclosed  within  the  glass  case,  g. 
The  parallelism  of  the  two  needles 
to  each  other  is  maintained  under 
all  circumstances,  by  causing  each 
of  them  to  pass  transversely  through 
the  same  piece  of  straw,  or  by  con- 
necting them  together  by  means  of 
a  piece  of  fine  copper  wire ;  the  fibre 
d  is  attached  to  the  upper  extremity 
of  the  straw  or  the  wire.  By  means 
of  a  screw  at  a,  the  point  of  suspen-  ^ 
sion  of  the  silk   can  be  raised  or 

lowered  without  twisting  it,  so  that  when  the  needles  are  not  in 
use  their  weight  need  not  be  supported  by  the  silk  fibre,  c  c,  is 
a  sheet  of  copper  provided  with  a  graduation  on  its  margin  for 
estimating  the  angular  deviation  of  the  needles ;  b,  A,  are  binding- 
screws  for  connecting  the  extremities  of  the  coil  with  the  wires 
which  transmit  the  current;*  the  apparatus  can  be  levellec[  by  means 
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*  Instead  of  binding-screwB,  it  is  not  uncommon  to  employ  small  tMpa 
containing  mercury  as  the  means  of  completing  the  metallic  communication 
between  the  different  parts  of  the  circuit ;  the  ends  of  the  wires  should  be 
made  perfectly  hright  hefore  immersing  them  in  the  mercury.  Copper  wires 
may  be  easily  amalgamated  superficially  by  scouring  them  with  fine  emery- 
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of  the  screws,  m,  m ;  and  at  /,  a  lever  is  shown  by  which  the  coil 
of  wire  w,  can  be  placed  accurately  parallel  with  the  magnetic 
needles,  so  as  to  make  them  coincide  with  the  zero  of  the  graduated 
circle.  Such  an  instrument  may  be  made  not  only  to  indicate 
the  existence  of  voltaic  action,  but  also  to  measure  its  amount. 
When  the  deviations  of  the  needle  are  small,  not  exceeding  15° 
or  20°,  the  number  of  degrees  of  deviation  gives  nearly  accurately 
the  relative  force ;  but  for  angles  of  greater  magnitude,  this  is 
not  the  case,  because  the  more  the  needle  deviates  from  parallel- 
ism to  the  wire,  the  more  obliquely  and  therefore  the  less  power- 
fully does  the  force  act  which  occasions  its  motion;  and  it 
becomes  necessary  to  determine  the  value  of  the  degrees  by  direct 
experiment.  It  would  require  a  greater  amount  of  power  to  move 
the  needle  from  20°  to  25^,  than  from  10°  to  15° :  and  a  still 
greater  to  produce  a  deviation  from  30°  to  35° ;  but  the  force 
required  in  each  case  is  definite,  and  consequently  may  be  esti- 
mated and  measured.* 

Thomson* s  Reflecting  Galvanometer, — This  is  a  very  sensitive  and  beautiful 
instrument,  which  is  now  used  extensively  for  telegraphic  purposes.  The  indi- 
cating magnet  is  attached  to  the  back  of  a  small  circular  silvered  mirror,  shown 
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separately  at  M,  fig.  208,  the  joint  weight  of  the  two  not  exceeding  1*5  grain 
(o'l  grm.).  The  mirror  and  magnet  are  suspended  by  a  few  fibres  of  unspun 
silk,  in  the,  centre  of  a  helix  of  insulated  wire,  10;  in  the  central  opening  of  the 


tpaper  and  moistening  them  with  a  solution  of  mercuric  nitrate ;  the  perfection 
soi  the  contact  is  thus  ensured. 

*  Melloni's  method  of  graduating  a  galvaQometer  ia  the  following,  quoted 
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eoil  is  placed  a  small  lens ;  the  coil  is  supported  in  a  snitable  frame,  ^,  mounted 
on  levelling  screws.  Upon  a  perpendioular  rod  fiutened  to  the  top  of  this  frame 
a  magnet,  m,  slides  np  and  down,  so  as  to  enable  the  operator  by  its  means  to 
neutralize  the  effect  of  the  earth's  magnetism  upon  the  needle  of  the  galvanometer. 
In  front  of  the  instrument  a  lamp,  l,  is  placed  behind  a  vertical  slit,  s,  which  is 
arranged  at  a  suitable  distance  from  the  galvanometer,  in  a  line  of  the  prolonga- 
tion of  the  axis  of  the  coil  at  y.     The  light  of  the  lamp  passes  through  the  slit,  s, 


by  Tyndall,  p.  ^^^,  of  his  work  on  Heat  considered  as  a  Mode  qf  Motion:-^ 
Two  small  vessels,  v,v,  fig.  209,  are  half  filled 
with  mercury,  and   connected  separately  by  Pio.  209. 

two  short  wires,  with  the  extremities,  o,  o» 
of  the  galvanometer.  The  vessels  and  wire 
thus  disposed  make  no  change  in  the  action 
of  the  instrument,  the  thermoelectric  cur- 
rent being  freely  transmitted  as  before  from 
the  pile  to  the  galvanometer.  But  if,  by 
means  of  a  wire,  f,  a  communication  be 
established  between  the  two  vessels,  part 
of  the  current  will  pass  through  this  wire 
and  return  to  the  pile.  The  quantity  of 
electricity  circulating  in  the  galvanometer 
will  be  thus  diminished,  and  with  it  the  deflection  of  the  needle. 

Suppose,  then,  that  by  this  artifice  we  have  reduced  the  galvanometrio 
deviation  to  its  fourth  or  fifth  part — in  other  words,  supposing  that  the  needle 
bdng  at  10  or  12  degrees  under  the  action  of  a  constant  source  of  heat  placed 
at  a  fixed  distance  from  the  pile,  that  it  descends  to  2  or  3  degrees  when  a  por- 
tion of  the  current  is  diverted  by  the  external  wire ;  I  say  that  by  causing  the 
source  to  act  from  various  distances,  and  observing  in  each  case  the  total 
deflection  and  the  reduced  deflection,  we  have  all  the  data  necessary  to  determine 
the  ratio  of  the  deflections  of  the  needle,  to  the  forces  which  produce  these 
deflections. 

To  render  the  exposition  clearer,  and  to  furnish  at  the  same  time  an 
example  of  the  mode  of  operation,  I  will  take  the  number  relating  to  the  appli- 
cation of  the  method  to  one  of  my  thermo-multiplien. 

The  external  circuit  being  interrupted,  and  the  source  of  heat  being  suf- 
ficiently distant  from  the  pile,  to  give  a  deflection  not  exceeding  5  degrees  of 
the  galvanometer,  let  the  wire  be  placed  from  y  to  v  ;  the  needle  falls  to  1^*5. 
The  connexion  between  the  two  vessels  being  again  interrupted,  let  the  source 
be  brought  near  enough  to  obtain  successively  the  deflections :— > 

5^  Io^  1  j^  20%  25^  30",  ^s""^  40'.  45". 

Interposing  after  each  the  same  wire  between  T  and  y,  we  obtain  tho 
fbllowing  numbers : — 

i^-5»  3^  4'*-5,  6^-3,  8'*-4>  "^'a,  ^^'2^.  22%,  29*^7. 
Assuming  the  force  necessary  to  cause  the  needle  to  describe  each  of  the  first 
degrees  of  the  galvanometer  to  be  equal  to  unity,  we  have  the  number  5  as 
the  expression  of  the  force  corresponding  to  the  first  observation.     The  other 
forces  are  easily  obtained  by  the  proportions  :— 

1*5  J5  =  »-*  =  77I«  =  3'333« 
5 

(that  is  to  say,  one  reduced  current  is  to  the  total  curmit  to  which  it  wat^ 
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and  18  concentrated  by  the  lena  upon  the  mirror,  from  which  it  is  reflected  throngli 
the  lens  upon  the  s<»le,  B ;  this  scale  being  placed  at  a  distance  suited  to  the 
production  upon  its  graduated  surface  of  a  sharp  reflected  image  of  the  slit.  Since 
a  very  slight  angular  deviation  of  the  needle  causes  the  spot  of  light  to  traverse 


spends,  as  any  other  reduced  current  is  to  its  corresponding  total  current), 
where  a  represents  the  deflection  when  the  exterior  circuit  is  dosed*  We 
thus  obtain— > 

5,  lo,  15-2,  21,  28,  37-3, 

for  the  forces  corresponding  to  the  deflections— 

5^  io\  15°,  %o\  2j%  30^ 

In  this  instrument,  therefore,  the  forces  are  sensibly  proportional  to  the  arcs, 
up  to  nearly  rj  degrees.  Beyond  this  tlie  proportionality  ceases,  and  the 
divergence  augments  as  the  arcs  increase  in  size. 

The  forces  belonging  to  the  intermediate  degrees  are  obtained  with  great 
ease  either  by  calculation  or  by  graphical  construction,  which  latter  is  suf- 
ficiently accurate  for  these  determinations.     By  these  means  we  find — 

Degrees  ...  13*  14**  ij**  i6*  i;'  i8*  19**  20**  21** 
Forces  ...  13  14-1  15*2  16-3  17*4  i8*6  19*8  21  22*3 
Differences  I'l       I'l       I'l       i*i       i'2       1*2      \"i      v^ 

Degrees  ...  22**  23**  24**  25**  26**  27^  28*  29^  30* 
Forces  ...  23-5  24-9  26-4  28  297  31-5  33-4  3$'^  37-3 
Differences  1*4       i*^       i'6     17       i*8       1*9      19        2 

In  this  table  we  do  not  take  into  account  any  of  the  degrees  preceding  the 
13th,  because  the  force  corresponding  to  each  of  them  possesses  the  same 
value  as  the  deflection. 

The  forces  corresponding  to  the  first  30  degrees  being  known,  nothing  is 
easier  than  to  determine  the  values  of  the  forces  corresponding  to  35,  40,  45 
degrees,  and  upwards. 

The  reduced  deflections  of  these  three  arcs  1 


I  j'-3,  22*-4.  ^9  7. 
Let  us  consider  them  separately,  commencing  with  the  first.  In  the  first 
place,  then,  15  degrees,  according  to  our  calculation,  are  equal  to  15*2;  we 
obtain  the  value  of  the  decimal  0*3  by  multiplying  this  fraction  by  the  diffe- 
rence I'l,  which  exists  between  the  15th  and  i6th  degrees;  for  we  have 
evidently  the  proportion — 

I  ;  i*i  =  o'3  :  af  =  o*3. 

The  value  of  the  reduced  deflection  corresponding  to  the  35th  degree  will 
not  therefore  be  i5®-3,  but  i  j'*'2  +  o*'*3  =  i  j^^'j.  By  similar  considerations  we 
find  23°-5-f  o**-6  =  24*'-i  instead  of  22°-4,  and  36^7  instead  of  29^7  for  the 
reduced  deflections  of  40  and  45  degvees. 

It  now  only  remains  to  calculate  the  forces  belonging  to  these  three  de- 
flections— 15°*5,  24***i,  and  36°7 — by  means  of  the  expression  y^^^  a;  this 
gives  us— 

The  forces     517       80-3       122*3 

For  the  degrees     ...     35°        40'        45* 

Comparing  these  numbers  with  those  of  the  preceding  table,  we  see  that  the 
sensitiveness  of  our  galvanometer  diminishes  considerably  when  we  use  de- 
flectbns  greater  than  30  degrees. 
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the  entire  length  of  the  scale,  the  equidistant  graduations  may  be  taken  as  exactly 
proportional  to  the  power  of  the  current. 

(255)  Allusion  has  already  been  made  to  the  physiological 
action  of  the  current,  in  consequence  of  which,  if  a  living  animal^ 
or  a  part  of  one  recently  killed,  such  as  the  limb  of  a  frog,  be 
included  between  a  pair  of  plates,  muscidar  contractions  are  pro- 
duced ;  similar  effects  occur  if  a  portion  of  the  human  body,  such 
as  the  tip  of  the  tongue,  be  included  between  two  interrupted 
points  of  the  conducting  wire.  But  in  addition  to  the  heating, 
magnetic,  and  physiological  effects,  another  remarkable  series  of 
phenomena,  those  of  chemical  decomposition,  may  be  exhibited  at 
the  interrupted  points  of  the  conducting  wire.  These,  however, 
are  more  distinctly  shown  when  a  number  of  pairs  of  plates  is 
employed. 

(256)  The  Voltaic  Pile, — In  prosecuting  the  experiments  of 
Galvani,  Volta  discovered  that  by  using  a  ntunber  of  similar 
metallic  pairs  moistened  by  a  saline  or  by  a  feebly  acid  Uquid, 
many  of  the  effects  abeady  described  were  greatly  increased ;  and 
in  the  year  1800  he  published  a  description  of  the  apparatus 
which  he  had  contrived,  and  which  has  perpetuated  the  name  of 
its  inventor  under  the  designation  of  the  Voltaic  Pile.  This  im- 
portant instrument  is  represented  in  fig.  210. 
It  consists  of  a  succession  of  pairs  of  plates 
of  two  dissimilar  metals,  such  as  zinc,  z,  and 
copper,  c,  or  zinc  and  silver,  each  pair  being 
separated  on  either  side  from  the  adjacent 
pairs  by  pieces  of  card  or  of  flannel,  f,  mois- 
tened with  salt  and  water,  or  with  very  weak 
acid :  these  plates  may  be  supported  by  a 
frame  of  dry  wood.  The  effects  produced  by 
such  an  apparatus  were  soon  seen  to  be  of  an 
electrical  character.  K  the  ends  of  the  pile  or 
the  wires  connected  with  them  were  touched, 
one  with  each  hand  previously  moistened,  a 
sensation  similar  to  that  of  the  electric  shock 
was  experienced.  Sparks  could  be  obtained  between  two  pieces  of 
charcoal  attached  to  the  ends  of  thfe  wires ;  divergence  of  the  gold 
leaves  of  the  electroscope  was  produced  when  one  wire  touched  the 
cap  of  the  instrument,  whilst  the  other  wire  was  in  communication 
with  the  earth;  and  other  electrical  effects  were  obtained.  In 
arranging  the  plates  of  metal  it  is  necessary  strictly  to  observe  a 
certain  order  in  their  succession ;  thus,  if  a  plate  of  zinc  with  a  wire 
attached  to  it  form  the  bottom  of  the  pile^  a  piece  of  wet  flannel 


Fig.  310. 
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must  be  placed  upon  it,  then  a  piece  of  copper,  then  a  piece  of 
zinc,  then  flannel,  then  copper,  then  zinc,  then  flannel,  and  so  on, 
till  the  pile  terminates  at  the  top  with  a  plate  of  copper  to  which 
a  wire  is  attached.  By  soldering  together  the  zinc  and  copper 
in  pairs,  a  considerable  improvement  is  eflfected;  complete  contact 
of  the  two  metals  is  insured,  and  the  apparatus  can  be  mounted 
with  more  rapidity.  Many  practical  inconveniences,  however, 
are  experienced  when  the  instrument  is  mounted  in  the  form  of  a 
pile :  the  liquid  in  the  flannel  soon  loses  the  power  of  acting 
chemically  on  the  zinc,  and  the  activity  of  the  combination 
declines  rapidly. 

Another  more  efiectual  arrangement  adopted  by  Volta  is  shown 
in  fig.  211  j  he  termed  it  the  Crown  of  Cups.     In  this  form,  the 
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liquid  in  the  cell  corresponds  to  the  moist  flannel  of  the  pile,  and 
the  zinc  of  one  cell  being  connected  with  the  copper  of  the  adjacent 
cell,  the  arrangement  corresponds  exactly  with  that  of  the  pile, 
where  the  zinc  is  on  one  side  of  the  flannel,  whilst  the  copper  in 
contact  with  the  other  surface  of  the  flannel  communicates  with  the 
zinc  touching  the  flannel  next  above  it,  and  so  on.  Other  more 
eflftcient  forms  of  the  voltaic  battery  will  be  described  further  on. 

The  Conditions  required  to  produce  Voltaic  Action. 

(257)  Electric  Disturbance  by  Contact  of  Dissimilar  Metals. — 
Having  in  the  foregoing  remarks  traced  the  voltaic  phenomena  to 
a  modification  of  electricity,  we  may  now  proceed  to  examine  more 
particularly  the  conditions  under  which  they  occur. 

It  was  early  observed  by  Volta  that  when  two  different  metals^ 
properly  insulated,  are  brought  into  contact,  and  then  separated 
by  means  of  insulating  handles,  each  plate  exhibits  signs  of  elec- 
tricity which  may  be  detected  by  a  sensitive  electroscope  such  as 
Bohnenberger^s  {note,  §  298).  The  more  oxidizable  metal  is  found 
to  be  positive,  while  the  less  oxidizable  metal  is  negative.  If  zinc 
filings  be  sifted  through  a  piece  of  insidated  copper-wire  gauze 
upon  the  cap  of  a  gold-leaf  electroscope,  the  leaves  of  the  instru- 
ment will  diverge.     On  approaching  the  electroscope  with  an 
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excited  stick  of  sealing-wax  the  leaves  will  collapse^  thus  proving 
that  the  zinc  filings  have  acquired  positive  electricity.  If  copper 
filings  be  sifted  through  zinc  gauze^  the  filings  will  be  found  to 
be  negative.  The  various  metals  may,  with  reference  to  these  • 
electric  actions,  be  arranged  in  a  series  in  which  those  first  in 
order  become  positive  by  contact  with  all  those  that  follow,  and 
negative  with  all  those  that  precede  :  for  example,  potassium,  zinc, 
iron,  lead,  tin,  copper,  mercury,  silver,  gold,  platinum.  This,  it 
may  be  observed,  is  merely  the  order  of  the  oxidability  of  the  dif- 
ferent metals,  and  Delarive  contends  with  great  probability  that 
the  development  of  electricity  in  Volta^s  experiment  is  due  to  an 
excessively  minute  oxidation  produced  by  the  moisture  of  the  air 
upon  the  plate  which  becomes  positive,  though  the  experiments  by 
which  he  attempts  to  prove  the  point  are  not  absolutely  con- 
clusive. 

It  was  originally  maintained  by  WoUaston  that  the  electricity 
developed  in  the  ordinary  machine  when  an  amalgam  is  used  for 
exciting  the  action  of  the  rubber,  was  produced  mainly  by  the 
chemical  act  of  oxidation  exerted  by  the  atmosphere  upon  the 
metal.  But  this  view  is  shaken  by  the  experiments  of  Peclet,  who 
excited  his  electrical  machine  in  a  vessel  filled  successively  with 
dry  carbonic  anhydride  and  dry  hydrogen,  and  he  found  that  in 
these  gases  as  much  electricity  was  evolved  as  when  the  same 
machine  was  surrounded,  cateris  paribus j  by  dry  air.  Talc  and 
plumbago  may  also  be  used  with  good  eflect  upon  the  rubber  as 
substitutes  for  the  amalgam,  though  no  effect  of  oxidation  can  be 
supposed  to  occur  when  these  bodies  are  employed. 

Volta  regarded  the  interposed  liquid  of  his  pile  in  the  light 
merely  of  an  imperfect  conductor  which  allowed  induction  to  take 
place  through  it,  the  electrical  equilibrium  being  perpetually  dis- 
turbed by  the  contact  of  the  two  metals ;  and  he  overlooked  the 
chemical  changes  which  the  liquid  is  constantly  undergoing. 

(258)  Chemical  ^Action  essential  to  the  Production  of  Voltaic 
Action, — It  is  now  known  that  chemical  changes  are  essential  to 
the  production  of  the  force.  Contact  of  dissimilar  substances,  it 
is  true,  is  necessary  to  the  voltaic  action ;  because  without  contact 
there  can  be  no  chemical  action.  Such  contact  produces  dis- 
turbance of  the  electric  equilibrium  in  the  bodies  which  are  brought 
together,  and  thus  occasions  a  state  of  tension  or  polarity  which 
always  precedes  the  discharge.  Chemical  action,  by  renewing 
these  contacts  and  by  furnishing  appropriate  conductors  to  the 
electricity  thus  accumulated,  maintains  the  action  and  accurately 
measures  its  amount ;  and  until  chemical  action  occurs  no  current 
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is  produced.  The  following  experiment  may  be  cited  in  illustra- 
tion of  this  point: — Let  an  iron  wire  be  connected  with  one 
extremity  of  a  galvanometer  of  moderate  sensibility^  and  a  pla- 
tinum wire  with  the  other  extremity;  immerse  the  ends  of  the 
wires  in  highly  concentrated  nitric  acid  (sp.  gr.  about  1*45), 
without  allowing  them  to  touch  each  other  in  the  liquid;  no 
chemical  action  will  occur  upon  the  iron^  and  no  movement  of 
the  magnetic  needle  will  be  produced ;  but  the  addition  of  a  little 
water  will  determine  a  rapid  solution  of  the  iron  in  the  acid^  and 
the  needle  will  receive  a  powerful  impulse  at  the  same  moment 
that  the  chemical  action  commences. 

(259)  Polarization  and  Transfer  of  the  Elements  of  the  Liquid. 
— ^The  simple  occurrence  of  brisk  chemical  action  is  not  alone 
sufficient  to  produce  a  powerful  voltaic  effect.  The  metals  are  all 
excellent  conductors  of  electricity,  and,  in  combining  with  each 
other  to  form  alloys,  they  often  give  evidence  of  intense  chemical 
action,  but  they  do  not  produce  any  adequate  voltaic  effect.  For 
example,  if  a  small  quantity  of  tin  be  placed  in  a  tube  bent  into 
the  form  of  the  letter  U,  and  be  melted  by  the  heat  of  a  spirit- 
lamp,  and  it  be  connected  on  one  side  with  the  wire  of  a  galvano- 
meter, which  is  introduced  into  the  melted  metal  in  one  limb  of 
the  tube,  whilst  into  the  second  limb  of  the  tube  a  platinum  wire, 
connected  with  the  other  extremity  of  the  galvanometer,  is  plunged, 
the  platinum  will  unite  with  the  tin  with  incandescence,  but  after 
the  first  moment  of  contact  but  a  slight  deviation  of  the  magnetic 
needle  will  be  observed,  although  a  brisk  chemical,  action  is  con- 
tinued for  several  seconds.  A  solution  of  the  elementary  bodies, 
chlorine  or  bromine,  when  used  as  the  liquid  between  the  plates, 
although  it  acts  powerfully  on  the  zinc,  produces  by  no  means  a 
proportionate  effect  in  the  circuit. 

In  order  that  the  liquid  shall  possess  any  marked  power  of 
exciting  voltaic  action,  it  must  be  a  comppund  susceptible  of 
decomposition  by  one  of  the  metals,  such,  for  instance,  as  dilute 
sulphuric,  hydrochloric,  or  hydriodic  acid,  or  a  saline  substance, 
such  as  sodic  chloride  or  potassic  iodide.  This  necessity  for  the 
employment  of  a  compound  liquid  for  exciting  the  force,  appears 
to  arise  from  the  necessity  of  a  peculiar  polarization  in  the  liquid 
in  order  to  enable  it  to  transmit  the  voltaic  action.  Indeed,  in 
all  voltaic  actions  the  transfer  of  power  is  effected  by  a  polar 
influence,  propagated  through  both  the  solid  and  the  liquid  par- 
ticles of  the  circuit,  and  the  chain  of  conducting  material  must 
be  continuous  throughout,  so  that  the  force  shall  circulate. 

This  process  of  polarization  may  be  conceived  to  occur  in  the 
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following  manner^  which  offers  an  explanation  of  the  mode  in 
which  the  platinum  (or  the  plate  of  metal  which  corresponds  to 
platinum)  may  be  supposed  to  act : — ^When  a  plate  of  pure  zinc 
or  of  amalgamated  zinc  is  immersed  in  a  compound  liquid^  which^ 
like  a  solution  of  hydrochloric  acid  (HCl),  is  capable  of  attack- 
ing it  chemically^  the  metal  at  the  points  of  contact  becomes 
positively  electrified,  whilst  the  distant  portion  becomes  negative. 
The  layer  of  liquid  in  contact  with  the  zinc  undergoes  polarization^ 
which  affects  each  molecule  of  its  chemical  constituents ;  the  par- 
ticles of  chlorine  (C)  become  negative,  and  the  particles  of  hydro- 
gen (H)  positive :  but  in  this  form  of  the  experiment  there  is  no 
communication  between  the  distant  negative  part  of  the  zinc  and 
the  positively  electrified  particles  of  hydrogen;  consequently, 
beyond  the  production  of  this  state  of  electric  tension,  no 
change  ensues.  This  condition  is  represented  in  fig.  212  (i). 
Sut  the  case  is  entirely  altered  if  a  plate  of  platinum,  or  of  some 
other  metal  which  is  not  easily  acted  upon  by  the  acid,  be  intro- 
duced, and  made  to  touch  the  zinc.  By  contact  with  the  zinc  the 
platinum  itself  becomes  polarized ;  it  imparts  a  certain  amount  of 
positive  electricity  to  the  zinc,  and  receives  a  portion  of  negative 
in  return,  and  transmits  the  polar  action  to  the  liquid.  A  chain  of 
jK)larized  particles  is  thus  produced,  as  represented  in  fig.  ziiz  (2); 

Fig.  2X2. 


the  chlorine  of  the  particle  of  HCl  nearest  the  ziuc  becomes  nega- 
tive imder  the  influence  of  the  chemical  attraction  which  exists 
"between  it  and  the  zinc,  and  the  hydrogen  becomes  positive :  the 
second  and  third  particles  of  HCl  become  similarly  electrified  by 
induction ;  but  the  platinum,  under  the  influence  of  the  induction 
of  the  zinc,  being  negative,  is  in  a  condition  to  take  up  the  posi- 
tive electricity  of  the  contiguous  hydrogen.  The  action  now  rises 
high  enough  to  enable  the  zinc  and  the  chlorine  to  combine 
chemically  with  each  other :  the  zincic  chloride  thus  produced  is 
dissolved  by  the  Uquid,  and  is  removed  from  farther  immediate 
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action  ;  but  the  particle  of  hydrogen  nearest  the  zinc  now  seizes 
the  oppositely  electrified  chlorine  which  lies  next  to  it,  and  a  new 
portion  of  hydrochloric  acid  is  reproduced,  whilst  the  hydrogen  in 
the  second  particle  of  the  acid  is  transferred  to  the  chlorine  of  the 
adjacent  particle,  and  the  particle  of  hydrogen  which  terminates 
the  row  is  electrically  neutralized  by  its  action  upon  the  platinum^ 
to  which  it  imparts  its  excess  of  positive  electricity,  and  imme- 
diately escapes  in  the  form  of  gas.  Fresh  particles  of  hydro- 
chloric acid  continually  supply  the  place  of  those  which  have 
undergone  decomposition,  and  in  this  way  a  continuous  action  is 
maintained.  Thus  the  transfer  of  electricity  from  particle  to 
particle  of  the  liquid  is  attended  at  the  same  instant  by  a  transfer 
of  the  constituents  of  the  liquid  in  opposite  directions. 

These  changes  are  not  successive,  but  are  simultaneous  in  each 
vertical  section  of  the  liquid,  and  are  also  attended  with  corre- 
sponding changes  at  all  points  of  the  entire  circuit.  These  changes 
when  continued  uninterruptedly  constitute  what  is  conveniently 
termed  a  voltaic  current.  This  term,  '  current,'  is  in  general  use, 
but  it  should  be  borne  in  mind  that  it  is  in  this  sense  employed 
merely  to  signify  the  continuous  transmission  of  force,  not  of  any 
material  substance.  In  every  voltaic  current  it  is  assumed  that  a 
quantity  of  negative  electricity,  equal  in  amount  to  that  of  the 
positive  set  in  motion,  is  proceeding  along  the  wire  in  a  direction 
opposed  to  that  in  which  the  positive  electricity  is  travelling ;  and 
it  is  conceived  that  by  the  perpetual  separation  and  recombination 
of  the  two  electricities  in  the  wire,  its  heating  and  other  effects  are 
produced.  Tn  order  to  avoid  confusion,  however,  whenever  the 
direction  of  the  voltaic  current  is  referred  to,  the  direction  of  the 
positive  current  alone  is  indicated. 

The  polarization  of  the  metallic  and  liquid  particles  composing  a  circuit  when 
zinc  is  placed  in  an  acid,  or,  in  other  words,  the  occurrence  of  electric  tension  as 
a  preliminary  to  the  passage  of  the  Yoltaio  current,  may  he  shown  hy  the  following 

experiment  (Gassiot).  A  plate  of 
platinum,  F,  fig.  213,  and  another 
of  unalgamated  zinc,  z,  are  im- 
mersed in  dilute  sulphuric  acid,  and 
the  wire  which  proceeds  from  each 
is  insulated  and  connected  with  the 
two  gilt  disks,  a,  b,  of  the  electro- 
scope, E ;  these  disks  are  insulated 
from  each  other  and  from  the 
ground  hy  the  glass  of  the  appara- 
tus ;  they  slide  easily  to  and  fro  in 
the  sockets,  and  can  he  brought 
within  a  quarter  of  an  inch  (6°*™')» 
or  less  of  each  other;  a  single  gold 


Fig. 
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leaf,  momited  as  in  the  ordinary  electroscope,  suspended  midway  is  between 
them:  now  if  the  positive  end  of  a  I>elac's  pile  (298),  d,  be  brought  near 
the  cap  of  the  instrument,  the  gold  leaf  will  approach  the  disk  a,  which  is 
connected  with  the  zinc  plate ;  the  leaf  becomes  positive  by  induction  from  the 
positive  end  of  the  pile,  and  is  therefore  attracted  by  the  negatively  electrified 
disk  a,  but  if  the  opposite  end  of  the  pile  d,  which  is  charged  with  negative  elec- 
tricity, be  presented,  the  gold  leaf  becomes  negative,  and  is  attracted  by  the 
positively  electrified  disk  b,  which  is  in  connexion  with  the  platinum  plate.  The 
amount  of  the  electric  tension  increases  in  proportion  as  the  number  of  pairs  is 
increased.  Grassiot  found  with  a  battery  of  400  pairs  of  Grove's  cells,  each  cell 
being  carefully  insulated,  that  a  succession  of  sparks  passed  between  the  terminals 
-when  brought  very  near  to  each  other ;  and  if  each  end  of  the  battery  was  con- 
nected with  a  gold-leaf  electroscope,  the  leaves  of  each  electroscope  diverged 
powerfully,  the  wire  in  connexion  with  the  platinum  plate  furnishing  positive, 
that  with  the  zinc  plate,  negative  electricity.  (299.) 

(260)  Energy  of  the  Current  proportionate  to  the  Chemical 
Activity, — In  order  to  produce  a  current,  the  two  metals  which 
are  employed  must  be  acted  upon  by  the  exciting  liquid  with  dif- 
ferent degrees  of  rapidity: — when,  for  instance,  two  similar  slips 
of  zinc,  or  of  any  other  metal,  are  opposed  to  each  other,  no  cur- 
rent is  excited.  The  galvanic  action  is  strongest  between  two 
metals  upon  which  the  chemical  action  of  the  components  of  the 
exciting  liquid  differs  most  widely :  for,  from  what  has  been  already 
stated,  it  is  evident  that  two  strips  of  zinc  would  tend  to  produce 
polarization,  and  subsequently  currents  of  equal  intensity,  in  op- 
posite directions,  so  that  the  two  woidd  necessarily  neutralize  each 
other.  When  zinc  is  opposed  to  tiu,  a  current  is  produced,  set- 
ting out  through  the  liquid  from  the  zinc  to  the  tin ;  zinc  and 
copper  give  rise  to  a  stronger  current  in  the  same  direction; 
whilst  between  zinc  and  platinum  the  current  is  still  more  power- 
ful; and  between  potassium  and  platinum  the  action  attains  its 
maximum.  By  forming  an  amalgam  of  potassium,  this  last-men- 
tioned experiment  admits  of  easy  performance;  for  it  has  been 
found  that  the  voltaic  relations  of  all  amalgams  are  the  same  as 
those  of  the  more  oxidizable  metal  whi(ih  they  contain.  A  good 
deal  of  the  potassium  is  oxidized  by  what  is  termed  local  action, 
without  contributing  in  any  way  to  the  production  of  the  current. 
The  distinction  between  local  action  and  action  which  contributes 
to  the  voltaic  effect  is  important,  and  may  be  illustrated  by  the 
difference  in  action  of  diluted  sulphuric  acid  upon  a  slip  of  ordi- 
nary zinc  and  upon  a  slip  of  zinc  from  the  same  sheet  which  has 
been  amalgamated :  in  the  first  case  rapid  solution  of  the  metal 
will  occur  although  the  connexion  with  the  platinum,  plate  may 
remain  incomplete ;  in  the  second,  the  zinc  will  be  attacked  only 
when  the  circuit  is  completed ;  but  the  unamalgamated  zinc  will 
produce  no  greater  voltaic  effect  than  an  equal  slip  of  the  metal 
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whicli  has  been  properly  amalgamated.  In  no  instance  is  the 
force  in  circulation  increased  by  the  local  action  on  the  plates^ 
whatever  be  the  nature  of  the  metal. 

Wheatstone  has  devised  a  method  (274)  of  measuring  the 
amount  of  the  electro^motive  force,  or  energy  of  the  voltaic  power^ 
produced  by  any  combination ;  and  he  has  by  this  means  proved 
conclusively  that  this  energy  depends  upon  the  intensity  of  the 
chemical    action  between  the  elements  of  the   liquid   and  the 
metals  which  compose  the  circuit.      He  has  shown  that  if  any 
three  of  these  dissimilar  metals  be  taken  in  their  electrical  order 
and  be  formed  in  pairs  into  separate  circuits,  the  force  generated 
by  a  combination  of  the  two  extreme  metals  of  the  series  is  equal 
to  the  sum  of  the  forces  developed  when  the  intermediate  metal  is 
separately  combined  with  each  of  the  other  two  in  succession. 
For  example;  the  voltaic  energy,  or  electro-motive  force  excited 
between  platinum  and  an  amalgam  of  potassium  may  be  repre- 
sented by  the  number  69 :   the  electro-motive  force  between  pla- 
tinum and  zinc,  expressed  in  terms  of  a  similar  standard,  is  equal 
to  40 ;  and  in  a  similar  experiment  between  zinc  and  potassium, 
where  zinc  acted  the  part  of  a  negative  metal  towards  the  potas* 
sium,  the  number  obtained  was  29.     Now 

the  amount  of  force  between  platinum  and  zinc    =  40 
the  amount  of  force  between  zinc  and  potassium  =  29 

the  two  taken  together   =  69 

and  this  number,  69,  is  identical  with  that  obtained  by  opposing 
platinum  to  the  amalgam  of  potassium. 

(261)  Direction  of  the  Current  dependent  on  the  Direction  of 
the  Chemical  Action. — ^In  all  these  cases  the  positive  electricity  sets 
out  from  the  more  oxidizable  metal,  which  may  be  termed  the 
positive,  or  generating  plate,  and  traverses  the  liqmd  towards  the 
less  oxidizable  metal  which  forms  the  negative  or  conducting 
plate :  from  the  conducting  plate  the  force  is  transferred  to  the 
wire,  and  thence  in  turn  to  the  generating  plate ;  and  in  this  way 
the  circuit  is  completed.  Unless  this  circulation  can  take  place, 
all  the  phenomena  of  voltaic  action  are  suspended.  Since  the 
chemical  action  of  any  combination  is  thus  always  in  one  uniform 
direction,  the  motion  of  a  magnetic  needle  under  its  influence  is 
equally  uniform ;  the  amount  of  force  which  is  thrown  into  cir- 
culation, whether  it  be  measured  by  its  magnetic  or  by  its  heating 
effects,  is  proportioned  to  the  quantity  of  the  positive  metal  which 
is  dissolved  in  a  given  time. 
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Every  liquid  which  is  active  in  exciting  a  voltaic  current  may 
be  regarded  as  consisting  of  two  groups  of  substances,  one  of 
which  attacks  the  generating  or  positive  plate,  and  may  be  termed 
file  electro-negative  constituent  of  the  liquid,  whilst  the  other  is 
transferred  to  the  conducting  or  negative  {date,  and  constitutes  the 
electro-positive  constituent. 

The  elementary  bodies  have  indeed  been  classified  upon  tl^ 
principle  into  electro-positive  and   electro-negative  substances  ; 

EkcirO'Chemical  Order  of  the  Principal  Elements, 


Electro-negative. 

Oxygen 

Sulphur 

Selenium 

Nitrogen 

Fluorine 

Chlorine 

Bromine 

Iodine 

Phosphorus 

Arsenicum 

Chromium 

Vanadium 

Molybdenum 

Tungsten 

Boron 

Carbon 

Antimony 

Tellurium 

Titanium 

Silicon 

Hydrogen. 


Gold 

Platinum 

Palladium 

Mercury 

Silver 

Copper 

Bismuth 

Tin 

Lead 

Cadmium 

Cobalt 

Nickel 

Iron 

Zinc 

Manganese 

Uranium 

Aluminum 

Magnesium 

Calcium 

Strontium 

Barium 

Lithium 

Sodium 

Potassium. 

Electro-positive. 


hydrogen  and  most  of  the  metals  being  electro-positive ;  oxygen, 
chlorine,  and  other  substances  of  this  nature  being  electro-negative. 
In  the  preceding  table  the  more  important  of  the  elements  are 
arranged  in  their  electro-chemical  order  on  the  authority  of  Berze- 
lius.  It  has  been  remarked  that  the  more  strongly  electro-positive 
metals  crystallize  in  forms  belonging  to  the  regular  system,  whilst 
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the   non-metallic  elements^  and    those   metals  which  are  most 
electro-negative^  crystallize  generally  in  other  forms. 

It  is  probable  that  the  order  here  followed  is  not  exactly  cor- 
rect.    Fluorine^  and  chlorine^  perhaps^  ought  to  stand  at  the  head 
of  the  list ;  there  is  no  doubt  that  hydrogen  should  stand  much 
nearer  to  potassium ;  and  according  to  late  experiments  aluminum 
slK)uld  take  its  place  between  lead  and  cadmium.     It  is  also  cer* 
tain  that  the  elements  do  not  under  all  circumstances  maintain 
the  same  relative  order,  but  that  in  particular  cases  the  order  is 
altered:    for  example^  in  strong  nitric  acid^  iron  is  nearly    as 
electro-negative    as    platinum ;    again^  a  metal  may  be  electro- 
positive when  it  forms  the  basyl  of  a  salt^  but  electro-negative  when 
associated  with  the  elements  of  the  acid  constituent.     Indeed  it 
may  be  laid  down  as  an  invariable  rule  that  whenever  the  chemical 
action  is  inverted  the  direction  of  the  current  is  inverted  also. 
The  voltaic  order  of  the  metals  given  above  is  that  which  is  observed 
when  dilated  acijds  are  used  as  the  exciting  liquids^  but  it  by  no 
means  represents  the  order  in  which  they  stand  when  the  current  is 
excited  by  the  use  of  a  caustic  alkaline  solution  or  a  sulphide  of 
the  alkaline  metals.     This  point  is  well  exempUfied  in  the  follow- 
ing results  given  by  Faraday  {Phil.  Trans.,  1840,  p.  113).     The 
metals  which  stand  first  on   each  list  are  negative  to  all  those 
which  follow  them.     The  place  of  iron  in  the  strong  nitric  acid  is 
that  which  it  shows  immediately  on  immersion ;  it  becomes  much 
more  powerfully  electro-negative  afterwards : — 


Dilute 

Sulphnrio 

Add. 

Dflate 
Nitric  Acid. 

Dilate 

Hydrochloric 

Acid. 

Nitric  Add 
Bp.  Or.  1-48. 

Solation 
ofOaastio 
Potash. 

Yellow 
Sulphide  of 

Silver 

Copper 

Antimony 

Bismuth 

Nickel 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Silver 

Copper 

Antimony 

Bismuth 

Nickel 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Antimony 

Silver 

Nickel 

Bismuth 

Copper 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Nickel 

Silver 

Antimony 

Copper 

Bismuth 

Iron 

Tin 

Lead 

Zinc 

Cadmium 

Silver 

Nickel 

Copper 

Iron 

Bismuth 

Lead 

Antimony 

Cadmium 

Tin 

Zinc 

Iron 

Nickel 

Bismuth 

Antimony 

Lead 

Silver 

Tin 

Cadmium 

Copper 

Zinc 

The  relative  size  of  the  generating  and  conducting  plates  has 
no  influence  upon  the  direction  of  the  current,  which  sets  in  as 
certainly  through  the  liquid  from  a  square  centimetre  of  zinc  to  a 
square  metre  of  copper  as  from  a  square  metre  of  zinc  to  a  square 
centimetre  of  copper.  The  spread  of  this  force  may  be  traced  in 
an  interesting  manner  by  substituting  a  solution  of  cupric  sulphate 
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for  sulphuric  acid  as  a  part  of  the  exciting  liquid ;  copper  will  be 
thrown  down  instead  of  hydrogen,  and  by  its  colour  and  thickness 
•will  very  accurately  indicate  the  extent  and  direction  of  the  action. 
The  experiment  is  easily  made  by  taking  advantage  of  a  property  possessed 
by  porous  diaphragms,  in  consequence  of  which,  a  piece  of  any  animal  membrane, 
or  of  unglazed  earthenware,  which  can  be  thoroughly  wetted  by  the  liquids,  will 
allow  the  current  to  traverse  it  without  opposing  any  material  obstruction  to  its 
passage.  Diluted  sulphuric  acid  may  thus  be  employed  upon  one  side  of  the 
diaphragm,  and  a  solution  of  cupric  sulphate  upon  the  other  side:  under  these 
circumstances  a  current  would  be  freely  transmitted,  whilst 
the  two  liquids  would  be  prevented  from  intermingling.  Fio.  214. 

For  example,  let  a  piece  of  bladder,  b,  fig.  214,  be  tied 
firmly  over  the  lower  end  of  a  wide  tube  open  at  both  ex- 
tremities; place  some  diluted  sulphuric  acid,  A,  in  the 
tube,  and  suspend  a  rod  of  amalgamated  zinc,  z,  in  its 
axis;  support  the  tube  so  that  its  lower  end  shall  dip 
beneath  the  surface  of  a  solution  of  cupric  sulphate,  s,  con- 
tained in  a  shallow  glass  dish,  upon  the  bottom  of  which 
rests  a  sheet  of  copper,  c:  on  connecting  the  zinc  and 
copper  by  the  wire,  w,  voltaic  action  will  ensue,  and  a 
deposit  of  metallic  copper  will  be  produced  upon  the  plate,  c.  It  will,  however, 
be  observed  that  this  deposit  does  not  take  place  uniformly  over  the  surface  of 
the  sheet  c,  but  that  it  commences  in  the  centre  in  a  circular  form;  the  layer  of 
copper  shows  itself  first  at  the  point  immediately  beneath  the  extremity  of  the 
zinc  rod,  and  it  is  at  this  point  that  the  greatest  thickness  of  the  deposit  occurs ; 
it  gradually  becomes  thinner  towards  the  circumference  of  the  circle,  which, 
however,  continues  to  increase  in  diameter  as  the  experiment  proceeds,  until,  if 
sufficient  time  be  allowed,  the  plate  is  covered  with  reduced  copper. 

Whilst  a  metal  is  thus  rendered  electro-negative  by  voltaic  ac- 
tion^ it  is  no  longer  liable  to  the  ordinary  action  of  chemical  agents* 
A  beautiful  application  of  this  principle  was  made  by  Davy  to  the 
prevention  of  the  corrosion  of  the  copper  sheathing  of  ships  by  the 
action  of  sea  water.  Copper  is  the  material  best  adapted  to  pre- 
serve the  timbers  of  the  ship  from  the  attacks  of  marine  insects 
and  boring  animals ;  but  this  metal^  when  subjected,  under  ordi- 
nary circumstances,  to  the  combined  influence  of  the  salts  dissolved 
in  sea  water  and  of  the  atmospheric  air  which  it  also  holds  in  solu- 
tion, experiences  corrosion,  which  in  the  course  of  a  few  years  ren- 
ders it  necessary  to  renew  the  copper.  It  was,  however,  discovered 
by  Davy,  that  by  placing  pieces  of  zinc,  or  of  cast-iron,  in  contact 
with  the  copper  under  water,  this  corrosion  could  be  prevented ; 
and  that  a  surface  of  zinc,  not  exceeding  -y-J-o  of  that  exposed  by 
the  copper,  was  adequate  to  the  entire  protection  of  the  copper, — 
the  whole  of  the  chemical  action  being  transferred  to  the  zinc ;  and 
that  even  when  the  surface  of  zinc  was  reduced  until  it  was  only 
equal  to  two  of  that  of  the  copper,  a  considerable  preservative 
effect  was  experienced.  But  the  very  success  of  the  experiment 
in  the  direction  anticipated^  created  difficulties  of  another  kind; 
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earthy  matters,  consisting  of  componnds  of  calcium  and  magnesinm^ 
were  deposited  from  the  sea  water  by  the  slow  voltaic  action,  and 
they  attached  themselves  to  the  surface  of  the  copper;  weeds  and 
shell-fish  found  in  this  deposit  a  congenial  pabulum,  the  bottom  of 
the  ship  became  foul,  the  sailing  qualities  of  the  vessel  were  neces- 
sarily impaired,  and  the  system  of  voltaic  protectors  was  aban- 
doned without  ttuflScient  trial  under  different  modifications.     For 
some  years  past  a  kind  of  brass,  introduced  by  Mr.  Muntz,  which 
admits  of  being  rolled  whilst  hot,  has,  in  the  merchant  service, 
been    largely  and  advantageously  substituted  for    copper   as    a 
material  for  ships^   sheathing.     In  this  case  the  zinc  and  the 
copper  are  combined  in  the  sheet  itself,  which  is  less  rapidly  cor- 
roded than  if  composed  of  either  metal  separately.     The  protec- 
tive influence  of  zinc  both  on  copper  and  on  iron  is  readily  shown 
by  exposing  bright  bars  of  these  metals  in  separate  vessels,  either 
in  sea  water  or  in  a  solution  of  common  salt  containing  i  part  of 
salt  to  ao  parts  of  water.     If  a  fragment  of  zinc  be  attached  to 
one  of  the  bars  of  copper  and  to  one  of  the  bars  of  iron,  these 
bars  will  remain  bright,  whilst  the  zinc  is  corroded ;  but  the  un- 
protected bars  will,  in  a  few  hours,  give  evidence  of  the  com- 
mencement of  chemical  action. 

Another  remarkable  proof  of  the  dependence  of  the  current, 
for  its  direction  and  its  force,  upon  chemical  action,  is  afforded  by 
the  manner  in  which  a  voltaic  circuit  may  be  produced  between 
two  surfaces,  one  of  which  has  a  stronger  attraction  for  hydrogen 
than  the  other  possesses.  For  example,  when  two  dean  plates  of 
platinum  are  immersed  in  diluted  acid,  and  connected  with  a  gal- 
vanometer, no  voltaic  action  is  excited ;  but  the  case  is  different  if 
one  of  these  plates  be  first  coated  with  a  film  of  some  metallic 
peroxide,  such  as  manganic  dioxide  (MnOg),  plumbic  dioxide 
(PbOg),  or  argentic  peroxide  (AggO^).  The  platinum  plate  may 
be  thus  coated  by  immersing  it  in  a  solution  of  manganous 
sulphate,  of  plumbic  nitrate,  or  of  argentic  nitrate,  and  connecting 
it  with  the  platinum  side  of  a  weak  voltaic  arrangement  for  a  few 
minutes,  whilst  the  liquid  is  connected  by  a  second  plate  with  the 
zinc  end  of  the  battery :  the  plate,  after  it  has  been  thus  coated 
with  the  peroxide,  must  be  well  washed  with  distilled  water.  IS 
it  be  then  opposed  to  a  plate  of  clean  platinum,  and  immersed  in 
any  diluted  acid,  it  will  originate  a  current  which  depends  upon 
the  chemical  attraction  of  the  hydrogen  of  the  diluted  acid  for 
the  second  atom  of  oxygen  in  the  peroxide.  In  a  combination 
of  this  description  the  clean  platinum  becomes  positive,  and  cor- 
jresponds  to  the  zinc  plate,  whilst  the  conted  platinum  becomes 
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Fig.  215. 


negatire.  The  coated  plate,  although  negative,  thus  becomes  the 
generating  or  acting  surface,  and  transmits  the  current  at  once  to 
the.  conducting  wire. 

Faraday  has  shown  that  the  direct  contact  of  dissimilar  metals 
is  not  necessary  to  the  production  of  the  voltaic  current,  provided 
that  they  are  connected  by  some  liquid  of  suflScient  conducting 
power.  This  is  a  point  of  considerable  importance,  for  it  shows 
that  Volta^s  theory  of  the  origin  of  the  force,  which  is  still  main- 
tained by  some  philosophers  who  have  not  made  the  chemicsd 
phenomena  of  the  pile  their  especial  study,  is  incorrect. 

The  following  is  the  simple  experiment  which  proves 
the  point  now  under  discussion:  z,  fig.  215,  is  a  plate  of 
zinc,  bent  at  a  right  angle ;  p,  a  platinum  plate,  to  which 
a  platinum  wire  is  attached.  At  a,  a  small  piece  of  blot- 
ting-paper, moistened  with  a  solution  of  starch  and  potassio 
iodide,  is  interposed  between  the  plate  of  zinc  by  which  it. 
is  supported  and  the  platinum  wire  which  rests  upon  it ; 
no  change  occurs  in  the  solution  of  the  iodide  until  the 
two  plates  are  immersed  in  diluted  nitric  acid ;  but  in  a 
few  minutes  after  such  immersion,  evidence  of  a  current  in 
the  direction  of  the  arrow  is  afforded,  by  the  appearance  of 
a  blue  spot  against  the  platinum  wire,  due  to  the  liberation 
of  iodine,  from  the  decomposition  of  the  potassic  iodide  by 
the  voltaic  action. 

(262)  Circuits  with  one  Metal  and  two  Liquids. — For  the 
establishment  of  a  voltaic  current,  it  is  further  necessary  that  the 
body  which  decomposes  the  liquid  be  a  conductor  of  electricity,  iii 
order  to  c^rry  off  the  force  generated ;  but  it  is  not  necessary  to 
use  two  dissimilar  metals,  provided  that  one  extremity  of  the  metal 
be  plunged  into  a  liquid  capable  of  acting  on  it,  whilst  the  other 
extremity  dips  into  a  different  liquid  which  has  little  or  no  action 
on  the  metal,  but  which  communicates  freely  with  the  first  liquid. 
Take,  for  example,  a  tube  bent  into  the  form  represented  in  fig.  216,  i. 

Fig.  216. 


Place  a  plug  of  tow  in  the  bend ;  into  one  limb,  a,  pour  a  isolntion  of  cnpric 
chloride  (Cu  CI,),  in  the  other  limb,  h,  place  a  solution  of  common  salt  (Na  01) 
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sodio  chloride.  Connect  the  open  ends  of  the  tube  by  bending  a  strip  of  copper 
so  that  one  end  of  it  shall  dip  into  the  solution  of  copper  and  the  other  end  into 
the  solution  of  salt  Crystals  of  copper  will  be  formed  gradually  upon  the  end 
of  the  strip  which  is  immersed  in  the  metallic  solution,  whilst  the  end  of  the 
strip  which  is  immersed  in  the  salt  and  water  will  be  slowly  corroded,  and  cupric 
chloride  will  be  formed.  The  following  diagram  may  assist  in  explaining  thici 
change  :— 

A 

(i.)  Cu   I   CuClaCnCla   |   NaaCCNagCl^   |   Cu 


(2.)  CuCu  I  CLCu,Cia  I  Na,Cl>Na,Cl,Cu  | 

Let  the  symbol  Cu  CI,  represent  the  combination  of  cupric  chloride,  Na^Cl, 
that  of  sodic  chloride,  the  line  at  a  being  used  to  show  the  position  of  the  plug^ 
of  tow.  If  No.  I  indicate  the  state  of  things  before  any  change  has  occurred. 
No.  2  will  represent  the  change  after  the  circuit  is  complete. 

If  the  strip  of  copper  be  divided  in  the  middle,  and  the  two  ends  be  con- 
nected with  a  galvanometer,  o,  as  shown  in  fig.  2i6,  2,  a  current  is  found  to  be 
circulating  through  the  apparatus.  A  still  simpler  arrangement  may  be  adopted ; 
if  a  long  straight  tube  be  filled  half  full  with  diluted  sulphuric  acid,  and  the 
remainder  with  a  solution  of  cupric  sulphate,  a  strip  of  copper  plunged  into  it 
will  be  dissolved  below,  while  an  equal  amount  of  copper  will  be  deposited  on  the 
upper  extremity ;  from  the  extreme  slowness  and  regularity  of  the  action,  the 
deposited  metal  will  assume  the  form  of  crystals.  Becquerel,  by  using  various 
liquids  in  the  two  limbs  of  the  bent  tube  (No.  i)  has  obtained  many  of  the  metals 
crystallized  in  forms  of  great  beauty. 

By  employing  two  dissimilar  metals  in  the  metallic  arc,  as  P  z,  (fig.  206,  3) 
a  more  powerful  but  equally  regular  action  may  be  excited.  If  a  solution  of 
common  salt  be  placed  in  one  limb,  b,  and  a  solution  of  ferrous  chloride  in  the 
other,  a,  whilst  the  zinc  end  of  a  compound  arc  of  zinc  and  platinum  is  plunged 
into  the  first,  and  the  strip  of  platinum  is  immersed  in  the  second  liquid,  tetra- 
hedral  crystals  of  iron  will  in  a  few  days  be  deposited  upon  the  platinum.  K  a 
little  zirconic  chloride  be  mixed  with  the  ferrous  chloride  in  the  limb  a,  plates  of 
zirconium  will  be  obtained,  of  a  steel-gray  colour,  and  which,  by  exposure  to  the 
air,  become  oxidized  and  fall  to  a  white  powder. 

Becquerel  has  shown  that  within  the  strata  of  the  earth  similar 
actions  are  going  on ;  and  R.  W.  Fox  and  others,  by  connecting 
the  surfaces  of  two  contiguous  lodes  of  metallic  ore  by  means  of 
wires  attached  to  a  galvanometer,  have  succeeded  in  demonstrating 
to  the  eye  the  existence  of  those  feeble  but  continuous  currents, 
which  are  probably  the  cause  of  the  accumulation  of  the  diflferent 
metals  in  regular  beds,  and  of  their  beautiful  crystalline  arrange- 
ment. 

Other  combinations  may  be  produced,  in  which  the  mutual 
action  of  the  two  liquids  originates  the  current,  the  metal  merely 
serving  as  a  conductor.  Becquerel  was  the  first  to  point  out  the 
means  of  obtaining  circuits  of  this  description,  of  which  the  fol- 
lowing is  a  good  example  : — If  a  small  porous  vessel  be  filled  with 
nitric  acid,  and  be  immersed  in  a  second  vessel  containing  a  solu- 
tion of  caustic  potash,  on  plunging  two  platinum  plates  connected 
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with  the  wires  of  a  galvanometer^  one  into  the  acid,  the  other 
into  the  alkaline  liquid,  a  steady  current  of  considerable  intensity 
will  be  produced,  and  will  be  maintained  for  many  days,  in  a 
direction  passing  from  the  potash  to  the  nitric  acid,  and  thence 
returning  through  the  galvanometer  to  the  alkaline  liquid.  A 
still  more  powerful  combination  was  obtained  by  Matteucci  on 
substituting  a  solution  of  di-potassic  pentasulphide  for  the  caustic 
potash.  A  single  cell  of  this  construction  decomposed  acidulated 
water  if  interposed  between  the  platinum  wires,  and  on  breaking 
contact  a  distinct  spark  was  perceptible  at  the  surface  of  the 
mercury  employed  to  connect  the  two  platinum  wires.  Arrott 
{Phil.  Moff,,  June,  1843,  4^7)  has  described  a  variety  of  other 
cases  of  this  kind.  These  actions,  however,  will  be  more  conve- 
niently studied  in  connexion  with  the  chemical  effects  of  the  voltaic 
battery,  at  a  future  point  (289). 

{26^)  Summary. — ^The  conditions  necessary  to  the  production 
of  a  voltaic  current  may  be  shortly  recapitulated  as  follows : — 
Though  the  contact  of  dissimilar  metals  produces  electric  dis- 
turbance, chemical  action  is  necessary  to  propagate  the  voltaic 
current.  This  chemical  action  must  be  produced  by  means  of  a 
compound  liquid,  which  is  decomposed  in  the  process,  one  of  the 
constituents  of  the  liquid  entering  into  combination  with  one  of 
the  metals.  In  the  transmission  of  the  voltaic  power,  a  polariza- 
tion .of  the  liquid,  as  well  as  of  the  solid  portions  of  the  circuit, 
is  produced,  and  this  polarization  of  the  liquid  is  attended  with 
the  separation  of  its  constituents  into  two  groups,  one  of  which 
unites  with  the  positive  metal,  whilst  the  other  makes  its  appear- 
ance at  the  same  moment  upon  the  negative  plate.  The  activity 
of  the  combination,  or  its  electro-motive  force,  is  greater,  the 
greater  the  difference  between  the  chemical  attraction  of  the 
electro-negative  constituent  of  the  exciting  liquid  for  the  two 
metals  which  are  opposed  to  each  other  in  the  particular  case. 
The  relative  size  of  the  plates  employed  has  no  influence  on  the 
direction  of  the  current  which  is  produced.  Contact  of  two  metals 
is  not  necessary  to  the  production  of  voltaic  action :  circuits  may 
be  formed  between  one  metal  and  two  liquids,  if  the  liquids  be  in 
liquid  communication  with  each  other,  and  if  their  chemical  at- 
tractions for  the  metal  be  unequal.  If  two  dissimilar  liquids 
exert  a  chemical  action  upon  each  other,  it  is  even  possible  to 
obtain  a  current  fipom  their  mutual  action  by  connecting  the 
liquids  through  the  intervention  of  a  metal  upon  which  they 
exert  no  chemical  influence,  and  which  therefore  simply  performs 
the  part  of  a  conductor. 
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Different  Forms  of  the  Voltaic  Battery. 

(264)  Counteracting  Currents :  Gas  Battery. — ^We  shall  now 
resume  the  consideration  of  those  forms  of  voltaic  combination 
which  are  the  most  important  in  practice^  and  in  which^  generallj^ 
two  dissimilar  metals  are  employed.  < 

It  has  been  already  stated  that  the  amount  of  force  set  in 
motion  in  a  voltaic  arrangement  depends  upon  the  difference 
between  the  attraction  of  the  two  metals  for  the  active  principle 
or  radicle  of  the  acid.  Under  circumstances  favourable  to  the 
production  of  a  current^  decomposition  of  the  liquid  which  excites 
the  action  always  occurs ;  the  elements  of  the  liquid  are  separated 
from  each  other^  and  they  either  combine  with  the  metallic  plate^ 
or  else  they  accumulate  upon  its  surface,  giving  rise  to  the  con- 
dition of  the  plates  which  is  often  described  under  the  inappropriate 
term  polarization  of  the  plates  or  electrodes.  These  adhering 
substances  oppose  the  voltaic  action  and  enfeeble  it,  owing  to  the 
tendency  of  the  separated  components  of  the  liquid  to  re-unite. 
When,  for  example,  diluted  sulphuric  acid  is  used,  it  becomes  a 
desideratum  to  get  rid  of  the  hydrogen  which  adheres  to  the 
platinum,  and  produces  a  current  in  the  opposite  direction.  The 
existence  of  this  counter-current  may  be  rendered  evident  by  con- 
necting with  one  end  of  the  wire  of  a  galvanometer  a  platinum 
plate  which  has  thus  been  opposed  to  a  plate  of  zinc :  on  attach- 
ing to  the  other  end  of  the  galvanometer  wire  a  second  but  dean 
platinum  plate,  and  plunging  both  into  diluted  acid,  a  powerful 
deflection  of  the  needle  will  be  observed. 

This  ohservation  has  heen  ingeniously  applied  hy  Ghx>ve, 
who  has  constructed  what  he  terms  a  gas  battery ^  hy  opposing 
a  plate  covered  with  oxygen  to  the  plate  coated  with  hydrogen, 
whilst  at  the  same  time  he  increases  the  surfaces  of  contact  he- 
tween  the  platinum  and  the  oxygen  and  hydrogen.  Fig.  21 7  re- 
presents a  cell  of  this  hattery.  It  consists  of  two  tuhes,  o  and 
H  ;  through  the  upper  extremity  of  each  passes  a  platinum  wire, 
which  is  fused  into  the  glass,  and  attached  to  a  platinum  plate 
sufficiently  long  to  reach  to  the  hottom  of  the  tube.  The  sur- 
faces of  these  plates  are  coated  by  means  of  voltaic  action  with 
finely* divided  platinum,  for  the  purpose  of  increasing  the  sur- 
faces of  contact  between  the  metal  and  the  gas.  The  tube  H 
has  double  the  capacity  of  the  tube  o.  These  tubes  are  sup- 
ported in  the  vessel,  s,  by  the  plug  through  which  they  pass. 
In  order  to  use  the  apparatus,  the  vessel  s  is  filled  with  diluted 
sulphuric  acid,  and  by  inverting  the  cell  the  tubes  are  likewise 
filled  with  the  liquid.  The  plates  in  the  tubes  o  and  H  are 
then  connected  by  the  mercury  cups  at  top  with  the  wires  of  a 
voltaic  battery  in  action,  so  that  by  the  decomposition  of  the 
diluted  acid  the  tube  o  shall  become  filled  with  oxygen  and  the 


Fig.  217. 


Digitized  by  VjOOQIC 


GBOyE'^S   GAS   BATTERY.  47S 

tube  H  wiCh  hydroigeii.  The  tabes  having  been  thus  filled,  the  batiery  wires  are 
withdrawn.  If  the  mercurj  cups  at  the  top  of  the  tubes  o  and  h  be  now  con» 
Dected  with  the  wires  of  a  galvanometer,  powerful  deflection  of  the  needle  will 
be  produced,  and  a  current  will  be  maintained  through  the  apparatus  in  the 
direction  of  the  arrows.  The  two  gases  will  gradually  diminish  in  bulk, 
and  will  in  a  few  days  entirely  disappear,  but  the  current  will  be  main* 
tained  so  long  as  any  portions  ot  the  gas  remain  uncombined.  By  connecting 
eight  or  ten  such  cells  in  succession,  so  that  the  oxygen  tube  of  one  cell  shall  be 
connected  with  the  hydrogen  tube  of  the  adjacent  cell,  sparks  may  be  obtained 
between  charcoal  pomts,  and  various  chemical  decompositions  may  be  effected. 
The  polar  chain  by  which  these  changes  are  produced  may  thus  be  represented 
by  symbols :  H,  SO^,  indicating  an  atom  of  diluted  add,  0,  and  H,  representing 
the  disturbing  atoms  of  oxygen  and  hydrogen : — 


O  H,  SO4H,  SO,  Ha  SO,H, 

The  brackets  above  the  row  of  symbols  are  intended  to  show  the  molecular 
arrangement  before  the  circuit  is  completed  $  those  beneath  the  symbols  show  the 
action  during  the  p&ssage  of  the  current. 

Since  no  action  occurs  in  the  gas  battery  until  metallic  com- 
munication between  the  plates  is  effected,  it  appears  that  the  use 
of  the  platinum  plates  consists  in  favouring  the  action  by  con- 
densing the  gases  upon  their  porous  surfaces,  and  in  acting  as 
conductors  of  the  current. 

It  may  indeed  be  stated  generally,  that  the  accumulation  of 
either  of  the  elements  of  the  exciting  liquid  upon  the  metallic 
plates  of  a  voltaic  combination,  always  tends  to  produce  a  counter- 
current,  and  therefore  reduces  the  efficiency  of  the  combination  to 
a  proportionate  extent.  Hydrogen  is  the  element  which,  in  the 
usual  mode  of  experiment,  principally  accumulates  upon  the  nega- 
tive plate,  so  that  any  contrivance  by  which  the  adhering  hydrogen 
is  removed,  exalts  the  energy  of  the  circulating  force.  This  removal 
of  the  hydrogen  may  be  effected  by  means  which  act  either  on 
chemical  or  on  mechanical  principles.  The  chemical  principle  is 
the  most  perfect.  It  consists  in  adding  to  the  liquid  a  compound 
which  has  a  tendency  to  unite  with  the  hydrogen;  hence  the 
energy  of  the  current  is  much  increased  by  mixiujg  a  little  nitric 
acid  (H,N03)  with  the  exciting  liquid,  comparatively  little  hy- 
drogen being  set  free  in  this  case.*  The  same  end  is  attained  by 
adding  to  the  siilphuric  acid  a  solution  of  some  of  the  metallic 
salts,  such,  for  instance,  as  cupric  sulphate  (Cu,SOJ.  When 
cupric  sulphate  is  employed,  metallic  copper  is  deposited  upon 
the  negative  or  conducting  plate,  whilst  the  sidphion  with  which 


•  By  the  action  of  hydrogen  on  nitric  acid,  peroxide  of  nitrogen  (NO,)  and 
water  are  formed,  thus  :  HNO,  +  H  =  NO,  +  H,0 ;  and  both  these  substances 
are  dissolved  by  the  nitric  add. 
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it  was  previously  united  combines  with  the  zinc.  A  disadvantage, 
however,  is  experienced  when  the  liquid  which  absorbs  the  hydro- 
gen is  in  contact  with  the  zinc,  and  this  is  particularly  evidenced 
when  cupric  sidphate  is  used.  The  zinc  acts  at  once  on  the  solu- 
tion of  copper,  and  becomes  coated  with  reduced  copper;  hence, 
between  the  particles  of  zinc  and  those  of  the  reduced  copper  .in- 
numerable small  circuits  are  produced,  which  occasion  a  violent 
discharge  of  hydrogen  from  the  entire  surface  of  the  generating 
metal,  or  rather  troia  the  copper  deposited  upon  it ;  but  the  zinc 
thus  dissolved  contributes  nothing  to  the  general  effect ;  it  becomes 
merely  a  case  of  local  action  (260). 

This  experiment  with  the  cupric  sulphate  throws  light  upon 
the  cause  of  the  effervescence  which  takes  place  when  common 
zinc  is  treated  with  diluted  sulphuric  acid.  Commercial  zinc 
always  contains  lead  and  other  foreign  metals  mixed  with  it  in 
very  appreciable  quantity ;  these  act  as  dischargers  to  the  hydrogen, 
and  give  rise  to  numerous  local  circuits  at  all  points  of  the  surface 
of  the  zinc.  Perfectly  pure  zinc  is  dissolved  very  slowly  in  acid 
for  want  of  these  discharging  points,  but  the  acid  is  not  absolutely 
without  action  upon  the  metal.  Any  inequality  in  susceptibility 
to  chemical  action  gives  rise  to  a  current  between  two  substances 
suitably  disposed ;  hence  any  difference  in  density  between  two 
pieces  of  the  same  metal  may  suffice  to  cause  a  current :  and  a 
piece  of  hammered  zinc  will  generally  act  as  a  conducting  plate  to 
a  piece  of  zinc  well  annealed.  The  adherence  of  a  film  of  oxide  or 
of  fatty  matter  to  the  surface  of  one  piece  will  also  cause  a  diffe- 
rence, and  hence  two  pieces  of  metal  which  may  even  have  been 
cut  from  the  same  strip,  may,  under  certain  circumstances,  pro- 
duce a  feeble  current. 

The  inconvenience  which  is  occasioned  by  local  action,  when 
nitric  acid  or  cupric  sulphate  is  mixed  with  the  liquid  which  is 
in  contact  with  the  zinc,  may  be  avoided  by  the  employment  of 
porous  diaphragms ;  and  if  the  zinc  or  generating  plate  be  plunged 
into  diluted  sulphuric  acid,  whilst  the  platinum  or  conducting 
plate  is  made  to  dip  into  the  nitric  acid  or  into  the  solution  of 
cupric  sulphate,  which  is  separated  from  the  generating  plate 
by  means  of  a  tube  of  porous  earthenware,  combinations  of  great 
efficiency  are  obtained. 

(265)  DanielVs  Battery, — These  important  facts  were  first 
clearly  euunciated  by  Daniell.  Their  application  to  the  voltaic 
battery  enabled  him  to  detect  the  cause  of  the  rapid  decline  in  the 
activity  observed  in  all  the  forms  of  batteries  which  up  to  that 
period  had  been  devised,  and  they  led  him  to  the  invention  of  an 
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arrangement  which  not  only  obviated  these  defects,  and  enabled 
him  to  keep  up  a  current  of  uniform  strength  for  many  hours,  but 
also  furnished  electrical  science  with  a  battery  of  far  greater  ac- 
tivity for  its  size  than  any  which  had  previously  been  used. 

Fig.  218  exhibits  a  section  of  one  of  the  cells  of  Daniell's  combination.  The 
enter  case,  c,  consists  of  a  cell,  or  cylinder  of  copper,  which  is  constructed  so  as 
to  retain  liquids,  and  is  filled  with  a  solution  of  capric  sulphate,  b,  acidulated 
with  an  eighth  of  its  bulk  of  sulphuric  acid.  The 
solution  is  kept  saturated  with  the  salt  by  means  FiG.  218. 

of  crystals  of  cupric  sulphate,  d,  which  rest 
npon  the  perforated  shelf,  F.  In  the  axis  of  the 
cell  is  placed  a  tube  of  porous  earthenware,  e, 
filled  with  an  acid  solution,  a,  which  consists  of 
I  part  of  oil  of  vitriol  diluted  with  7  parts  of 
water.  A  rod  of  amalgamated  zinc,  z,  is  placed 
in  this  tube.  On  making  a  metallic  communi- 
cation between  the  zinc  rod  ^nd  the  copper  cell, 
a  voltaic  current  is  established ;  and  by  employ- 
ing twenty  or  thirty  celb  of  this  description, 
always  connecting  the  zinc  of  one  cell  with  the 
copper  of  the  next,  a  combination  of  great  power 
is  obtained. 

The  following  diagram  may  serve  to  explain  the  manner  in  which 
the  force  is  transmitted  through  the  cells  : — the  diluted  sulphuric 
acid  may  be  regarded  as  a  compound  of  hydrogen  with  sulphur 
and  oxygen,  and  is  represented  as  HgSO^ :  whilst  cupric  sulphate 
may  be  looked  upon  as  a  compound  of  copper  with  the  same 
compound  of  sulphur  and  oxygen,  and  is  indicated  by  the 
symbol  CuSO^.  Let  the  brackets  above  the  row  of  symbols  re- 
present the  connexion  of  the  particles  which  compose  the  liquid 
before  contact  is  made  between  the  plates  Cu  and  Zn  at  the  ends. 
The  alteration  in  the  molecular  arrangement  of  the  liquid  which 
occurs  after  the  connexion  is  made  between  the  copper  and  the  zinc, 
may  be  represented  by  the  altered  position  of  the  brackets  beneath  : 
the  line  a,  which  divides  the  symbols  of  the  cupric  sulphate 
from  those  of  the  sulphuric  acid,  in  this  case  represents  the  porous 
diaphragm : — ^ 

CuCuSQ^CuSO^   I   HgSO,  HgSO.Zn 

The  result  of  the  action  is,  that  so  long  as  the  contact  between 
the  metallic  plates  is  maintained,  zincic  sulphate  is  formed  unin- 
terruptedly in  the  porous  tube,  whilst  a  continual  deposit  of  a 
corresponding  quantity  of  metallic  copper  takes  place  upon  the 
internal  surface  of  the  copper  cylinder. 

Fig.  a  19  shows  a  convenient  and  inexpensive  form  of  Danieirs  battery.     The 
solution  of  cupric  sulphate  is  contained  in  glass  or  earthenware  jars  7  inches  (18 
centimetres)  and  3^  inches  (9  centimetres)  in  diameter.     The  copper  plates  con- 
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8Mt  merely  of  reciangalar  sheets  of  copper,  one  of  which  is  represented  at  A ; 
thej  are  bent  into  a  cylindrical  tfhape  and  placed  in  the  jars.  By  means  of  the  strip 
b,  each  plate  is  easily  connected  with  the  zinc  rod  of  the  adjacent  cell,  and  made 
&8t  to  it  by  the  binding-screw  c.     The  colander,  for  the  support  of  the  crystals 

Pig.  219. 


of  cnpric  snlphate,  rests  upon  three  or  four  little  pieces  of  copper,  which  are  made 
to  project  inwards  upon  the  sheet,  at  a  suitable  height,  as  shown  at  d.  At  B, 
several  cells  of  the  battery  are  represented  as  arranged  in  a  consecutive  series. 
Twenty  such  cells  compose  a  battery  adequate  to  the  performance  of  almost  any 
experiments  on  the  chemical  decomposition  of  bodies  in  solution. 

It  is  essential  in  mounting  a  voltaic  arrangement  of  any  kind, 
that  the  surfaces  of  contact  between  the  metals  be  perfectly  clean  : 
a  film  of  oxide  will  materially  impede  the  transmission  of  the 
current,  and  if  the  force  in  circulation  be  feeble,  it  may  even 
arrest  it  altogether.  As  a  precaution,  it  is  better  before  con- 
necting the  different  parts  of  the  apparatus,  to  pass  a  file  or  a  piece 
of  emery-paper  over  all  the  surfaces  of  the  copper,  the  zinc,  or 
the  other  oxidizable  metals  which  are  to  be  placed  in  contact  with 
each  other.  Surfaces  of  platinum,  if  well  washed  and  dried,  do 
not  need  fiiction  with  emery-paper. 

(266)  Grove's  Nitric-Acid  Battery. — The  nitric-acid  battery, 
contrived  by  Grove,  is  a  still  more  powerful  combination  on  the 

same  principle  as  Da^ 
niell's.  It  consists  of 
a  slip  of  platinum,  p,  fig, 
220,  which  is  plunged 
into  the  porous  tube,  n, 
and  this  is  filled  up  with 
undiluted  nitric  acid. 
The  outer  cell,  s,  is  filled 
with  diluted  sulphuric 
acid,  and  in  this  acid  is 
placed  a  flat  sheet  of 
amalgamated  zinc,  z,  bent  so  as  to  infold  the  porous  tube.  The 
acid  liquid  in  s  may  be  conveniently  made  of  i  measure  of  oil  of 


Eio.  220. 
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yitriol  diluted  with  4  measures  of  water.  This  combination  pre- 
sents in  a  small  compass  the  principal  desiderata  for  attaining 
intense  voltaic  action.  Platinum  is  the  least  liable  of  the  metals 
to  chemical  action^  whilst  amongst  the  metals  that  admit  of  being 
easily  wrought,  zinc  is  the  one  which  is  most  readily  attacked  by 
acids ;  consequently  the  opposition  of  platinum  to  zinc  furnishes  a 
most  effective  voltaic  combination ;  whilst  nitric  acid  absorbs  with 
ease  the  hydrogen  liberated  on  the  platinum,  and  thus  forms  water 
and  nitrous  acid,  which  remain  in  solution  in  the  undecomposed 
acid ;  the  resulting  liquid  constitutes  one  of  the  most  perfect  of 
liquid  conductors.  If  HNO3O  in  the  following  diagram  repre- 
sent nitric  acid,  and  H^^SO^  diluted  sulphuric  acid,  Pt  the  platinum 
plate,  and  Zn  the  zinc  one,  the  molecular  arrangement  will  be 
indicated  before  the  action  by  the  position  of  the  brackets  above, 
and  after  the  action  by  the  position  of  those  below. 


Pt  H  NO,0|H^  SO4  H,  SO,  Zn 

With  a  battery  of  ten  such  cells,  5  inches  (12  centimetres) 
high  and  i-^  iuches  (6  centimetres)  wide,  a  large  number  of  bril- 
liant experiments  may  be  performed,  but  four  or  five  cells  are 
generally  sufficient  for  most  purposes  of  electro-chemical  decom- 
position. If  oil  of  vitriol  be  mixed  with  the  nitric  acid  in  the 
porous  cells  in  the  proportion  of  about  equal  measures,  a  current 
is  thus  obtained,  the  strength  of  which  is  more  uniform  than  when 
nitric  acid  only  is  used  (Callan). 

With  a  view  to  eeoaomy,  Bunften  substitutes  for  the  platinum  plates  in 
Grove's  battery,  cylinders  of  carbon,  prepared  by  heating  together  a  mixture  of 
powdered  coke  and  caking  coal,  or  powdered  coke  moistened  with  a  strong  solu- 
tion of  sugar.  A  firm  coherent  coke  is  thus  obtained.  Cylinders  made  of  this 
material  answer  well  while  new ;  but  being  porous,  the  carbon  absorbs  the  nitric 
sold,  which  corrodes  and  impairs  the  surface  of  contact  with  the  zino.  A  better 
material  is  the  hard  carbon  from  the  gas  retorts,  but  it  is  difficult  to  shape  it  into 
the  form  of  plates.  Poggendorff  has  employed  plates  either  of  sheet  iron  or  cast 
iron  instead  (^^ither  platinum  or  carbon  ;  in  strong  nitric  acid  the  iron  is  totally 
unacted  on ;  but  if  the  acid  become  diluted  till  it  has  a  specific  gravity  of  1*3  j,  or 
less,  it  is  liable  to  act  upon  the  metal  with  uncontrollable  violence^  No  combina- 
tion possesses  the  intense  energy,  in  union  with  convenience  of  working  and  com- 
parative duiabilij^y  in  the  same  degree  as  that  proposed  by  Grove.  It  b  neces- 
sary,, however,  to-  place  the  nitric  acid  battery  so  that  the  fumes  of  nitrous  acid 
(which  are  copiously  evolved  during  its  action,  especially  after  the  battery  has 
been  in  use  for  some  time)  shall  pass  at  once  into  the  open  air ;  as  they  would 
Oitherwise  seriously  incommode  the  operator. 

(267)  Smee's  Battery. — The  other  mode  of  obviating  the 
counteracting  agency  of  hydrogen  upon  the  negative  plate  of  the 
battery  is  less  perfect,  and  is  of  a  mechanical  nature.  It  was 
first  practically  applied  by  Smee  in  the  construction  of  the  voltaic 
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battery.  Hydrogen  adheres  to  smooth  surfaces  of  platinum  and 
other  metals  with  considerable  force,  but  it  passes  off  with  ease 
from  their  asperities  and  edges :  by  multiplying  their  points  and 
irregularities,  as,  for  example,  by  the  deposition  of  metal  on  the 
surface  in  a  pulverulent  form,  the  escape  of  the  gas  is  much  facili- 
tated. Smee  employs  as  the  negative  or  conducting  plate  in  his 
battery,  a  plate  of  silver,  the  face  of  which  has  been  roughened  by 
the  deposition  of  finely  divided  platinum  upon  its  surface ;  each 
side  of  the  silver  plate  being  exposed  to  a  plate  of  zinc  well  amal- 
gamated, and  of  equal  extent,  which  acts  as  the  positive  plate. 
This  pair  of  plates  is  excited  by  means  of  diluted  sulphuric  acid. 
Fig.  221  represents  a  battery  constructed  npon  Smee's  principle:  a  thin 
platinized  silver  plate  is  supported  in  a  light  frame  of  wood,  as  shown  detached 
at  s ;  to  the  upper  part  of  this  frame  a  binding-screw,  in  metallic  connexion  with 
the  silver,  is  fastened,  for  the  purpose  of  connecting  the  plate  with  the  zinc 

Fig.  221. 


plates  of  the  adjoining  cell,  by  means  of  a  strip  of  sheet  copper  bent  as  at  c ;  on 
either  side  of  the  silver  plate  a  sheet  of  amalgamated  zinc,  z,  z,  is  supported  by 
the  clamp  shown  at  b ;  the  zinc  plates  are  prevented  from  contact  with  the  silver 
plate  by  means  of  the  wooden  frame,  and  they  are  connected  with  the  silver  of 
the  adjacent  cell  by  a  second  binding-screw  in  the  clamp  shown  at  h ;  the  sepa- 
rate plates  are  attached  to  a  wooden  frame,  and  being  counterpoised  by  weights, 
as  indicated  in  the  figure,  can  be  lowered  into  the  trough  of  acid  when  wanted 
for  use,  or  can  be  withdrawn  from  it  when  the  experiment  is  over.  The  trough 
is  divided  into  separate  cells  or  compartments  for  each  pair  of  plates,  by  glass 
partitions  rendered  water-tight  by  means  of  a  resinous  cement. 

(268)  Resistances  to  the  Voltaic  Current. — The  amount  of 
force  which  circulates  in  any  given  circuit  is  not  dependent  solely 
upon  the  energy  of  the  chemical  action  which  is  exerted  between 
the  generating  metal  and. the  exciting  liquid.  The  current  expe- 
riences a  retardation  or  a  resistance  from  the  very  conductors  by 
which  its  influence  is  transmitted;  just  as  in  the  transmission  of 
mechanical  force,  the  intervention  of  the  pivots  and  levers  which 
are  required  for  its  conveyance  introduces  additional  friction  and 
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additional  weight,  whicli  require  to  be  overcome  or  moved,  and 
which  thus  diminish  the  efficient  power  of  the  machine. 

The  r^istance  to  the  voltaic  current  may  be  considered  as  of 
two  kinds — ^first,  that  resistance  which  arises  from  the  exciting 
liquid  employed  in  the  voltaic  cell  itself;  and  secondly,  that  which 
arises  from  the  conducting  wire  and  apparatus  exterior  to  the 
voltaic  cell.  In  a  large  number  of  cases  the  resistance  oflfered  by 
the  exciting  liquid  is  by  much  the  most  considerable,  and  it  is 
inseparable  from  the  combination;  whilst  the  second  source  of 
resistance,  or  that  which  is  exterior  to  the  ceU,  can  be  increased 
or  diminished  at  pleasure,  and  by  the  employment  of  very  short 
and  thick  wires  for  connecting  the  plates,  can  be  virtually  removed 
altogether  or  annihilated.  It  will  be  advisable  to  consider  ft«t 
the  resistance  produced  by  the  liquid  in  the  active  cell  itself. 

If  plates  of  equal  size  be  taken,  the  resistance  occasioned  by 
the  liquid  increases  directly  as  the  distance  between  the  plates ; 
the  longer  the  column  of  imperfectly  conducting  matter  which  the 
current  has  to  traverse,  the  greater  is  the  difficulty  which  it  will  ex- 
perience. If  two  plates  be  immersed  in  acid  at  the  distance  of  an 
inch  {25  millimetres)  asunder,  they  will  produce  10  times  the 
effect  that  they  would  occasion  at  the  distance  of  10  inches  or 
250°™-  fit)m  each  other.  On  the  other  hand,  the  larger  the  area 
of  the  plates  that  are  immersed,  the  less  is  the  resistance.  For 
example,  if  a  pair  of  plates,  25"*"*  broad  and  250°*"*  long,  be  im- 
mersed in  acid  to  the  depth  of  25™"*  only,  the  current  produced 
will  only  be  equal  to  one-tenth  of  that  which  would  be  obtained 
by  immersing  each  plate  for  its  whole  depth  of  250™°**  in  the 
liquid.  The  resistance  of  the  liquid  is  therefore  directly  as  the 
distance  between  the  plates,  and  inversely  as  the  surface  of  the 
plates  exposed  to  its  action.  A  pair  of  plates  exposing  each  a 
square  centimetre  of  surface,  immersed  in  acid  at  a  distance  of  i 
centimetre  apart,  will  consequently  produce  an  effect  equal  to 
that  which  would  be  obtained  from  a  pair  of  plates  which  each 
exposed  a  surface  of  12  square  centimetres  to  the  action  of  the 
liquid,  if  they  were  12  centimetres  apart. 

A  case  somewhat  analogous  is  offered  when  water  is  trans- 
mitted through  pipes.  The  greater  the  length  of  the  pipe,  the 
more  considerable  will  be  the  friction  and  the  consequent  resis- 
tance to  the  passage  of  the  liquid ;  whilst  the  larger  the  area  of  the 
pipe  the  more  readily  will  the  water  escape.  An  aperture  which 
exposes  a  sectional  area  of  two  square  centimetres  will,  cateris 
paribus^  allow  twice  as  much  water  to  escape  from  it  in  a  given 
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time  as  an  aperture  of  which  the  superficial  area  is  but  a  single 
square  centimetre. 

If  the  two  plates  are  of  unequal  size^  but  are  immersed  parallel 
to  each  other^  they  may,  for  most  practical  purposes^  be  calculated 
as  each  exposing  a  surface  equal  to  the  mean  surface  of  the  two. 
Other  circumstances  independent  of  the  extent  of  surface  exposed 
by  the  plates^  and  the  distance  between  them^  materially  influence 
the  resistance  of  different  liquids  to  the  current.  Any  cause  that 
favours  chemical  action  between  the  active  metal  and  the  liquid^ 
or  which  diminishes  the  force  by  which  the  elements  of  the  liquid 
are  united^  such  as  elevation  of  temperature^  diminishes  the 
resistance  of  the  liquid.  In  most  cases  an  increase  in  the  con- 
centration of  the  solution,  provided  its  strength  be  not  so  great 
as  to  render  deposition  of  crystals  liable  to  occur,  diminishes  the 
resistance  (278).  The  current  likewise  experiences  a  specific 
resistance  in  each  liquid  which  depends  upon  the  force  with 
which  its  particles  are  united  together. 

Similar,  but  distinct  resistance,  though  to  a  less  extent,  is 
offered  by  the  metallic  part  of  the  circuit.  However  great  its 
conducting  power  may  be,  it  always  offers  some  obstruction  to  the 
current.  The  longer  the  wire  employed,  the  greater  is  the  diffi- 
culty experienced  by  the  current  in  traversing  it.  The  resistance  of 
each  metal,  like  that  of  each  liquid,  is  specific.  Copper  and  silver, 
for  instance,  when  wires  of  equal  thickness  and  length  are  com- 
pared, offer  far  less  resistance  to  a  current  of  given  amount  than  less 
perfect  conductors,  such  as  iron  and  lead.  Experiment  has 
demonstrated  that  with  metallic  conductors  the  same  law  holds 
good  as  with  liquids — viz.,  that  the  conducting  power  is  inversely 
as  the  length  of  the  wire,  and  directly  as  the  area  of  its  section. 
In  cylindrical  wires  this  sectional  area  will  of  course  vary  as  the 
square  of  the  diameter  of  the  wire ;  for  instance,  a  wire  of 
J  mm.  jjj  thickness  will  for  equal  lengths  offer  four  times  the 
resistance  of  a  wire  a""*  thick.  If  wires  of  the  same  metal,  and 
of  equal  lengths,  be  compared,  the  resistance  will  vary  inversely 
as  the  weights  of  the  wires. 

In  the  experiment  with  cupric  sulphate  (fig.  214),  the  metal 
is  deposited  in  greatest  quantity  where  the  current  is  most  readily 
transmitted — ^viz.,  in  those  points  which  are  nearest  to  the  zinc, 
and  where  the  resistance  offered  by  the  liquid,  which  here  forms 
the  thinnest  layer,  is  consequently  the  least. 

A  rod  of  zinc  supported  within  a  cylinder  of  copper  forms  a 
convenient  arrangement  of  the  generating  and  conducting  plates, 
because,  when  such  a  rod  is  placed  in  ,the  axis  of  the  cylinder. 
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th(B   force  is  evenly  distributed  over  the  whole  surface  of  the 
copper. 

(^69)  Difference  between  a  Simple  and  a  Compound  Circuit. — 
The  observations  hitherto  made  have  referred  to  cases  in  which 
only  a  single  pair  of  metals  is  employed.     It  will  be  necessary 
now  to  consider  in  what  way  the  results  are  modified  by  the  em- 
ployment of  several  pairs  of  plates.     It  has  already  been  stated 
when  speaking  of  the  electricity  developed  by  friction,  that  when 
a  large  supply  of  electricity  is  needed,  it  may  be   obtained  with 
equal  effect  either  firom  a  single  Leyden  jar  which  exposes  a  large 
extent  of  coated  surface^  or  from  a' number  of  smaller  jars  which 
together  expose  the  same  amount  of  coated  surface^  all  the  inner 
surfaces  of  the  small  jars  being  in  metallic  communication  with 
each  other,  but  insulated  from  the  outer  coatings,  all  of  which 
likewise  are  connected  by  some  good  conducting  material  (235). 
A  similar  result  is  also  obtained  in  voltaic  arrangements.     Pro- 
vided that  the  plates  expose  the  same  extent  of  surface  and  be 
kept  at  an  equal  distance  apart,  it  matters  not  whether  they  be 
immersed  in  a  single  vessel  of  liquid,  or  whether  they  be  cut  up 
into  strips  and  be  immersed  in  pairs  in  separate  vessels  of  the 
same  liquid.     The  only  requisite  is  that  all  the  zinc  plates  shall 
be  connected  together  by  stout  metallic  wires,  and  that  all  the 
platinum  plates  shall  be  similarly  connected  by  other  wires.     No 
action  will  occur  until  metallic  communication  between  one  of 
the  platinum  and  one  of  the  zinc  plates  is  effected  by  means  of 

a  conducting  wire ;  and  then  the  whole  force  of  the  united  plates 

will  traverse  the  connecting  wire. 
These  results  may  be  exhibited  to 

the  eye  in  the  form  of  battery  in  which 

the  hydrogen  evolved  from  each  pla- 
tinum plate  admits  of  being  collected 

— a  contrivance  proposed  by  Daniell, 

which  he  called  a  dissected  battery. 

Fig.  122  shows  the  manner  of  mount- 
ing one  of  these  ceUs.     When  in  use 

the  cells  are  charged  with  the  diluted 

siilphuric  acid,  and  a  small  graduated 

jar,   H,   also   filled  with    the    diluted 

acid,  is  inverted  in  each  of  the  cells 

over  the  platinum  plate,  p,  in  such  a 

manner  as  to  receive   the  hydrogen 

which  is  disengaged  during  the  operation.     The  plates  of  such  a 

battery  can  easily  be  connected  so  that  all  the  plates  of  zinc,  z, 

ii2 


Fig.  323. 
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shall  be  united  by  conducting  wires,  and  all  the  platinum  plates  in 
a  similar  way  by  other  wires ;  or  they  can  with  equal  readiness  be 
united  so  that  the  zinc  of  one  cell  shall  be  connected  with  the 

platinum  of  the  following 
Fig.  223.  cell.      Suppose,    for   in- 

stance, two  plates  (z  and 
p,  fig.  223),  one  of  zinc, 
the  other  of  platinum, 
each  six  inches  square,  be 
immersed  in  a  vessel  of 
sulphuric  acid,  at  a  dis- 
tance of  an  inch  apart.  A  current  of  a  certain  amount  of  power 
will  be  obtained  on  connecting  the  two  plates  by  means  of  a  wire, 
w ;  and  in  five  minutes  a  certain  quantity  of  zinc  will  be  dissolved, 
whilst  a  corresponding  quantity  of  hydrogen  gas  will  escape  from 
the  platinum.  Now  if  the  zinc  and  the  platinum  be  each  cut 
into  strips  of  an  inch  broad  and  six  inches  long,  and  the  several 
pairs  of  zinc  and  platinum  strips  be  immersed  in  separate  vessels 
of  diluted  sulphuric  acid  at  the  distance  of  one  inch  from  each 
other,  and  if,  as  in  fig.  1^24,  all  the  zinc  strips,  z,  z,  be  connected 

Fia.  224. 


by  wires,  and  all  the  platinum  strips,  p,  p,  be  similarly  united, — 
on  connecting  them  together  by  a  wire,  as  shown  at  w,  the  same 
amount  of  power  will  traverse  the  wire  as  in  the  first  combination, 
and  the  quantity  of  zinc  dissolved  in  the  six  plates  taken  together 
will  in  five  minutes  be  the  same  as  that  which  was  dissolved  from 
the  single  zinc  surface  in  the  first  arrangement ;  whilst  the  quan- 
tity of  hydrogen  gas  which  will  rise  from  all  the  six  plates  of 
platinum  together  will  be  equal  to  that  obtained  from  the  single 
plate  in  the  former  experiment  (fig.  223).  Such  a  combination, 
in  whichever  of  the  forms  just  described  it  be  employed,  may  be 
regarded  as  a  single  pair  of  plates,  and  it  constitutes  a  simple 
voltaic  circuit. 

By  acting  upon  extensive  surfaces  arranged  in  simple  circuits, 
the  quantity  of  electricity  which  can  be  thrown  into  circulation  is 
very  large,  though  its  intensity,  that  is  to  say,  ils  power  of  over- 
coming resistances,  is  comparatively  small. 
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The  results  would,  however,  be  altered  if,  instead  of  connecting 
tHe  divided  plates  together  in  the  manner  represented  in  fig.  224, 
thejr  were  connected  as  in  fig.   225,  in  which  the  zinc  in  each 

Fig.  225. 


cell  is  supposed  to  be  connected  with  the  platinum  plate  of  4;he 
adjacent  cell,  in  regular  order  through  the  series.  When  the 
extreme  plates  are  connected  by  a  thick  wire,  w,  the  amount  of 
force  which  traverses  this  wire  in  a  given  time  is  equal  to  one-sixth 
only  of  the  force  which  was  thrown  into  circulation  in  the  former 
instances ;  but  the  quantity  of  zinc  dissolved  in  the  six  cells  taken 
together  is  the  same  as  before :  and  if  the  hydrogen  be  collected 
fix)m  the  six  platinum  plates,  the  quantity  will  be  still  equal  to 
that  disengaged  in  the  experiments  shown  in  figs.  223  and  224, 
The  current  has  now  to  traverse  each  cell  of  the  liquid  in  succes- 
sion, and  thus  has  to  encounter  a  great  additional  resistance.  Yet 
now  the  power  starts  from  six  separate  points  of  origin,  and  each 
of  these  separate  points  adds  its  energy  or  impulse  in  driving  for- 
ward the  current.  The  electro-motive  force  is  increased  sixfold, 
whilst  the  resistance  of  the  liquid  is  increased  still  more ;  in  the 
first  place  it  is  increased  sixfold,  firom  the  circumstance  that  the 
length  of  the  column  of  liquid  which  must  be  traversed,  is  six 
times  as  great,  and  it  is  next  further  increased  sixfold  by  a  propor-r 
tionate  diminution  in  the  breadth  of  the  column.  In  the  arrange- 
ment of  fig.  223  there  was  a  column  of  liquid  six  inches  wide  and 
one  inch  thick  to  be  traversed;  whilst  in  the  arrangement  of 
fig.  225  there  is  a  liquid  column  six  inches  thick  and  only  one 
inch  wide  to  be  traversed.  When  the  plates  are  arranged  in  sepa- 
rate compartments,  and  are  connected  together  alternately,  as  in 
fig.  225,  they  constitute  a  compound  voltaic  circuit,  Volta's  pile 
(fig.  210)  and  his  crown  of  cups  (fig.  211)  are  therefore  compound 
circuits,  and  it  is  this  form  of  combination  which  enabled  him  to 
obtain  results  so  much  superior  to  those  of  any  previous  experi- 
menter. The  electricity  in  this  case  is  not  greater  in  quantity  than 
that  obtainable  from  a  simple  circuit ;  nay,  it  is  often  much  less ; 
but  it  has  a  much  higher  intensity,  and  its  power  of  overcoming 
resistances  is  very  much  greater,  as  a  ftirther  examination  will 
show.     If;  for  example^  50  or  loo  miles  of  wire^  such  as  is  used 
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for  telegrapli  purposes,  be  introduced  in  a  combination  arranged, 
as  in  fig.  iia4,  **  a  simple  circuit,  the  effect  obtained  would  be 
very  materially  less  than  if  the  same  plates  were  arranged  in  the 
form  of  a  compoimd  circuit,  as  shown  in  fig.  225. 

(270)  Ohm's  Theory. — These  considerations  may  be  much  sim- 
plified, by  representing  the  mutual  action  of  the  electro-motive 
forces  and  the  resistances  of  any  circuit,  simple  or  compound,  in 
the  form  of  a  firaction,  in  the  way  proposed  by  Ohm. 

It  has  been  found  by  experiment  that  the  power  of  any  com- 
bination is  directly  proportioned  to  the  electro-motive  force,  or 
chemical  energy  between  the  active  metal  and  one  of  the  elements 
of  the  liquid  upon  which  it  acts ;  and  inversely  proportioned  to 
the  resistances  to  be  overcome.  The  numerator  of  the  fraction  will 
therefore  be  represented  by  JB,  the  electro-motive  force,  and  the 
denominator  by  R'\-ri  where  R  represents  the  resistance  in  the  cell 
or  the  battery  (due  chiefly  to  the  attraction  between  the  elements 
of  the  liquid  for  each  other),  and  r  all  resistances  exterior  to  the  cell 
or  the  battery,  such  as  the  connecting  wire :  thus  the  expression 
^=:A,  would  represent  the  effect  of  any  combination  where  A 
indicates  the  amount  of  force  actually  in  circulation,  whether 
measured  by  its  heating  or  by  its  magnetic  effects.  If  the  con- 
necting wire  be  very  thick,  so  as  to  offer  little  or  no  resistance  to 
the  current,  r  becomes  evanescent,  and  the  fraction  assumes  the 
form  of  f =-4  j  the  force  of  the  current  under  these  circumstances 
is  proportional  to  the  surface  of  the  plates  exposed  to  the  action 
of  the  liquid. 

Let  it  be  assumed,  for  example,  that  JB=i,  and  that  jR=i, 
when  a  pair  of  zinc  and  platinum  plates  an  inch  broad  and  six 
inches  long  is  immersed  in  diluted  acid  at  the  distance  of  one 
inch  asunder,  so  that  under  these  circumstances,  |=+=i.  If  a 
pair  of  plates,  six  inches  broad  and  six  inches  long,  also  at  a  dis- 
tance of  one  inch  apart,  be  immersed  in  the  same  acid,  since  the 

resistance  is  inversely  as  the  surface  of  the  plates  immersed,  the 

B  1 

fraction  becomes  JL  or   j^.  =6  j  or  the  power  is  increased  sixfold, 

6  6 

as  compared  with  the  former.  If  the  plates  be  each  cut  into  six 
similar  strips,  and  be  then  arranged  in  pairs,  as  represented  in 
fig.  324,  the  same  fraction  still  represents  the  result,  since  the 
relative  size  and  distance  of  the  plates  remain  unchanged :  but  if 
the  plates  be  arranged  in  succession,  so  as  to  produce  a  compound 
circuit,  as  in  fig.  225,  the  fraction  becomes  |^=f  =  i ;  the  electro- 
motive force  is  increased  sixfold,  but  the  resistance  is  increased 
also  in  exactly  the  same  proportion.    The  force  which  luider- these 
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ciFcumstances  circulates  through  the  connecting  wire  is  not  greater  ' 
tlian  if  a  single  cell  only,  containing  a  pair  of  plates  one  inch  broad 
and  six  inches  long  were  employed. 

But  suppose  now  that  several  miles  of  wire,  such  as  are  em- 
ployed in  telegraphic  communication,  be  introduced  into  the  two 
combinations  severally  represented  in  figs.  224  and  225 ;  r  now 
acquires  importance; — ^let  this  resistance r be twentyfold  greaterthan 
that  of  the  liquid  in  each  cell.     In  the  first  case  (with  the  simple 

circuit),  the  fraction  becomes?^  *^  i^o«  =  o*049  >  ^^  t^e  second 
(the  compound  circuit),  the  fraction  is  5^^  =  a:^=o*^3  •  so 
that  although  in  both  cases  the  resistance  introduced  most  mate- 
rially diminishes  the  amount  of  force  which  enters  into  circulation, 
the  power  in  the  compound  circuit  is  now  five  times  as  great  as 
that  which  emanates  under  these  circumstances  from  the  simple 
circuit.  Indeed,  in  all  cases  where  great  resistances  external  to 
the  battery  have  to  be  overcome,  a  compound  battery  has  a  great 
advantage  over  the  simple  circuit.* 

(271)  Chemical  Decomposition, — It  is  important  to  remember 
that  the  current  which  circulates  through  each  cell  in  a  compound 
circuit  is  not  increased  by  the  arrangement,  if  the  connexion 
between  its  extremities  be  made  by  means  of  a  good  conductor : 
if,  for  example,  50  similar  and  equal  cells  be  connected  in  succes- 
sion, and  be  united  by  a  stout  short  wire,  the  quantity  of  zinc 
which  would  be  dissolved  in  a  given  time  in  each  of  these  cells 
woidd  not  be  greater  than  that  which  would  be  consumed  in  a 
single  cell  of  the  same  size  in  the  same  time,  if  the  plates  which 
compose  it  were  connected  by  a  short  thick  wire. 

The  power  of  a  compound  circuit  is  shown  in  a  striking 
manner,  when  some  liquid  such  as  diluted  sulphuric  acid  is  inter- 
posed in  the  course  of  the  conducting  wire.     The  experiments 


*  Let  n  =i  the  number  of  the  plates  in  a  oompoand  oircnit 

„  J^  =  the  electro-motive  force. 

„  J)  =  the  distance  between  the  plates. 

„  8  =  the  area  of  the  plates. 

„    {    =  the  length  of  the  conducting  wire. 

„  s    =z  the  area  of  a  transverse  section  of  the  wire. 
The  fraction  which  represents  the  action  of  a  compound  battery  when  iU 
extremities  are  connected  by  means  of  a  metallic  wire  of  uniform  diameter  is 

the  following :  •^^.l  =  -4.     In  this  expression  -j^  is  substituted  for  5,  (the  re- 

8  9 

sistance  in  each  cell  of  the  battery)  to  which  it  is  equivalent ;  since  B  is  directly 
as  the  distance  between  the  pktes,  and  inversely  as  their  area,  or  suriWse, 
whUe  J  represents  n 
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which  elucidate  this  point  may  be  instructively  performed  by 
means  of  the  dissected  battery.  K  a  pair  of  platinum  plates^ 
a,  by  fig.  %%6,  be  immersed  in  the  acid  conducting-liquid  at  b^  and 

Fia.  226. 


connected  with  the  wires  proceeding  from  the  compound  circuit 
in  the  manner  represented  in  the  figure,  the  liquid  will  be  decom- 
posed, oxygen  will  be  given  off  from  one  plate,  a,  and  will  rise  in 
the  tube  o ;  whilst  hydrogen  will  be  given  off  from  the  other  plate, 
h,  and  may  be  collected  in  the  tube,  h  :  but  if  the  same  cells  be 
arranged  as  a  simple  circuit,  fig.  :Z24,  no  such  effect  is  produced. 
By  the  introduction  of  the  liquid  conductor  at  b,  the  resistance  is 
very  greatly  increased,  such  a  resistance  being  more  considerable 
than  that  of  many  miles  of  wire.  But  this  is  not  all :  besides 
this  resistance,  a  new  counteracting  electro-motive  force  shows 
itself,  which  gives  rise  to  a  current  operating  in  a  direction  the 
reverse  of  that  in  the  battery.  This  force  is  due  to  the  oxygen 
and  hydrogen  which  are  separated  upon  the  platinum  plates,' and 
which,  as  has  been  explained  when  speaking  of  the  gas  battery 
{264),  is  very  considerable.  Experiment  shows  that  it  is  between 
twQ  and  three  times  as  powerful  as  the  electro-motive  force  of  a 
pair  of  zinc  and  platinum  plates  excited  by  diluted  sulphuric  acid. 
When,  therefore,  the  endeavour  is  made  to  decompose  the  diluted 
acid  by  a  single  pair  of  zinc  and  platinum  plates,  however  large  a 
surface  they  may  present  to  the  action  of  the  exciting  liquid,  no 
visible  action  in  the  cell  b  ensues ;  a  momentary  decomposition, 
too  small  in  amount  to  be  perceived  by  the  eye,  produces  a  de- 
velopment of  oxygen  and  hydrogen  upon  the  two  platinum  plates, 
flj  b,  sufficient  to  oppose  an  effectual  barrier  to  the  transmission  of 
the  current.  Even  when  two  pairs  of  zinc  and  platinum  plates  are 
used,  the  energy  of  the  current  is  insufficient  to  effect  any  visible 
decomposition ;  with  three  pairs  a  few  bubbles  of  gas  show  them- 
selves; and  with  a  more  numerous  series,  the  effects  increase 
rapidly ;  till  at  length  a  point  is  gained,  beyond  which  no  ad- 
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vantage  is  obtained   by  increasing  the  nnmber  of  ceUs  in  tbe 
battery. 

It  is  particularly  worthy  of  remark  that  in  every  vertical 
section  of  any  voltaic  circuit  at  a  given  instant^  the  quantity  of 
electricity  which  traverses  it  is  uniform  :  consequently^  the  same 
quantity  of  hydrogen  makes  its  appearance  upon  the  plate  b  of 
the  cell  B^  which  contains  the  liquid  for  decomposition^  as  is  dis« 
engaged  and  collected  during  the  same  interval  from  each  plate 
in  the  battery  itself.  K  each  zinc  plate  of  the  battery  be  weighed 
before  the  experiment  is  begun  and  after  it  is  concluded^  it  will 
be  found  that  each  plate  has  lost  weight  to  an  equal  extent.  The 
interposition  of  the  liquid  at  b,  may  occasion  a  great  reduction  in 
the  amount  of  electricity  which  is  thrown  into  circulation ;  but  at 
every  transverse  section  of  the  battery,  the  electricity  that  does 
circulate  is  uniform  in  quantity ;  and  the  measurement  of  the 
chemical  action,  whether  it  be  estimated  by  the  quantity  of  gas 
which  is  evolved  at  any  one  point,  or  by  the  quantity  of  zinc 
which  is  dissolved,  may  be  employed  as  a  sure  indication  of  the 
quantity  of  electricity  in  circulation :  in  other  words,  retardation 
of  the  current  by  the  liquid  conductor  is  necessarily  attended  with 
an  equal  retardation  in  the  conducting  wire,  and  in  each  cell  of 
the  battery  itself. 

(272)  The  Voltameter. — ^The  foregoing  important  law  was 
discovered  by  Faraday.  As  one  of  its  consequences  he  was 
enabled  to  employ  a  decomposing  cell,  such  as  is  shown  at  b,  fig. 
226,  as  a  measure  of  the  voltaic  power  of  any  circuit :  such  an 
instrument  is  called  a  Voltameter.  For  each  65  milligrammes  of 
zinc  dissolved  in  any  one  cell  of  the  battery,  18  milligrammes  of 
water  are  decomposed  in  the  voltameter ;  whilst  22*38  cubic  centi- 
metres or  2  milligrammes  of  hydrogen,  and  11*19  cubic  centimetres 
or  16  milligrammes  of  oxygen,  at  o®  C.  and  760™"-  Bar.,  are 
evolved  upon  its  plates;  at  the  same  time  22*38  cubic  centimetres 
ofhydrogen  are  evolved  jiq  227, 

from  every  platinum 
plate  in  the  cells  of 
the  battery.  A  more 
convenient  form  of 
voltameter  is  shown  in 
fig.  227,  It  consists 
of  an  upright  glass 
cell,  to  the  neck  of 
which  a  bent  tube,  c, 
for  the  conveyance  of 
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the  disengaged  gases,  is  fitted  by  grinding ;  the  vessel  is  filled  with 
diluted  sulphuric  acid ;  a,  b,  are  the  two  platinum  plates,  each  of 
which  is  connected  by  a  wire  which  passes  through  the  foot  of 
the  instrument,  to  a  mercury  cup,  by  means  of  which  commu- 
nication can  be  made  with  the  wires  which  convey  the  current 
firom  the  battery :  oxygen  and  hydrogen  are  liberated  by  the 
action  of  the  current  upon  the  acidulated  water,  both  gases  then 
rise  to  the  surface  of  the  liquid,  and  are  conveyed  by  the  bent 
tube  c,  to  the  graduated  jar,  £/,  which  stands  in  a  small  pneumatic 
trough.* 

It  is  to  be  observed  that  the  action  of  a  simple  zinc  and  pla- 
tinum battery  is  not  steady ;  it  gradually  declines,  and  before  the 
acid  has  become  saturated  with  zinc,  the  current  almost  ceases. 
On  breaking  the  contact  of  the  conducting  wire  with  the  two 
ends  of  the  battery,  and  allowing  it  to  remain  disconnected  for 
a  few  minutes,  the  action  is  partially  restored ;  but  it  again  gra- 
dually declines  after  the  circuit  has  been  completed.  These  effects 
were  traced  by  Daniell  to  the  action  of  the  current  upon  the 
zincic  sulphate,  which  is  formed  in  each  cell  of  the  battery 
during  the  operation ;  the  zinc  salt  is  decomposed  in  the  manner 
shown  in  the  subjoined  diagram,  in  which  ZnSO^  represents  the 
zincic  sulphate,  and  Ft  and  Zn  the  platinum  and  zinc  plates  of 
the  cell.  The  brackets  placed  above  the  symbols  indicate  the 
arrangement* of  the  particles  before  the  current  passes;  those  below 
show  the  change  produced  by  the  voltaic  action : — 


Pt  Zn  SO^  Zn  SO^  Zn 

In  this  manner  metallic  zinc  becomes  reduced  or  deposited 
upon  each  platinum  plate,  and  the  power  of  the  battery  is  arrested 
when  the  two  surfaces  which  are  opposed  become  virtually  zinc 
and  zinc  instead  of  platinum  and  zinc.  This  evil  may  be  obviated 
by  interposing  a  porous  diaphragm  between  the  two  plates,  as  in 
the  batteries  of  Daniell  and  of  Grove  (273,  274) ;  in  these  cases 
a  sufScient  communication  between  the  zinc  and  the  copper  or  the 
platinum  plates,  is  still  kept  up  by  means  of  liquid  through  the 
pores  of  the  diaphragm,  but  the  zincic  sulphate  is  prevented  from 
mixing  with  the  liquid  which  is  in  contact  with  the  copper  or  the 
platinum. 

*  At  low  temperatares  the  proportion  of  oxygen  evolved  is  always  a  little 
below  the  calculated  quantity,  owing  to  the  retention  of  a  small  quantity  by  the 
acid  liquid  in  the  voltameter,  in  the  form  of  hydrio  peroxide  (H,0,) ;  the  larger 
the  positive  electrode  employed,  the  greater  is  the  diminution  of  the  oxygen. 
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(273)  Further  Application  of  Ohm's  Theory. — All  the  pheno- 
mena of  compound  circuits  admit  of  ready  calculation  by  the 
application  of  Ohm^s  principle ;  for  instance^  if  n  represent  the 
number  of  the  plates^  the  expression  for  any  compound  series,  the 
cells  of  which  are  similar  in  nature  and  equal  in  size,  becomes 
;^j[:^  =  A ;  since  in  each  cell  not  only  is  a  new  electro-motive 
force  introduced,  but  at  the  same  time  a  new  resistance.  Provided 
that  the  exterior  resistance  is  such  as  would  be  offered  by  a 
metallic  wire  which  may  be  even  many  miles  in  length,it  is  possible 
exactly  to  double  the  amount  of  force  in  circulation  by  doubling 
the  number  of  cells,  if  at  the  same  time  the  size  of  the  plates  be 


2ni; 


doubled;  for  2»iz      =  *-^-^*     But  if,  when  the  number  of  cells 

is  doubled  and  the  surface  of  the  plates  also  is  doubled,  a  volta- 
meter be  employed  to  measure  the  power  in  circulation,  instead  of 
introducing  a  wire  as  the  exterior  resistance,  the  force  mea- 
sured by  the  voltameter  is  not  found  to  be  doubled,  as  might  na- 
turally have  been  expected :  this  difference  arises  from  the  counter 
current  which  is  produced  in  the  voltameter  itself,  by  the  accumu- 
lation of  the  oxygen  and  hydrogen  upon  its  plates.  Call  this 
counter  current  c,  and  the  formula  becomes  Jj=^. 

The  values  both  of  e,  (the  counter  current  offered  by  the  volta- 
meter,) and  r,  which,  if  short  thick  conducting  wires  be  used,  is 
virtually  the  resistance  of  the  voltameter  itself,  may  be  very 
simply  estimated  in  the  way  proposed  by  Wheatstone.  This 
method  consists  in  comparing  two  experiments  in  which,  the 
resistances  remaining  the  same,  the  electro-motive  forces  alone 
vary.  Upon  the  supposition  that  the  voltameter  merely  offers  an 
increased  resistance  without  introducing  any  counteracting  elec- 
tro-motive force,  five  single  cells  should  produce  a  result  equal  to 
half  that  obtained  by  the  use  of  ten  cells  of  double  size ;  but  by 
experiment,  the  effects  as  measured  by  the  voltameter  are  as 
6  :  2,0.  Comparing  these  effects  with  the  arrangements  which 
produce  them,  we  obtain  the  following  proportion,  from  which  by 
equating,  the  value  of  c  is  deduced  in  terms  of  E : — 

1057^  :|^  :  :  20    :   6;  therefore  c= 2*857  E. 

The  resistance  r  of  the  voltameter  may  be  calculated  with  equal 
ease ;  for  taking  two  similar  batteries,  each  composed  of  ten  cells, 
but  in  one  of  which  the  plates  are  exactly  double  the  size  of  those 
in  the  other,  the  electro-motive  forces  will  continue  the  same 
while  the  resistances  alone  will  vary.  Under  these  circumstances 
the  experimental  results,  furnished  by  the  voltameter  in  equal 
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times^were  as  12*5  :  20;  and 


10£-H-  ' 


10  £ .     : 


1 2*5  :  20;   there- 


fore r=3'333  H.  By  substituting  in  the  formula  the  values  for 
e  and  r  thus  obtained  by  experiment,  the  results  for  any  given 
number  of  cells  may  be  calculated  ;  and  on  comparing  the  values 
obtained  by  such  a  calculation  with  the  numbers  furnished  by 
actual  experiment,  DanieU  [PhiL  Trans,  1842,  146)  obtained  the 
following  results ; — 


Number  of  Cells     ... 

3 

4 

5 

10 

i5 

20 

Cubic  in. 
Cubic  in. 

Gaa  calculated 

.1 

If 

6 
6 

i2« 
12t 

:f 

:;!• 

Gas  observed  ...•«.... 

Any  alteration  in  the  size  of  the  plates  of  the  voltameter  neces- 
sarily alters  the  amount  of  resistance  which  it  oflFers  to  the  cmrrent, 
and  the  influence  of  this  change  in  the  voltameter  is  most  percep- 
tible when  a  battery  consisting  of  a  few  plates  which  expose  a  large 
surface  is  employed. 

The  preceding  considerations  will  render  it  evident  that  no 
general  answer  can  be  given  to  the  questipn,  '  What  number  of 
cells  should  a  battery  contain  in  order  that  it  may  produce  the 
greatest  efiect  V  The  electro-motive  force,  E,  varies  in  amount 
with  the  kind  of  battery  which  is  used ;  the  values  for  R  and  r 
wiU  also  vary  with  the  varying  circumstances  of  the  experiment. 
It  is  found  that  every  diflferent  arrangement  requires  the  employ- 
ment of  a  distinct  number  of  cells  in  order  to  obtain  from  it  the 
maximum  effect  with  the  least  expenditure  of  zinc.  This  number 
will  vary  even  with  the  same  form  of  battery,  according  to  the 
size  of  the  battery  plates,  the  length  of  wire  in  the  circuit,  and  the 
nature  of  the  liquid  conductor  in  the  decomposing  cell.  It  may 
be  stated,  however,  as  a  general  principle,  that  the  most  advan- 
tageous effect  is  obtained  when  the  value  of  A^  in  the  formula 
J~^  =  A,  most  nearly  approaches  0*5,  E  and  R  each  being  =1 : 
in  other  words,  the  advantage  is  greatest  when  the  exterior  resis- 
tances— ^viz.,  those  of  the  conducting  wire  and  voltameter  together — 
are  equal  to  the  sum  of  the  resistances  due  to  the  battery  itself; 
it  may  therefore  be  concluded  that  when  the  exterior  resistance 
is  trifling,  as  usually  occurs  when  the  circuit  is  metallic  and  not 
of  very  great  length,  little  or  nothing  is  gained  by  employing  a 
large  number  of  cells ;  two  or  three  plates  of  large  surface  being 
the  best  under  such  circumstances ;  but  that  where  a  considerable 
chemical  resistance  is  to  be  overcome,  power  is  gained  by  employ- 
ing, a  series  numerous  in  proportion  tp  the  resistance  so  intro* 
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duced.  In  no  case,  however,  is  it  possible  by  the  use  of  a  series 
of  plates  of  uniform  dimensions,  even  if  of  unlimited  number,  to 
produce  in  any  transverse  section,  such  as  an  included  voltameter, 
a  chemical  action  greater  in  amount  than  that  which  would  occur 
in  a  single  cell  of  the  arrangement  in  which  the  circuit  was  com- 
pleted by  a  stout  metallic  wire. 

(274)  TFheatstone's  Rheostat  and  Resistance  Coils. — Guided  by 
the  principles  which  have  just  been  explained,  Wheatstone  con- 
trived an  apparatus  termed  the  Rheostat,  by  which  measured 
amounts  of  resistance  may  be  introduced  into  the  voltaic  circuit : 
if  the  effect  which  such  added  resistance  has  upon  the  amount  of 
the  current  in  circulation  be  measured,  the  different  values  of  JB, 
R,  and  r  in  different  arrangements,  may  be  deduced  by  a  simple 
calculation. 

The  rheostat  is  represented  in  fig.  228  :  ^  is  a  cylinder  of  well-baked  wood, 
i|-  inch  (4  centimetres)  in  diameter  and  6  inches  (i  j  centimetres)  in  length ;  it 
turns  easily  upon  a  horizontal  axis ;  on  this  cylinder  a  spiral  groove  is  cut,  the 
thread  of  which  contains  40  turns  to  the  inch.  This  groove  runs  from  one  end  of 
the  cylinder  to  the  other,  and  in  it  is  coiled  a  brass  wire  -j-^  inch  (0*25'°°^*)  in 

Fig.  228. 


diameter ;  A  is  a  brass  cylinder,  placed  parallel  to  g,  and  equal  to  it  in  diameter ; 
the  thin  wire  upon  ^  is  connected  at  the  end  i  with  a  brass  ring,  and  at  the  other 
extremity  is  attached  to  the  cylinder,  h;  at  »  is  a  metallic  spring,  one  end  of  which 
is  connected  with  a  binding-screw,  and  the  other  end  of  which  rests  i^ainst  the 
brass  ring,  and  effects  the  communication  with  one  wire  of  the  battery :  m  is  a 
moveable  key,  by  which  the  wire  can  be  wound  upon  the  brass  cylinder,  or  by 
transferring  the  key  to  the  axis  of  ^,  it  can  be. unwound  from  A,  and  returned  to 
the  wooden  cylinder,  y.  In  consequence  of  the  non-conducting  quality  of  dry 
wood,  the  coils  of  wire  on  the  wooden  cylinder  are  insulated  from  each  other,  so 
that  the  current  traverses  the  whole  length  of  the  wire  coiled  upon  tl^is  cylinder, 
but  the  coils  not  being  insulated  from  each  other  on  the  brass  cylinder,  the  cur- 
rent immediately  passes  from  the  point  of  contact  to  the  brass  spring  at  k,  which 
is  in  common  communication  with  the  other  wire  from  the  battery.     A  scale  is 
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placed  between  the  two  cylinden  for  the  convenience  of  counting  the  nnmber  of 
coils  unwound,  and  the  fractions  of  a  turn  are  read  off  upon  a  graduated  circle, 
which  is  traversed  by  an  index  attached,  as  is  shown  in  the  figure,  to  the  axis  of 
the  C3*liuder  g, 

Wheatstone  took  as  his  standard  of  resistance^  the  resistance 
produced  by  a  copper  wire  i  foot  of  which  weighs  exactly  loo 
grains.^     It  is  sometimes  necessary  to  be  able  to  introduce  an 


*  The  conducting  power  of  copper,  however,  varies  so  greatly,  owing  to  the 
presence  of  slight  impurities,  that  it  is  unfitted  for  this  purpose  (p.  464).  The 
question  of  a  standard  of  resistance  has  been  made  the  subject  of  a  series  of 
laborious  investigations  by  a  committee  of  the  British  Association,  and  in  185^ 
they  issued  a  report  from  which  we  extract  the  most  important  conclusions 
{Brit,  Asitoeiation  Report,  1865,  p.  308).  It  will  be  seen  that  they  consider 
that  the  problem  is  practically  solved : — 

*'  The  Report  for  the  year  1864  announced  the  completion  of  the  experiments 
determining  the  resistance  in  absolute  measure  of  a  certain  coil  of  German-silver 
wire.  Taking  this  coil  as  the  basis,  Dr.  Matthiessen,  assisted  by  Mr.  C.  Hockin, 
prepared  ten  standards,  each  expressing  the  British  Association  unit  of  electrical 
resistance ;  two  of  these  standards  are  coils  of  platinum  wire,  two  are  coils  of 
wire  drawn  from  a  gold-silver  alloy,  two  are  coils  of  wire  drawn  from  a  platinum- 
iridium-alloy,  and  the  remaining  two  are  tubes  of  mercury. 

"  The  wires  employed  in  the  coils  are  from  0*5  millim.  to  0*8  millim.  dia- 
meter, and  range  from  one  to  two  metres  in  length.  They  are  insulated  with 
white  silk,  and  are  wound  round  a  long  hollow  bobbin  of  brass.  The  wires  are 
imbedded  in  solid  paraffin,  and  enclosed  in  a  thin  brass  case,  which  allows  the 
coils  to  be  plunged  in  a  bath  of  water  by  which  their  temperature  may  be 
conveniently  regulated  and  observed.  Two  short  copper  terminals  project  from 
the  case  and  are  forked  at  their  ends,  so  that  they  may  be  connected  with  the 
Wheatstone's  balance  in  the  manner  recommended  by  Professor  W.  Thomson, 
avoiding  the  error  due  to  the  possible  resistance  of  connexions.  The  mercury 
standards  consist  of  two  glass  tubes  about  three-quarters  of  a  metre  in  length. 

"  These  ten  standards  are  equal  to  one  another  and  to  the  British  Association 
unit,  at  some  temperature  stated  on  the  coil  or  tube,  and  lying  between  I4°*5 
and  id'^'S  C. 

**  None  of  them,  when  correct,  differ  more  than  0*03  per  cent,  from  their 
yalue  at  i  j°-j  C. 

*'  In  the  choice  of  the  material  of  which  the  standards  are  constructed,  the 
committee  have  been  much  assisted  by  the  experiments  on  permanency  made  by 
Dr.  Matthiessen. 

"  Silver  and  copper  were  found  to  alter  in  their  resistance  simply  by  age. 
German  silver  was  also  found  to  alter  in  some  cases. 

**  These  materials  had  therefore  to  be  rejected.  Gold  appears  constant,  but 
owing  to  its  low  specific  resistance  a  considerable  length  would  have  been 
required,  unless  a  wire  had  been  adopted  of  very  small  diameter.  This  was  not 
thought  desirable,  for  several  reasons ;  any  slight  decay  or  injury  in  the  surface 
of  a  small  wire  would  cause  much  greater  alteration  in  the  resistance  than  the 
same  injury  to  a  large  wire.  A  small  wire  would  be  more  liable  to  mechanical 
injury,  and  would  be  much  more  rapidly  heated  by  the  passage  of  currents. 
The  committee  having  rejected  small  wires  for  these  reasons,  thought  it  un- 
necessary to  incur  the  expense  of  a  large  and  thick  gold  wire.  The  great  change 
of  resistance  caused  by  a  change  of  temperature  furnished  another  reason  for 


Digitized  by  VjOOQIC 


RESISTANCE   COILS.  495 

amount  of  resistance  into  a  circuit  mucli  greater  than  can  be 
effected  by  means  of  the  rheostat.  For  this  purpose  Wheatstone 
employed  the  Resistance  Coils,  shown  at  d,  fig  228.  These  coils 
are  composed  of  fine  copper  wire  ^-^  of  an  inch  (0-127"™')  ^^ 
diameter^  carefully  insulated  by  covering  them  with  silk ;  two  of 
the  coils  are  50  feet  in  length,  the  others  100,  aoo,  400,  and  800 


rejecting  gold  and  other  pure  metals.  One  pair  of  standards  was,  howev^er, 
made  of  platinam,  which  appeared  the  most  snitable  of  all  the  pure  metals. 
Platinum  and  the  three  alloys  named  appear  all  to  be  very  constant,  that  is  to 
say,  their  resistance  is  not  altered  by  age,  or  even  by  being  subjected  to  con* 
siderable  heat  and  recooled. 

"These  materials  also  possess  considerable  mechanical  strength;  they  are 
not  easily  ii^ured  by  chemical  action,  they  have  considerable  specific  resistance, 
and  that  resistance,  in  the  case  of  the  three  alloys,  changes  little  with  a  change 
of  temperature. 

"  It  is  of  course  impossible  to  say  with  certainty  that  their  resistance  will 
not  vary  with  time,  but  it  is  most  unlikely  that  the  resistance  of  all  will  vary  in 
the  same  ratio 

"  Dr.  Siemens  was  the  first  person  who  produced  numerous  sets  of  coils 
accurately  adjusted ;  and  although  unable  to  recommend  the  adoption  of  his  unit 
of  resistance,  the  committee  once  more  take  an  opportunity  of  expressing  their 
sense  of  the  high  value  of  Dr.  Siemens's  researches  on  the  reproduction  of  units 
by  means  of  mercury.  Dr.  Siemens  is  confident  that  a  unit  can  be  and  has 
been  reproduced  by  means  of  mercury  with  an  accuracy  of  0*05  per  cent. ;  but 
meanwhile,  the  chief  security  for  the  permanency  of  the  unit  consists  in  the 
preservation  of  standards  constructed  in  various  ways  and  of  various  materials. 

"  The  mercury  tubes  furnish  an  additional  security.  A  molecular  change 
may  occur  in  the  wires,  that  is  to  say,  they  may  become  of  harder  or  softer 
temper,  they  may  be  injured  chemically  in  course  of  time  by  some  action  on 
their  surface;  it  is  just  possible  that  the  repeated  passage  of  currents  may 
alter  them  in  some  way,  although  we  have  no  reason  as  yet  to  expect  such  an 
alteration. 

'*  Mercury  is  free  from  all  these  objections.  Its  temper  cannot  vary,  and  as 
it  would  be  purified  afresh  on  each  occasion,  it  will  be  chemically  uninjured. 

'*  On  the  other  hand,  some  fresh  dangers  may  occur  in  its  use.  The  tubes 
themselves  may  alter  in  time,  or  the  mercury  may  not  always  be  absolutely  pure. 
Absolute  security  cannot  be  had,  but  the  choice  of  a  variety  of  materials  will 
probably  prevent  any  serious  alteration  irom  occurring  without  detection. 

'*  The  copies  which  have  been  issued  are  similar  in  form  to  the  standard 
coils,  but  the  terminals  are  simple  thick  copper  rods,  intended  to  be  dipped  in 
mercury  cups.  The  security  given  by  this  mode  of  connexion  is  sufficient  for  all 
ordinary  purposes,  and  it  was  feared  that  the  use  of  the  double  terminals  might 
not  be  everywhere  understood.  The  platinum-silver  alloy  has  been  used  in  all 
the  copies.  Wire  made  of  this  alloy  is  very  strong  and  ductile.  It  can,  for 
instance,  be  drawn  down  to  a  diameter  of  0*0002  inch.  Its  resistance  is  not 
permanently  altered  even  by  a  great  change  of  temperature,  and  even  annealing 
hardly  affects  it.  Moreover,  the  change  in  its  resistance  due  to  a  variation  of 
1°  C.  is  at  ordinary  temperature  only  0*03  2  per  cent.,  being  less  than  that  of 
any  other  alloy  tested.  It  is  also  a  commercial  alloy,  which  has  been  long  used 
by  dentists." 
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feet  long.  The  ends  of  eacli  coil  are  attached  to  short  thick 
wires,  fixed  to  the  upper  faces  of  the  cylinders,  which  serve  to 
combine  all  the  coils  into  one  continued  length  of  i6cx>  feet 
(487*6  metres)  of  wire.  Two  wires  proceed  from  the  extremities 
of  the  coils,  by  which  they  are  united  to  the  circuit.  On  the 
upper  face  of  each  cylinder  is  a  double  brass  spring,  moveable 
round  the  centre,  so  that  its  ends  can  be  made  to  rest  upon  the 
thick  brass  wires,  or  can  be  removed  from  them  at  pleasure. 
When  the  spring  rests  upon  the  wires,  the  current  passes  through 
the  spring  instead  of  through  the  coil ;  but  when  the  spring  rests 
upon  the  wood,  the  current  must  pass  through  the  coil.  In  the 
figure,  all  the  springs  are  shown  as  resting  upon  the  wires ;  in 
this  case  none  of  the  coils  are  included  in  the  circuit,  but  by 
turning  the  spring  of  any  particular  coil,  50,  iqo,  200,  or  400 
feet  of  wire  can,  in  a  moment,  be  introduced  into  the  circuit. 

The  following  is  Wheatstone's  description  of  his  method  of 
ascertaining  the  sum  of  the  electro-motive  forces  in  any  voltaic 
circuit  or  circuits : — 

'In  two  circuits  producing  equal  electro-motive  (or  voltaic) 
eflfects,  the  sum  of  the  electro-motive  forces,  divided  by  the  sum  of 
the  resistance,  is  a  constant  quantity ;  i.e.,  f =^ '  if  E  and  R  be 
proportionately  increased  or  diminished,  A  will  obviously  remain 
unchanged.  Knowing,  therefore,  the  proportion  of  resistances  in 
two  circuits  producing  the  same  eficct,  we  are  able  immediately  to 
infer  that  of  the  electro-motive  forces.  But,  as  it  is  difficult  in 
many  cases  to  determine  the  total  resistance,  consisting  of  the 
partial  resistances  of  the  rheomotor  [or  voltaic  combination]  itself, 
the  galvanometer,  the  rheostat,  &c.,  I  have  recourse  to  the  fol- 
lowing simple  process : — Increasing  the  resistance  of  the  first 
circuit  by  a  known  quantity,  r,  the  expression  becomes  ^^.  In 
order  that  the  eflfect  in  the  second  circuit  shall  be  rendered  equal 
to  this,  it  is  evident  that  the  added  resistance  must  be  multiplied 
by  the  same  factor  as  that  by  which  the  electro-motive  forces  and 
the  original  resistances  are  multiplied ;  for  5-Z7  =  nl+w  '^^^ 
relations  of  the  length  of  the  added  resistances  r,  and  n  r,  which 
are  known  immediately,  give  therefore  those  of  the  electro-motive 
forces.^ — {Phil.  Trans.  1843,  313.) 

Suppose,  for  example,  it  be  desired  to  compare  the  electro- 
motive force  obtained  from  a  single  pair  of  zinc  and  copper  plates 
in  one  of  Daniell's  cells,  with  that  of  two  pairs  of  the  same  com- 
bination, the  following  will  be  the  mode  of  conducting  the  experi- 
ment : — ^Interpose  the  rheostat  (fig.  2Ji8)  and  the  galvanometer,  b, 


Digitized  by  VjOOQIC 


■A 


PBOCESSES   OF  VOLTAIC   DISCBAAOE.  497 

in  the  circuit  obtained  from  the  single  cell^  c ;  then^  by  coiling  or 
uncoiling  the  wire  of  the  rheostat,  bring  the  needle  exactly  to  45^. 
Next  uncoil  the  wire  of  the  rheostat,  and  count  the  number  of 
turns  required  to  bring  the  needle  to  40®.  Suppose  35  turns  are 
required :  this  number  of  turns  may  be  taken  to  represent  the 
electro-motive  force  of  the  combination.  Now  introduce  the  two 
cells,  arranged  as  a  compound  circuit,  instead  of  the  single  ceil 
at  c.  Bring  the  needle  as  before  to  45*^,  interposing  one  or  more 
of  the  resistance  coils  at  d,  if  needed,  by  turning  the  spring  upon 
the  wood  of  the  reels,  and  complete  the  adjustment  by  coiling  or 
uncoiling  the  wire  of  the  rheostat.  Again  uncoil  the  wire  of  the 
rheostat  until  the  galvanometer  needle  stands  at  40**.  Seventy 
turns,  or  twice  the  number  previously  required  to  produce  this 
effect,  will  now  be  needed.  The  electro-motive  forces  in  the  two 
cases  are  therefore  as  35  to  70,  or  as  i  :  2.  If  instead  of  arranging 
the  two  cells  as  a  compound  circuit  the  zinc  plate  be  connected 
with  the  other  zinc  plate  and  the  copper  with  the  copper,  so  as  to 
form  a  single  circuit,  it  would  have  required  the  interposition  of 
a  greater  resistance  to  reduce  the  needle  to  45^  to  start  with  than 
when  one  cell  only  was  used ;  but  only  35  turns  of  the  rheostat 
would  be  needed  to  bring  the  needle  down  to  40^.  This  last  ex- 
periment shows  that  the  electro-motive  force  is  not  altered  by 
increasing  or  diminishing  the  size  of  the  plates. 

The  electro-motive  power  of  any  combination  may  by  means  of 
this  arrangement  be  compared  with  any  one  selected  as  a  standard : 
it  was  in  this  way  that  the  results  on  the  comparison  of  the  electro- 
motive effects  of  platinum,  zinc,  and  potassium  (260)  were  obtained. 

Processes  of  Voltaic  Discharge, 

(275)  Having  now  reviewed  the  principal  circumstances  which 
influence  or  exalt  the  activity  of  the  voltaic  battery,  we  may  pro- 
ceed to  examine  the  phenomena  which  are  manifested  when  a 
powerful  combination  is  brought  into  action  by  connecting  its 
opposite  extremities.  Voltaic  action  is  exhibited  only  during  the 
process  of  discharge,  for  the  current  is  a  continuous  succession  of 
discharges  of  the  electricity  developed  and  maintained  by  the  con- 
tact and  chemical  action  of  the  materials  employed  in  the  con- 
struction of  the  battery.  The  discharge  of  the  voltaic  battery 
may,  like  that  of  the  ordinary  machine,  be  considered  under  three 
heads — viz.,  the  discharge  by  conduciiony  as  when  the  circuit  is 
completed  by  a  wire  or  other  good  solid  conductor ;  the  discharge 
by  disruption,  in  which  case  a  luminous  appearance  is  exhibited 
through  a  short  interval  of  non-conducting  matter;  and  the  dis* 
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charge  by  canvection,  which  takes  place  in  liquids^  and  is  accom- 
panied by  chemical  action  and  transference  of  the  particles  of  the 
conductor. 

(276)  Conduction. — In  all  cases  where  electricity  is  in  motion, 
whether  it  be  excited  by  chemical  action,  as  in  the  voltaic  pile,  or 
by  friction,  as  in  the  common  electrical  machine,  the  force  is  con« 
yeyed  by  the  entire  thickness  of  the  conductor ;  the  charge  is  not 
confined  to  the  surface,  as  occurs  when  the  power  is  stationary 
and  produces  effects  by  induction  only.  In  the  case  of  the  voltaic 
current  as  well  as  in  the  momentary  discharge  of  the  Leyden 
battery,  by  far  the  greater  portion  of  the  induction  occurs  between 
one  transverse  section  of  the  conductor  and  the  adjacent  sections 
immediately  before  and  behind  it ;  and  but  a  small  proportion  of 
the  induction,  sufficient  however  to  be  distinctly  manifest,  is 
diverted  to  surrounding  objects.  By  reducing  the  thickness  or 
diameter  of  the  conducting  material,  a  large  quantity  of  the  force 
is  compelled  to  traverse  a  given  number  of  conducting  particles  in 
the  same  time,  and  a  great  elevation  of  temperature  is  thus  pro- 
duced. The  heat  may  rise  sufficiently  high  to  cause  ignition  of 
the  wire,  and  this  ignition  may  be  produced  at  any  point  of  the 
circuit,  so  as  to  produce  the  explosion  of  a  charge  of  gunpowder 
sunk  in  the  depths  of  the  ocean  or  buried  within  the  recesses  of 
a  mine ;  the  operations  of  blasting  may  thus  be  made  to  assume 
a  degree  of  certainty  and  of  safety  hitherto  unattained  by  other 
means,  since  the  moment  at  which  the  discharge  shall  take  place 
is  absolutely  under  control. 

Elevation  of  temperature  diminishes  the  conducting  power  of 
the  metals :  a  good  experimental  proof  of  this  fact  is  afforded  by 
transmitting  through  a  platinum  wire  a  voltaic  current  of  sufficient 
power  to  raise  the  wire  to  a  dull  red  heat ;  and  whilst  the  current 
is  still  passing,  igniting  a  loop  of  the  wire  in  the  flame  of  a  spirit 
lamp ;  the  temperature  of  the  other  part  immediately  falls,  owing 
to  the  diminished  amount  of  electricity  which  traverses  it,  in  con- 
sequence of  the  increased  resistance  offered  to  the  pass^e  of  the 
current  by  the  strongly  ignited  part  of  the  wire.  If  a  loop  of  the 
wire  be  cooled  by  immersion  in  water,  the  opposite  effect  is  pro- 
duced ;  for  in  this  case  the  reduction  of  temperature  at  one  point 
enables  a  larger  quantity  of  electricity  to  pass  through  the  wire, 
which  may  thus  be  raised  to  a  heat  approaching  its  point  of  fusion. 
The  power  of  a  voltaic  combination  may  be  roughly  estimated  by 
the  number  of  centimetres  of  platinum  wire  of  uniform  diameter, 
which  it  will  heat  to  redness :  the  same  quantity  of  electricity  is 
l^ansmitted  in    equal  intervals  of    time  through   wire  of    the 
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same  temperatare^  whether  it  be  a  centimetre  only  or  a  metre  or 
more  in  length:  but  the  increased  length  which  the  stronger 
current  will  ignite  measures  the  increase  in  tension  of  the 
electric  discharge. 

The  conducting  power  of  the  different  metals  for  electricity 
varies  nearly  in  the  same  ordei:  as  their  power  of  conducting  heat ; 
but  it  is  remarkable  that  charcoal^  though  so  bad  a  conductor  of 
heat^  transmits  electricity  with  great  facility.  The  measurement 
of  the  conducting  power  of  solids  and  of  liquids  for  electricity 
has  occupied  the  attention  of  many  distinguished  philosophers. 
An  ingenious  method  was  proposed  many  years  ago  by  Becquerel, 
who  constructed  a  differential  galvanometer,  in  which  the  needles 
were  surrounded  by  two  insulated  copper  wires  of  equal  length 
and  diameter ;  they  were  coiled  in  the  usual  way^  and  formed  two 
independent  circuits^  so  that  the  galvanometer  had  four  t^mina- 
tions  instead  of  two.  When  two  perfectly  equal  currents  were 
transmitted,  one  through  each  wire  in  opposite  directions,  they 
exactly  neutralized  each  other  in  their  effect  upon  the  needle^ 
which  therefore  remained  stationary ;  but  if  either  current  pre- 
ponderated, a  corresponding  deviation  of  the  needle  was  occa* 
sioned.  To  use  the  instrument,  a  small  voltaic  combination  was 
connected  with  the  galvanometer,  two  wires  passing  from  each 
pole,  so  as  to  divide  the  current  into  two  exactly  equal  portions, 
one  being  transmitted  through  one  of  the  coils,  the  other  through 
the  second  coil  in  the  opposite  direction.  Wires  of  the  different 
rbetals  were  then  introduced  into  the  two  circuits.  If  into  either 
circuit  a  conductor  of  inferior  power  were  introduced,  the  current 
in  that  circuit  was  proportionately  diminished,  and  the  needle  was 
disturbed;  but  the  equilibrium  could  be  restored  by  increasing 
the  length  of  the  wire  in  the  other  circuit ;  then  by  comparing 
the  lengths  of  the  two  wires  thus  introduced,  their  relative  con- 
ducting power  could  be  inferred.  By  means  of  this  instrument, 
conjoined  with  the  use  of  Wheatstone^s  rheostat^  Ed,  Becquerel 
was  enabled  to  measure  the  conducting  power  of  a  number  of 
wires  of  different  metals  with  precision  {Ann.  de  Chimie,  III.  xviL 
266).  The  relative  conducting  powers  of  the  wires  were  obtained 
by  ascertaining  the  lengths  of  the  rheostat  wire,  which  was  re- 
quired to  restore  the  equilibrium,  when  wires  of  different  metals 
were  employed.  In  fig.  azg  is  exhibited  the  arrangement  adop^ted 
in  these  experiments,  o  is  the  differential  galvanometer  with  its 
four  wires,  i  and  3  being  the  terminations  of  one  coil,  2  and  4 
those  of  the  other  coil ;  h,  a  voltaic  pair ;  b»  the  rheostat ;  and  w, 
the  metallic  wire  the  resistance  of  which  is  to  be  measured.    This 
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wire  is  stretched  and  insulated  between  two  binding  clamps,  a  and 
B ;  s  s,  is  a  copper  scale,  with  linear  subdivisions  for  measuring  the 
length  of  the  wire  which  is  included  in  the  circuit ;  n  is  a  sliding 
clamp  of  copper,  which  can  be  made  to  move  in  either  direction 

Fia.  229. 


along  the  scale  s,  and  can  be  connected  with  w,  at  any  desired  point, 
by  the  clamp  at  d.  Suppose  the  resistance  of  a  certain  length  of 
the  wire  m?  is  to  be  measured.  The  current  from  h  is  divided 
into  two  portions  so  as  to  send  each  in  opposite  directions  through 
the  galvanometer.  One  half  of  the  battery  current  is  made  to 
pass  along  the  wire  ///,  up  the  clamp  d,  and  through  part  of  the 
wire  W'y  the  other  half  is  transmitted  through  the  rheostat,  in 
the  direction  shown  by  the  arrows.  By  coiling  or  uncoiling  the 
wire  of  the  rheostat,  the  two  circuits  are  rendered  exactly  equal, 
so  that  the  needle  of  the  galvanometer  shall  stand  at  0°.  Now, 
if  D  be  undamped,  and  it  be  caused  to  slide  through  a  definite 
distance,  say  300™™*  towards  b,  the  equilibrium  of  the  galvano* 
meter  will  be  destroyed ;  since  the  resistance  in  w  is  increased, 
whilst  that  in  the  rheostat  remains  unaltered ;  but  by  uncoiling 
the  wire  of  the  rheostat,  additional  resistance  can  be  introduced 
into  the  circuit  of  which  it  forms  a  part ;  the  equilibrium  may 
thus  be  again  restored,  and  the  resistance  of  ^od^°^  of  w  will  be 
given  by  counting  the  number  of  coils  of  the  rheostat  required. 
The  comparative  resistances  of  any  number  of  difierent  wires  in- 
troduced at  w  may  thus  be  readily  ascertained. 

The  following  table  exhibits  the  conducting  power  of  wires  of 
equal  length  and  diameter  of  various  metals  as  determined  by  this 
process.  The  mercury  was  placed  in  a  glass  tube  of  uniform 
diameter. 

These  metals  were  carefully  purified  and  well  annealed.  It 
was  found  that  annealed  metals  conducted  better  than  those  which 
iiad  not  undergone  this  process.  If  hard  drawn  silver,  for  instance, 
have  a  conductivity  of  100,  the  same  wire  when  annealed  will 
have  a  conductivity  of  108*57  (Matthiessen).  The  efiect  even  of  a 
moderate  elevation  of  temperature  in  reducing  the  conducting 
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power  for  the  time  being  is  very  considerable^  as  will  be  evident 
by  comparing  the  second  column  of  figures  in  the  table  with  the 
first. 

Electric  Conductivity  of  Metah.     (JS.  Becguerel) 


At  o«  C. 

CondnoUvi^atioo'O. 

L088  per  cent, 
each  metal 
beinff  100  at 

Silver  at  o» 

Silver  at  0°  0. 

SilTer  at  ioo<* 

BS  lOO. 

=  100. 

=  100. 

o«»C. 

Silver      ...     . 

•     •••     ••• 

lOO 

71*316 

100 

28-7 

ar 

9^-517 

64-919 

91-030 

29-1 

64-960 

48489 

67-992 

\u 

Cadmium 

24579 

17-506 

24*547 
24673 

Zinc... 

24-063 

i7'59<5 
8657 

26-9 

Tin  ... 

14014 

12-139 

38-3 

Iron... 

12-350 

8387 

11-760 

322 

Lead... 

8277 

%& 

8-078 

307 

Platinum 

7933 
1-738 

9*378 

15*7 

Mercury 

1*575 

2*208 

94 

The  measurement  of  electric  conductivity  may  be  attained 
more  simply  by  the  use  of  the  instrument  known  as  Wheatatone^s 
bridge,  combined  with  a  single  galvanometer  of  ordinary  con- 
struction. This  method  is  now  extensively  employed  for  the 
measurement  of  the  conducting  power  of  wires  for  telegraphic 
purposes  {Phil.  Trans,  1843,  i'^^'  ^^^  principle  of  the  instrument 
will  be  understood  with  the  aid  of  the  following  diagram : — 

Fig.  230. 


Upon  a  slab  of  mahogany^  m  m^  are  fastened  four  stout  copper 
wires,  c  a,  c  b,  z  a,  z  b,  the  extremities  of  which  are  attached  to 
binding-screws.  The  binding-screws  z  and  c  are  to  be  connected 
^th  the  electrodes  of  a  voltaic  combination^  v ;  the  screws  a  and  b 
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are  to  be  attached  to  the  terminal  wires  of  the  *galyanometer^  g. 
Suppose^  firsts  the  four  wires  to  be  of  equal  length  and  thickness^ 
and  to  be  coniintiotis ;  perfect  equilibrium  would  in  this  case  be  es« 
tablished  in  the  galvanometer^  how  powerful  soever  the  current  from 
the  battery^  and  the  needle  would  remain  at  zero :  for  the  two 
currents^  zb  g  ac  and  z  ag  b  c,RTe  exactly  equals  and  both  tend  to 
pass  in  opposite  directions  through  the  galvanometer ;  the  tensions 
at  a  and  b  are  equals  and  the  needle  is  consequently  unaffected.  But 
if  a  resistance  be  interposed  in  either  of  the  four  wires,  the  equi- 
librium of  the  needle  is  disturbed.  Suppose,  then,  that  the  copper 
wire  c  A  be  divided  at  e  f;  the  current  from  c  will  now  pass  entirely 
through  the  continuous  wire  c  a;  at  a  it  will  become  divided, 
part  passing  through  the  wire  a  z,  and  a  smaller  portion  through 
the  galvanometer  and  the  wire  b  z,  which  offers  a  greater  resis- 
tance than  the  wire  a  z  alone.  If  the  interval  at  e  /  be  completed 
by  a  conductor,  such  as  a  mile  of  copper  wire  of  which  the  resis- 
tance is  to  be  measured,  a  smaller  amount  of  the  current  will  tra- 
verse the  wire cefb  than  will  pass  along c a, and  a  proportionate 
amount  of  the  force  will  pass  through  the  galvanometer ;  but  if  now 
a  resistance  equal  to  that  of  the  wire  at  e  /  be  introduced  at  h  i, 
the  amount  of  electric  tension  at  a  and  b  will  again  become 
equalized,  and  the  needle  will  remain  stationary.  By  means  of 
the  resistance  coils  and  rheostat,  a  known  amount  of  resistance, 
expressed  in  terms  of  the  standard  agreed  upon,  can  be  introduced 
at  A  i,  and  so  the  resistance  of  the  wire  at  e  /  may  be  exactly  deter- 
mined in  terms  of  this  interposed  resistance.  Various  modifications 
of  the  form  of  this  apparatus  may  be  used,  and  many  precautions 
are  needed  to  ensure  the  greatest  attainable  accuracy. 

A  modification  of  this  method  was  applied  by  Matthiessen 
{Phil.  Mag,  February,  1857)  in  his  researches  upon  the  conducting 
powers  of  wires  of  various  metals  {Phil.  Trans.  1858,  p.  383 ;  1862, 
p.  I ;  1863,  P'  3^9)'  He  considers  the  metals  in  the  first  of  the 
two  following  tables  to  have  been  chemically  pure.  The  wires  of 
the  oxidizable  metals  were  obtained  by  forcing  them  through  an 
opening  in  a  steel  plate,  by  strong  pressure,  the  wire  as  it  was 
formed  being  received  into  a  vessel  filled  with  naphtha. 

Matthiessen  and  Von  Bose  conclude  from  these  experiments 
that  the  law  of  decrease  of  electric  conductivity  is  the  same  for 
all  metals,  and  it  will  be  at  once  apparent  that  the  relative  con- 
ducting powers  of  the  metals  continue  to  be  the  same  with  trifling 
variation,  whether  they  be  compared  at  o®  or  at  100°  C,  as  will 
be  evident  by  comparing  the  first  and  third  columns  of  figures 
with  each  other.     The  numbers  given  for  palladium^  platinum^ 
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Electric  Conductivity  of  Metab 

[Matthiessen.] 

Metal  (pure). 

ConduotiTity. 

Conductivity  at  ioo«  C. 

SilTerftto<*C.  =  ioo. 

Silver  »t 

ZOO°=IOO. 

Each  metal  compared 
with  itself  at  o°C.=  10a 

Silver  (hard-drawn) 
Copper  (hard-drawn) 

Gold  (hard-drawn) 

Zinc  (pressed) 

Cadmium  (pressed) 

Palladium  (annealed)      ... 
Platinum  (annealed) 

Cobalt      

Iron 

Nickel      ... 

Tin 

Thallium 

Lead        ... 

Arsenicum       

Antimony        

Bismuth 

Atsa". 
lOOOO 

99*95 
7796 

29*02 
2372 

18*44 

1803 

17-22 

i6*8i 

13*11 

12*36 

9*16 

8*32 

4*76 

4*62 

1*245 

At  %12\ 

71*56 

70*27 

5590 
2067 
16*77 

10-38 

8-67 
641 
5-86 

333 
3*26 

0*878 

lOOOO 
98*20 
78*11 
2889 
2344 

14*50 
12*12 

In 
8*18 

4*65 

4*55 

1*227 

71*56 
70-31 
71*70 
71*23 
70*70 

61*74 

70*11 
68*58 

7o;g9 

7054 
70*51 

Loss  per  ot. 

28-44 
29*69 
2830 

28-77 
29*30 

3826 

29*89 
31*42 
29*61 
30*12 
29*46 
2949 

cobalt^  iron^  and  nickel  are  calculated  as  on  pure  specimens  from 
experiments  upon  specimens  of  these  met^Js  known  to  be  slightly 
impure.  In  the  table  which  follows,  the  metals  were  commercially 
pure,  but  the  conductivity,  when  not  absolutely  accurate,  is  pro- 
bably below  the  truth,  as  the  addition  of  a  second  metal  always 
diminishes  the  conductivity. 


Metal. 

Condac- 
tiwty. 

Temp. 
«C. 

Temp. 

Metal. 

Conductivity. 

Temp. 

T«gP. 

Silver  (pure). . 

100 -co 

o-o 

32-0 

Iron 

12*64 

20*3 

687 

Copper 

77*43 

187 

65*8 

Palladium 

17*2 

63*0 

Sodium 

37  43 

680 

710 

Platinum 

io*53 

20 -6 

69*2 

Aluminam  ... 

3376 

19*2 

672 

Strontium 

671 

205 

68-9 

Magnesium... 

25*47 

17*0 

626 

Mercury 

1-63 

22*8 

730 

Calcium 

22*14 

167 

62'2 

Tellurium 

*ooo77 

197 

673 

Potassium  ... 

20-85 

20*4 

687 

Red  Phosphorus 

•00000123 

240 

75*2 

Lithium 

19*00 

20  0 

68-0 

Matthiessen  finds  that  scrupulous  attention  to  the  purity  of  the 
metals  is  essential.  The  presence  of  2*5  per  cent,  of  phosphorus 
in  copper  reduced  the  conducting  power  of  a  specimen  of  the  pure 
metal  from  100  to  7*52.  A  m"ereltra6e  of  ai'senicufti  in  the  copper 
reduced  it  from  100  to  60,  and  the  presence  of  a  little  sub-oxide 
in  the  metal  had  a  very  marked  effect  in  reducing  the  conducting 
power.  Indeed,  there  are  few  metals  more  easily  affected  in  con- 
ducting power  by  slight  traces  of  impurity  than  copper,  so  that 
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very  great  differences  in  conducting  power  are  observed  in  wires 
drawn  from  different  samples  of  what  would  be  regarded  as  good 
commercial  copper. 

The  conducting  power  of  an  alloy  is  generally  below  that  of 
the  mean  of  its  component  metals.  This  is  seen  in  the  alloy  of 
antimony  and  tin ;  but  the  alloys  of  tin  and  lead^  tin  and  zinc^ 
zinc  and  cadmium^  give  a  conductivity  almost  exactly  the  mean  of 
that  of  the  component  metals^  allowing  for  the  proportion  of  each 
that  is  present.  A  similar  fact  was  observed  by  Calvert  and 
Johnson  (149)  in  the  conducting  power  for  heat  of  some  of  these 
very  alloys.  An  elaborate  paper  on  the  influence  of  temperature 
on  the  conducting  power  of  alloys,  by  Matthiessen  and  Vogt, 
will  be  found  in  the  Phil,  Trans,  for  1864,  167. 


Alloy. 


Silver =100. 


Caloalared 
Conductivity. 


Observed 
Coodaotivity. 


Temperatnre. 


°C. 


ZnCd 

ZnSn    

Sn^Pb 

SnPb    

SnPb^ 

2  Antimony,  i  part  tin 


2404 

10-31 
909 

8*22 

11-99 


2378 
17*43 
10-55 

9'20 

826 
0413 


20*7 
22'0 
22*0 
21*4 
22*6 
25-0 


69.4 
71*6 
716 

705 

727 
77-0 


Lenz  found  that  all  the  metals  continued  to  decrease  in  con- 
ductivity as  the  temperature  rose  to .300°  C,  and  Dr.  Robinson 
proved  that  this  diminution  continued  as  they  were  raised  pro- 
gressively to  a  red  and  even  to  a  white  heat. 

The  non-metallic  bodies  appear  to  increase  in  conductivity 
as  the  temperature  rises,  for  Matthiessen  found  that  the  con- 
ducting power  of  graphite  and  of  coke  was  increased  by  heating 
them,  the  electric  conductivity  of  gas  coke  rising  about  12  per 
cent,  between  the  ordinary  atmospheric  temperature  and  a  ^  light' 
red  heat.  Hittorf  obtained  an  analogous  result  with  selenium. 
Comparing  the  conducting  power  at  ordinary  temperatures  of 
diflerent  forms  of  carbon  with  that  of  silver  at  0°  C.  as  100, 
Matthiessen  obtained  the  following  values  : — 

°F. 
Brodie's  purified  Ceylon  graphite     0*0693  at  ji°6 

Gas  coke 0*0386  at  77® 

Bunsen^s  battery  coke      .     •     .     0*0246  at  79*2 


22 
26*2 


(277)  If  equal  amounts  of  electricity,  whether  obtained  from  the 
voltaic  battery  or  from  the  electrical  machine,  be  made  to  traverse 
wires  of  different  metals  of  equal  length  and  diameter  in  the  same 
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interval  of  time,  the  rise  of  temperature  in  the  wire  is  inversely 
proportioned  to  its  conducting  power,  and  therefore  the  better  the 
conductor  the  less  heat  does  it  emit.  The  general  truth  of  the 
fact  may  in  the  case  of  voltaic  electricity  be  rudely  but  strikingly 
demonstrated  by  taking  a  wire  of  silver  and  one  of  platinum,  each 
of  exactly  the  same  diameter,  and  forming  them  into  a  compound 
wire  consisting  of  alternate  links  of  the  two  metals.  A  current 
of  electricity  may  be  transmitted  through  this  compound  wire,  of 
such  a  strength  as  to  heat  the  platinum  to  visible  redness,  whilst 
the  silver  links  will  exhibit  no  such  intense  heat,  though  each  link 
of  the  wire,  from  the  form  of  the  experiment,  must  transmit  equal 
quantities  of  electricity  in  equal  times.  It  has  been  ascertained 
that  the  heat  developed  at  any  part  of  the  circuit  is  proportional 
to  the  square  of  the  force  of  the  current  multiplied  into  the  re- 
sistance at  that  particular  point.  For  the  same  wire  the  rise  of 
temperature  is  proportioned  to  the  square  of  the  quantity  of  elec- 
tricity, and  this  is  true  also  for  liquid  conductors. 

Andrews  {Proceed.  Roy,  Irish  Acad,,  p.  465,  June,  1840,)  found 
that  when  a  fine  platinum  wire  was  traversed  by  a  current  from 
one  of  Daniell's  constant  batteries,  the  ignition  of  the  wire  varied  in 
intensity  by  varying  the  gas  with  which  he  surrounded  the  wire. 
This  wire  was  enclosed  in  a  glass  tube,  which  could  be  filled  at 
pleasure  with  the  different  gases  in  succession.  It  was  found  that 
gaseous  sulphurous  anhydride  and  hydrochloric  acid  had  a  smaller 
cooling  power  than  atmospheric  air.  Nitrogen,  carbonic  oxide, 
cyanogen,  carbonic  anhydride,  nitric  oxide,  nitrous  oxide,  oxygen, 
and  aqueous  vapour,  had  nearly  the  same  effect  as  atmospheric  air. 
defiant  gas,  ammonia,  the  vapour  of  alcohol  and  of  ether  had  a 
greater  cooling  power ;  and  hydrogen  a  far  greater  cooling  power 
than  any  of  the  others.  The  same  subject  has  also  been  investi- 
gated by  Grove  {Phil.  Travis.  1849,  49.) 

The  following  experiment  illustrates  the  cooling  effect  of  hy- 
drogen very  clearly.  Take  three  pieces  of  stout  copper  wire,  bend 
them  into  the  form  shown  at  w  w 
w,  fig.  231,  and  attach  them  to  a 
weighted  board,  by  which  the  lower 
part  of  the  bend  can  be  sunk  be- 
neath the  surface  of  water  con- 
tained in  a  shallow  vessel.  At  a  and 
by  where  the  wires  project  above 
the  surface  of  the  water,  complete 
the  connexion  by  means  of  spirals  of  fine  platinum  wire,  both 
spirals  being  equal  in  length,  and  each  cut  from  the  same  wire. 


Fie.  231. 


Digitized  by  VjOOQiC 


606  UNEQUAL   COOLING   EFFECTS  OF  DIFFERENT  GASES. 

Each  spiral  will  thus  oppose  an  equal  resistance  to  the  passage  of 
the  current.  When  a  voltaic  current  of  a  certain  intensity  is 
transmitted  through  the  wire,  www,  each  spiral,  consequently, 
becomes  heated  to  the  same  degree  of  visible  ignition.  But  if 
two  similar  jars,  one,  a,  filled  with  air,  the  other,  h,  filled  with 
hydrogen,  be  inverted  over  them,  the  wire  in  the  jar  h  imme- 
diately ceases  to  be  luminous,  while  that  in  a  becomes  more 
intensely  ignited.  This  superior  cooling  action  of  the  hydrogen 
is  no  doubt  mainly  due  to  the  superior  mobility  of  the  particles  of 
the  gas  over  those  of  air.  (152,  160.) 

The  experiment  was  varied  by  enclosing  the  wires  a  and  b  in 
separate  glass  tubes,  and  sealing  them  up,  one  in  an  atmosphere 
of  air,  the  other  in  an  atmosphere  of  hydrogen.  Both  were  then 
included  in  the  same  circuit,  so  that  they  should  transmit  equal 
amounts  of  electricity.  Before  transmitting  the  current,  however, 
each  tube  was  immersed  in  a  separate  vessel  which  contained  a 
weighed  quantity  of  water,  the  temperature  of  which  was  accurately 
observed.  After  the  current  had  been  allowed  to  pass  for  a 
certain  time,  the  temperature  of  the  water  which  surrounded  each 
wire  was  again  observed,  and  it  was  found  that  the  water  around 
the  tube  which  contained  air  was  considerably  hotter  than  that 
surrounding  the  tube  filled  vrith  hydrogen. 

This  result,  paradoxical  as  it  appears,  and  as  it  seems  to  have 
been  regarded  by  Grove,  must  necessarily  follow  from  the  ope- 
ration of  two  principles  which  have  already  been  explained :  the 
first  of  these  is,  that  the  resistance  offered  by  a  metal  to  the  pas« 
sage  of  electricity  is  diminished  by  reducing  the  temperature ; 
and  the  second  is  that  the  heat  evolved  by  a  current  in  passing 
through  a  conductor  is  inversely  as  the  resistance  which  it  expe- 
riences. Now,  in  this  experiment,  the  primary  effect  of  the  hy- 
drogen is  the  cooling  of  the  conducting  wire ;  and  the  conse- 
quence is  that  this  cooled  wire,  in  transmitting  the  same  current 
as  a  similar  wire  in  air,  offers  less  resistance,  and  less  heat  is 
therefore  evolved  by  the  wire  surrounded  by  the  hydrogen  than  by 
the  wire  which  is  surrounded  by  air. 

(1278)  Electric  Conductivity  of  Liquids. — Liquids  are  very 
inferior  to  solids  in  conducting,  power ;  indeed,  the  difference 
between  the  two  classes  of  bodies  is  so  extreme  that  it  is  difficult 
to  institute  an  accurate  comparison  between  them.  The  attempt, 
however,  has  been  made  by  Pouillet :  assumiug«as  the  unit  of  com- 
parison the  conducting  power  of  a  solution  of  cupric  sulphate, 
saturated  at  15^  C.  he  gives  the  following  as  the  relative  conduct- 
.  ing  power  of  the  undermentioned  solutions : — 
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Saturated  solution  of  cuprio  sulphate  .     •     •  i 

Ditto,  diluted  with  an  equal  bulk  of  water    .  0*64 

Ditto,  diluted  with  twice  its  bxdk  of  water    .  0*44 

Ditto,  diluted  with  four  times  its  bulk     .     .  0*31 

Distilled  water 0*0x325 

Ditto,  with  Tr,w5-  of  nitric  acid   ....  0*0x5 

Platinum  wire 2,500,000*00 

The  conducting  power  of  a  platinum  wire,  of  a  diameter  and  length 
equal  to  that  of  the  interposed  columns  of  liquid^  is  probably 
estimated  too  high. 

Since  these  results  of  Pouillet's  were  published,  the  subject  of 
the  conducting  power  of  liquids  has  been  resumed  by  E.  Becquerel, 
{Ann.  de  Chimie,  III.  xvii.  263.)  He  states  that  saline  solutions 
maybe  divided  into  two  classes;  in  the  first,  the  conducting  power  in- 
creases progressively  in  proportion  to  the  strength  of  the  solution, 
until  it  becomes  saturated;  cupric  sulphate  and  sodic  chloride 
affording  instances  of  this  kind:  whilst  in  the  second  class, 
of  which  cupric  nitrate  and  zincic  sulphate  may  be  taken  as 
examples,  the  conducting  power  increases  with  the  degree  of  con- 
centration up  to  a  certain  point,  beyond  which  it  diminishes  as 
the  solution  becomes  more  nearly  saturated.  The  salts  which  exhibit 
this  peculiarity  are  either  deliquescent  or  extremely  soluble.  The  fol- 
lowing table  contains  a  fewof  Becquerers  results.  The  saline  liquids 
are  to  be  considered  as  saturated  unless  otherwise  specified : — 

Eleeiric  Conductivity  of  Liquids. 


Density. 

Temp.oC, 

Temp.  <>F. 

Conduoting  power. 

Pure  Silver 

0 

32 

100,000)  OOO'OO 

Solution  of  Cuprio  Sulphate    .  . 

Bo.     half  the  stren^h 

Do.     one  fourth  the  strength 
Solution  of  Sodio  chlMide 

<  Do.     half  the  strength 

(      Do.     one  fourth  the  strength 
1  SolutioQ  of  Cuprio  Nitrate 

]      Do.    half  the  strength 

f       Do.     one  fourth  the  strength 
Solution  of  Zincio  Su^>hate     . . . 

<  Do.     half  the  strength 

(      Do.     one  fourth  the  strength 

Oil  of  Vitriol  i  measure 
Distilled  Water  1 1  measures 
Nitrio  Acid  (Commercial) 
Platinum 

1-1707 

1*6008 
1-4410 

10 

»» 
ft 

f> 
)) 
14-4 

» 
19*0 

133 
o*o 

50 

5^ 

55 
58 

66 

56 
3« 

5;44 

2 -08 

3i'5« 
2308 

13-58 
«'995 

17703 

l3-44« 
577 
713 
5*43 

88-68 

9377 
7,933,00000 

It  is  not  surprising  that  difierences  so  considerable  should  be 
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observed  between  the  conducting  powers  of  liquids  and  those  of 
solids ;  for  the  processes  of  conduction  in  the  two  cases  are  essen- 
tially different.  In  liquids  chemical  decomposition  and  free  move- 
ment of  the  component  particles  are  indispensable,  whilst  nothing 
of  the  kind  takes  place  in  solids.  The  effects  of  heat  are  even 
inverted  in  the. two  cases;  for  experiment  shows  that  as  the  tem- 
perature rises,  the  conducting  power  of  the  liquid  increases 
rapidly ;  according  to  Becquerel,  the  conducting  power  of  many 
solutions  at  joo^  C.  is  three  or  four  times  as  great  as  that  of  the 
same  solution  at  o^.  *  These  phenomena,  therefore,  are  the 
reverse  of  those  presented  by  most  solids.  Exceptions,  however, 
occur :  Faraday  has  shown  that  argentic  sulphide,  when  cold,  is 
an  insulator,  but  on  warming  it  gently  it  begins  to  conduct,  and 
when  hot  it  affords  a  spark  like  a  metal ;  at  a  point  a  little  below 
redness  it  conducts  sufficiently  to  maintain  its  conducting  power 
by  the  heat  of  the  current  which  it  transmits.  Plumbic  sul- 
phide and  fluoride,  as  well  as  mercuric  iodide,  also  exhibit  the 
same  peculiarity.  Glass,  when  cold,  is  an  excellent  insulator 
of  the  electricity  developed  by  friction,  but  when  heated  it  con- 
ducts, and  when  red  hot  it  possesses  scarcely  any  insulating  power ; 
the  same  thing  is  also  true  of  the  tourmaline.  Gutta  percha  is 
a  much  better  insulator  at  o°  C.  than  at  40^,  and  the  same  thing 
is  observed,  though  to  a  much  less  extent,  in  the  case  of  caoutchouc. 
Most  of  these  cases  have  been  traced  to  ,a  partial  chemical  decom- 
position of  the  compound  under  the  influence  of  softening  by  heat 
(Beetz,  PhiL  Mag.^  Sept.  1854,  p.  191).  When  liquefied  by  heat, 
these  compounds  nearly  all  undergo  chemical  decomposition,  and 
allow  the  current  to  pass  finely. 

(279)  Electric  Conducting  Power  of  Gases. — Gases  are  almost 
perfect  insulators  of  the  voltaic  current ;  although  some  feeble 
indications  of  conducting  power  have  been  discovered  by  Andrews, 
as  well  as  by  Hankel,  by  E.  Becquerel,  and  by  Buff,  in  a  highly 
rarefied  atmosphere,  between  metallic  surfaces  strongly  ignited 
and  in  close  approximation ;  and  Magnus  finds  that  small  as  is 
the  conducting  power  of  gases,  they  differ  in  degree  in  this  respect^ 
hydrogen  surpassing  other  gases  and  vapours. 

Grove  has  further  shown,  that  in  flame  a  current  of  electricity 
is  not  only  transmitted,  but  that  there  is  evidence  of  its  produc- 
tion within  the  flame,  and  he  attributes  its  origin  to  chemical 
action.  Becquerel  regards  this  as  a  thermo-electric  phenomenon 
{Ann.  de  Chimie^  III.  xliii.  411).  BecquereVs  experiments, 
however,  are  not  conclusive ;  and  the  feebleness  of  thermo-electric 
currents,  coupled  with  the  slight  conductivity  of  flame,  render  «uch 
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a  view  inadmissible.  If  two  platinum  wires  be  connected  witli 
the  extremities  of  a  galvanometer,  the  free  ends  of  the  platinum 
being  twisted  into  a  small  coil,  and  one  of  the  platinum  wires  be 
inserted  into  the  root  of  the  blowpipe  flame,  whilst  the  other  is 
introduced  just  in  fix)nt  of  the  apex  of  the  blue  cone,  a  current 
will  be  indicated,  passing  from  the  root  to  the  apex  of  the  flame. 
By  forming  several  jets  of  flame  together  into  a  compound  circuit. 
Grove  succeeded  in  decomposing  a  solution  of  potassic  iodide  by 
means  of  the  currents  obtained  from  flame.  Under  certain  cir- 
cumstances, however,  which  we  now  proceed  to  notice,  highly 
heated  gaseous  matter  appears  to  transmit  voltaic  power  of  high 
intensity,  and  the  phenomena  thus  displayed  are  of  a  most  brilliant 
and  remarkable  kind. 

(280)  Disruptive  Discharge-^Blectric  Light, — ^When  the  cur- 
rent is  greater  than  the  conductor  is  able  to  convey,  the  wire 
melts,  and  is  dispersed  in  vapour;  disruptive  discharge,  in  fact, 
occurs.  From,  a  powerful  voltaic  battery  this  disruptive  discharge 
may  be  maintained  continuously,  owing  to  the  enormous  quantity 
of  electricity  in  circulation. 

If  the  air  be  rarefied  between  the  interrupted  conductors,  the 
interval  through  which  the  discharge  can  be  efiected  may  be  con- 
siderably increased.  The  heat  developed  by  the  passage  of  the 
current  between  two  pieces  of  charcoal  when  they  are  in  contact, 
will  enable  them  to  be  separated  for  a  considerable  distance  with- 
out interrupting  the  passage  of  the  current ;  this  distance  ranges 
from  \  inch  to  i  inch  (i8°^-  to  %^')  when  a  series  of  seventy  of 
DanielFs  cells  20  inches  (50  centim.)  in  height  are  employed. 
Davy,  with  the  great  battery  of  the  Royal  Institution,  consisting 
of  2000  pairs  of  plates  on  WoUaston's  construction,  obtained  an 
arc  of  flame,  between  charcoal  points,  4  inches  (10  centim.)  in 
length,  and  of  dazzling  brilliancy. 

Despretz,  by  using  600  cells  of  Bunsen's  construction  arranged 
consecutively,  succeeded  when  the  points  were  placed  in  a  vertical 
line  with  the  negative  pole  below,  in  obtaining  an  arc  7*8  inches 
{198"*™*)  in  length.  With  100  pairs  the  arc  was  only  1  inch  (25°^) 
long.  The  most  intense  light,  however,  is  obtained  when  the 
points  are  separated  but  to  a  small  distance,  because  the  resistance 
then  being  less,  a  much  larger  quantity  of  electricity  passes  in  a 
given  time,  and  the  temperature  is  proportionately  higher.  Des- 
pretz found  he  obtained  a  much  more  intense  light  by  employing 
his  600  cells  in  six  parallel  series,  so  as  to  form  100  cells  of  six 
times  the  ordinary  size,  than  when  they  were  connected  into  one 
continuous  series.     He  estimated  the  light  with  the  arrangement 
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of  600  in  six  parallel  series  to  be  nearly  six  times  as  great  as 
when  100  cells  only  were  employed^ — a  result  in  conformity  with 
the  anticipations  of  theory.  The  same  observer  found  that  when 
the  charcoal  points  were  disposed  in  a  horizontal  direction  at 
right  angles  to  the  magnetic  meridian,  the  letigth  of  the  arc  when 
aoo  pairs  of  Bunsen  in  two  parallel  series  were  employed^  was 
greater  in  the  proportion  of  20'8  to  16*5,  when  the  positive  pole 
was  to  the  east  than  when  it  was  to  the  west  {Connies  Bendus, 
XXX.  370). 

During  the  production  of  this  daszling  light  a  considerable 
mechanical  transport  of  the  materials  composing  the  terminals  of 
the  pile  takes  place^  and  there  can  be  no  doubt  that  the  ignition 
of  the  solid  particles  contributes  mainly  to  the  production  of  the 
intense  light  thus  procured.  A  cavity  is  always  produced  in  the 
piece  of  charcoal  attached  to  the  positive  wire  which  is  connected 
with  the  last  platinum  or  copper  plate  of  the  battery ;  and  at  the 
same  time  a  mammillated  deposit^  which  continually  increases  in 
lengthy  is  formed  upon  the  charcoal  on  the  negative  wire  in  con- 
nexion with  the  zinc  plate ;  and  usually  portions  of  the  charcoal 
become  converted  into  glistening  plates  of  true  graphite.  Attempts 
have  been  made  to  apply  the  electric  light  to  the  purposes  of 
illumination^  and  in  particular  cases^  as  for  temporary  application 
to  illuminating  works  in  process  of  construction  at  nighty  or  for 
the  display  of  optical  phenomena  in  the  class-room^  it  is  often  of 
high  value.  Its  application  is,  however,  attended  with  great 
practical  difficulties,  of  which  the  transfer  of  conducting  material 
from  one  pole  to  the  other  is  one  of  the  most  serious ;  and  it  is 
very  doubtful  if,  even  when  the  mechanical  obstacles  are  removed, 
such  a  light  can  be  economically  or  advantageously  used  for  the 
general  purposes  of  illumination.  The  light  is  too  intense  for 
the  unprotected  eye  to  endure  for  any  length  of  time  in  its  im- 
mediate vicinity,  and  the  expense  is  so  great,  that  unless  the 
electricity  can  be  obtained  in  the  process  of  preparing  some  che- 
mical compound  in  the  battery  itself  which  will  defray  the  cost 
of  production,  its  success  as  a  mercantile  speculation  is  very  pro- 
blematical.* According  to  E.  Becquerel,  the  cost  of  the  electric 
light  is  nearly  four  times  as  great  as  that  of  an  equid  light  pro- 
duced by  burning  coal  gas. 

This  transfer  of  solid  particles  is  not  confined  to  oases  in 


*  The  general  appearance  of  the  electric  lamp  of  Duboscq  is  shown  in 
fig.  232,  in  which  T,  T  represent  the  charcoal  points  between  which  the  voltaic 
arc  is  maintained.     The  object  to  be  effected  is  to  preserve  these  points  at  a, 
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irhieli  a  porous  conductor  like  charcoal  is  used.  The  densest 
metals^  such  as  platinum  and  iridium^  are  transferred  from  the 
positive  towards  the  negative  terminal,  hut  the  arc  in  these  cases 
is  not  so  long  as  when  more  friable  materials  are  used.  When 
a  positive  coke  point  was  opposed  to  a  negative  electrode  of  pla- 
tinum^ the  arc  was  not  more  than  half  the  length  of  that  obtained 


uniform  distance  from  each  other,  and  at  the  same  height  in  the  lantern,  so 
that  the  source  of  light  shall  always  he  kept  in  the  same  position  with  respect  to 
the  lens. 

The  regalator  hy  which  this  result  is  attained  is  shown  at  B.  Within  this 
18  an  electro-magnet,  and  a  clock  movement,  the  principal  parts  of  which  are 
tepresented  upon  a  larger  scale  in  fig.  233.     The  clock  movement  is  designed  to 


Fig.  233. 


Pig.  232 


bring  the  two  points  towards  each  other  so  as  to  compensate  for  the  waste  thej 
experience  in  burning,  and  the  electro-magnet  is  employed  to  check  the  clock, 
action  when  no  longer  needed.  When  the  battery  is  in  use  the  negative  point 
is  always  consumed  in  air  more  slowly  than  the  positive  one ;  and  it  heoomes 
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by  making  the  coke  negative  and  the  platinum  positive  (De  la  Rive)  • 
Orove  found  it  to  be  true  generally  that  in  an  oxidising  medium 
the  brilliancy  and  length  of  the  arc  was  greatest  with  the  most 
oxidizable  metals.  Van  Breda  states  that  portions  of  the  nega^ 
tive  terminal  are  always  transferred  towards  the  positive  wire. 
This  was  particularly  evident  when  iron  balls  were  made  the  ter- 
minals of  the  wires,  although  this  transfer  is  much  less  in  amount 
from  the  negative  to  the  positive,  than  the  simultaneous  transfer 
from  the  positive  to  the  negative  wire.  The  light  that  attends 
the  voltaic  arc  does  not  necessarily  proceed  from  the  combustion 
of  the  conducting  material,  for  it  occurs  in  a  vessel  from  which  air 
is  exhausted,  with  a  brilliancy  not  much  inferior  to  that  exhibited 
by  it  in  the  air.  It  may  even  be  produced  between  two  charcoal 
points  which  are  immersed  under  water.  In  every  case,  however, 
the  transference  of  some  material  particles  is  essential  to  the  pro- 
duction of  the  luminous  arc.  Gassiot  found  that  even  when  a 
combination  of  320  cells  on  DanielFs  construction  was  employed, 
no  spark  could  be  obtained  between  two  platinum  surfaces,  con- 


necessary  to  provide  means  for  moving  each  point,  at  a  rate  proportioned  to  the 
rapidity  of  its  consumption.  This  is  effected  by  making  the  drums  n  and  p  of 
unequal,  dimensions ;  the  chains  c  and  d  are  employed  to  transmit  the  move- 
ments of  the  clockwork  to  the  points  T,  t'.  The  chain  c  attached  to  the  upper 
or  negative  point  t',  is  coiled  upon  the  smaller  drum  n,  and  passes  up  the 
tubular  support  s.  This  chain  is  wound  in  the  opposite  direction  to  that  of  the 
chain  d,  which  after  passing  over  the  pulley  c^f  is  attached  to  the  tube  containing 
the  lower  or  positive  charcoal  point  T.  Both  drums  are  placed  upon  a  common 
axis,  and  therefore  both  are  moved  by  the  clock  in  the  same  direction,  so  that 
whilst  the  chain  d  attached  to  the  lower  point  is  being  wound  up,  the  chain  e 
connected  with  the  negative  point  is  being  unwound,  though  less  rapidly  than 
d,  and  the  negative  point  is  allowed  to  descend.  The  wires  from  the  battery 
(about  40  pairs  of  Grove)  are  made  fast  to  the  binding-screws  b,  b\  the  positive 
wire  B  being  connected  with  one  end  of  the  coil  a  A  of  the  electro- magnet  m, 
while  the  other  end  of  this  coil  is  in  electrical  contact  with  the  lower  point  T. 
The  current  is  thus  made  to  pass  through  the  electro-magnet  on  its  way  to  the 
charcoal  points.  When  the  electro-magnet  is  in  full  action  it  attracts  the 
keeper  k  attached  to  the  lower  end  of  the  bent  lever  working  on  the  fulcrum  r. 
The  upper  extremity  of  this  lever,  when  the  keeper  is  drawn  home,  locks  into 
the  ratchet  wheel  seen  edgewise  at  r;  thus  arresting  the  clock  movement, 
and  rendering  the  charcoal  points  stationary.  As  soon  as  the  distance  between 
the  points  becomes  too  'great,  the  current  through  the  electro-magnet  becomes  - 
reduced  in  power,  and  lets  go  the  keeper  k,  which  is  forced  away  from  the 
magnet  by  the  releasing  spring  q.  By  this  means  the  clockwork  is  imme- 
diately set  free,  and  the  pdints  are  thus  made  to  approach  each  other,  until  the 
current  recovers  sufficient  force  again  to  attract  the  keeper,  which  once  more 
locks  into  the  ratchet  wheel  r.  When  the  battery  is  in  good  action,  these 
alternate  motions  of  the  keeper  and  of  the  clockwork  recur  with  frequency  and 
regularity ;  so  that  the  points  are  maintained  at  a  distance  sufficiently  uidform 
to  prevent  any  sudden  or  material  fluctiiation  in  the  amount  of  light. 
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nected  one  with  one  wire,  the  other  with  the  opposite  wire  of  the 
battery,  in  a  high  state  of  efficiency,  although  the  two  platinum 
surfaces  were  brought  within  xoW  ^^  ^^  i^ch  (o'oo84™")  of  each 
other.  If,  however,  the  transfer  of  some  material  particles  be 
effected  between  the  two  surfaces,  either  by  a  momentary  contact, 
or  even  by  the  discharge  of  a  Ley  den  jar  across  the  interval,  the 
current  may  be  established  and  the  luminous  arc  maintained  with 
a  small  number  of  pairs  of  plates. 

The  heat  produced  in  the  voltaic  arc  is  of  the  most  intense 
kind.  Metals  like  platinum,  iridium,  and  titanium,  which  resist 
the  greatest  heat  that  can  be  obtained  by  the  direct  chemical 
action  attendant  upon  combustion  in  the  furnace,  melt  readily, 
and  are  transferred  from  the  positive  to  the  negative  terminal  by 
a  voltaic  current  of  high  intensity.  The  fusion  is  easily  accom- 
plished by  excavating  a  circular  piece  of  gas  coke,  about  an  inch 
(2&5"^)  in  diameter  and  half  an  inch  (ia"^*)  thick,  into  the  form 
of  a  crucible,  which  is  attached  by  stout  copper  bell- wire  to  the 
wire  which  is  in  connexion  with  the  last  platinum  plate  of  the 
battery ;  a  piece  of  boxwood  charcoal  or  of  gas  coke  about  the 
thickness  of  a  cedar  pencil  is  attached  to  the  wire  connected  with 
the  zinc  plate  of  the  battery ;  the  metal  for  trial  is  then  placed 
in  the  little  coke  crucible,  and  the  current  from  izo  or  30  pairs  of 
Grovels  battery  is  transmitted  through  it  by  means  of  the  charcoal 
point  with  which  the  negative  wire  of  the  battery  is  armed. 
Alumina,  rutile,  oxide  of  iron,  and  other  refractory  bodies,  may 
be  fused  in  the  voltaic  arc,  and  subsequently  volatilized.  Despretz, 
with  his  powerful  battery  of  600  cells,  in  six  parallel  series  of  100 
each,  saw  charcoal  obtained  from  anthracite,  from  graphite,  from 
sugar,  and  from  oil  of  turpentine,  when  moulded  into  the  form  of 
rods,  and  heated  in  an  atmosphere  of  nitrogen  under  a  pressure 
of  between  2  and  3  atmospheres,  soften,  bend,  and  swell  up :  in 
some  cases  he  cemented  together  the  softened  fragments  into  one 
mass,  and  the  interior  of  the  vessel  was  lined  with  a  black  deposit 
of  what  he  supposed  to  have  been  volatihzed  carbon.  Gassiot 
has  pointed  out  the  remarkable  fact,  of  which  no  explanation  has 
as  yet  been  given,  that  the  positive  wire,  or  the  wire  connected 
with  the  terminal  platinum  plate  of  the  battery,  becomes  much 
the  hotter  of  the  two  in  this  action.  This  effect  is  reversed  in 
the  case  of  the  secondary  current  obtained  from  the  Ruhmkorff 
coil  (312),  in  which  the  negative  terminal  becomes  the  hottest, 
and  from  which  the  dispersion  of  solid  particles  almost  exclusively 
occurs. 

Favre  {Ann.  de  Chimie,  III.xl.  293)  has  arrived  at  the  interesting 
1  XL 
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conclusion  that  the  quantity  of  heat  evolved  by  the  solution  of  a 
definite  quantity  of  zinc  in  any  giyen  circuit,  is  lessened  in  the 
battery  itself,  in  proportion  as  heat  is  evolved  at  any  given  poiat 
of  the  circuit,  and  that  heat  is  lost  when  motion  is  produced  by  the 
development  and  exertion  of  electro-magnetic  power.  The  quantity 
of  heat  thus  lost  agrees  very  closely  with  the  quantity  required 
by  theory  if  Joule^s  mechanical  equivalent  of  heat  (129)  be 
adopted.  A  part  of  the  heat  is  thus  converted  into  mechanical 
effect  or  motion,  as  must  be  the  case  if  the  mechanical  theory  of 
heat  (130)  be  true.  The  simple  solution  of  a  given  quantity  of 
zinc  in  sulphuric  acid,  equal  in  amount  to  that  dissolved  in  the 
battery  during  each  experiment,  had  been  found  by  previous  re- 
searches to  be  represented  by  the  number  18682.  In  these  experi- 
ments Favre  arranged  the  battery  itself  in  a  calorimeter ;  and  in  a 
second  calorimeter  he  placed  the  conducting  wire,  which  was  coiled 
in  such  a  manner  as  to  be  applicable  to  the  production  of  electro- 
magnetic action,  the  amount  of  which  could  be  measured  by  its 
power  of  raising  a  weight.  He  then  made  five  series  of  experi- 
ments. In  the  first  of  these  the  current  traversed  the  battery 
only  and  a  short  copper  wire ;  in  the  second  series,  it  traversed 
the  battery  and  the  conducting  wire  of  the  coil,  the  iron  not 
being  included  in  the  coil ;  in  the  third  series,  the  metallic  core 
was  previously  placed  in  the  axis  of  the  coil ;  in  the  fourth  series, 
the  apparatus  for  rotation  was  set  in  motion  by  the  electro- 
magnetism  developed,  but  no  weight  was  raised ;  and  in  the  fifth 
series  a  known  weight  was  lifted  to  a  definite  height  by  the  action 
of  the  electro-magnet.     The  jesults  were  as  foUows : — 


No.  of 

ist  Calorimeter. 

and  Calorimeter. 

Heat  lost  for 

Heat  Units. 

Ezpdriments. 

(Battery.) 

(Conducting  coil.) 

Weight  raised. 

Total. 

I 

18682 

18682 

2 

18674 

18674 
18667 

3 

16448 

2219 

4 

13888 

4769 

18657 

5 

15427 

2947 

308 

18682 

The  fifth  column  gives  the  total  amount  of  heat  measured  in 
^  units  of  heat '  (see  p.  242),  from  which  it  will  be  seen  to  be 
sensibly  equal  in  each  case. 

The  colour  of  the  light  emitted  by  the  different  metals  when 
deflagrated  between  the  wires  of  the  battery,  is  peculiar  for  each : . 
gold  burns  with  a  bluish- white  light,  silver  with  a  beautiful  green 
light,  copper  with  a  reddish  white,  zinc  with  a  powerful  white 
light  tinged  with  blue,  and  lead  with  a  purple  light ;  steel  bums 
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with  brilliant  yellow  scintillatioiis^  mercury  with  a  brilliant  white 
light  tinged  with  blue.  If  these  lights  be  viewed  separately 
through  a  glass  prism^  large  dark  intervals  will  be  seen  between 
a  few  brilliant  streaks  of  light  of  different  colours  and  of  definite 
degrees  of  refirangibility,  so  that  each  metal  may  be  recognized 
by  the  spectrum  that  it  gives  in  the  voltaic  arc  (107,  108). 

Chemical  Actions  of  the  Voltaic  Battery. 

(281)  Discharge  by  Convection. — To  the  chemist,  however,  the 
discharge  of  the  voltaic  current  by  the  process  of  convection,  is 
even  more  interesting  than  the  brilliant  phenomena  exhibited  by 
the  disruptive  discharge,  since  it  is  in  the  discharge  by  convection 
that  the  important  chemical  actions  of  electricity  are  displayed. 

It  has  already  been  explained  when  describing  the  voltameter 
(^75^),  that  if  the  connecting  wires  of  a  voltaic  battery  terminate 
in  platinum  plates  or  wires  which  are  made  to  dip  into  acidulated 
water,  decomposition  of  the  liquid  takes  place,  oxygen  being 
evolved  at  the  surface  of  one  of  the  platinum  plates,  while 
hydrogen  escapes  at  the  surface  of  the  other.  This  important 
discovery  was  made  in  the  year  1800,  by  Nicholson  and  Carlisle, 
and  the  chemical  action  of  the  voltaic  pile  thus  revealed,  enabled 
Pavy  a  few  years  later  to  decompose  the  alkalies  and  earths, 
which  up  to  that  time  had  been  regarded  as  elements;  but  by 
showing  their  compound  nature,  he  at  once  modified,  in  an  im« 
portant  maimer,  the  views  of  chemical  philosophy  which  had  pre* 
vailed  up  to  that  period. 

In  pursuing  these  experiments  on  the  voltaic  decomposition 
of  water,  it  was  soon  observed  that  when  copper  wires,  or  the  wires 
of  metals  which  are  easily  susceptible  of  oxidization,  are  employed, 
gas  escapes  from  one  wire  only ;  whilst  if  platinum  or  gold  wires 
be  used,  gas  is  evolved  firom  both.  In  the  first  case,  the  oxygen 
combines  with  the  copper  or  oxidizable  metal,  and  forms  an  oxide 
which  is  dissolved  by  the  acid  liquid,  and  therefore  hydrogen 
alone  escapes;  in  the  second  case,  both  gases  are  evolved,  one 
from  either  plate ;  since  neither  platinum  nor  gold  has  sufficient 
chemical  attraction  for  oxygen  to  combine  with  it  at  the  moment 
of  its  liberation. 

The  process  of  resolving  compounds  into  their  constituents  by 
eleetiicity,  is  termed  electrolysis  (from  '  electricity '  and  \vaig  re- 
leasing); a  body  susceptible  of  such  decomposition  is  called  an 
electrolyte ;  and  the  terminating  wires  or  plates  of  the  battery  are 
called  the  poUs  of  the  battery.  The  word  electrode  is  also  used 
as  synonymous  with  the  pole  of  the  battery,  and  it  implies  the 

ll2 
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door  or  path  (from  SSoc  a  way)  to  the  current  by  which  it  enters 
or  leaves  the  compound  through  which  it  is  transmitted. 

(282)  Laws  of  Electrolysis. — ^A  great  variety  of  bodies  admit 
of  being  decomposed  by  electrolysis^  but  the  process  is  not  appli- 
cable to  all  indiscriminately.  It  occurs  under  certain  definite 
laws,  which  may  be  stated  as  follows : — 

i.  No  elementary  substance  can  be  an  electrolyte:  for  from  the  na- 
ture of  the  operation,  compounds  alone  are  susceptible  of  electrolysis. 

ii.  Electrolysis  occurs  only  whilst  the  body  is  in  the  liquid  state. 
The  free  mobility  of  the  particles  which  form  the  body  undergoing 
decomposition,  is  a  necessary  condition  of  electrolysis,  since  the 
operation  is  always  attended  by  a  transfer  of  the  component  par- 
ticles of  the  electrolyte  in  opposite  directions.  Electrolysis  is 
necessarily  a  process  of  electrical  conduction,  but  it  is  conduc- 
tion of  a  peculiar  kind ;  it  is  totally  different  from  that  of  ordinary 
conduction  in  solids.  If  an  electrolyte  be  solidified,  it^  instantly 
arrests  the  passage  of  the  force ;  for  it  cannot  transmit  the  electric 
current  like  a  wire  or  a  solid  conductor :  the  thinnest  film  of  any 
solidified  electrolyte  between  the  two  electrodes  suspends  all  de- 
composition. Many  saline  bodies  are  good  conductors  when  in  a 
fused  condition ;  for  example,  nitre,  whilst  in  a  fiised  state  conducts 
admirably ;  but  if  a  cold  electrode  be  plunged  into  the  melted  salt, 
it  becomes  covered  with  a  film  of  solid  nitre,  and  no  current  is 
transmitted  until  a  continuous  chain  of  liquid  particles  is  restored 
between  the  plates  by  the  melting  of  the  film ;  these  effects  are 
readily  exhibited  by  including  a  galvanometer  in  the  circuit.  A 
few  partial  exceptions  to  this  rule  have  been  observed,  and  have 
already  been  alluded  to  (278);  but  in  such  cases  the  decomposi- 
tion is  always  extremely  limited. 

iii.  During  electrolysis,  the  components  of  the  electrolyte  are 
resolved  into  two  groups:  one  group  takes  a  definite  direction 
towards  one  of  the  electrodes;  the  other  group  takes  a  course 
towards  the  other  electrode.  This  direction  of  the  ions  (as  the  two 
groups  which  compose  the  electrolyte  have  been  termed,  from  iwv 
going)  depends  upon  the  direction  in  which  the  chemical  actions 
are  going  on  in  the  battery  itself.  The  two  platinimi  plates  in 
the  decomposing  cell  may  be  distinguished  from  each  other  in  the 
manner  proposed  by  Daniell.  These  plates  occupy  respectively 
the  position  pf  a  zinc  and  of  a  platinum  plate  in  an  ordinary  cell 
of  the  battery:  that  is  to  say,  if  for  this  decomposing  cell  an 
(ftrdinaay  battery  cell  were  substituted,  a  rod  of  zinc  would  occupy 
the  place  (rf  one  of  the  platinum  plates,  and  would  be  attacked  by 
ibe  oxygen  and  add  in  the  exciting  liquid  of  the  battery,  whilst 
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a  plate  of  platinum  or  some  other  conducting  metal  would  occupy 
the  place  of  the  second  platinum  plate,  and  would  have  the  hydro- 
gen of  the  exciting  liquid  directed  towards  it.  To  the  plate  of 
the  decomposing  cell  which  corresponds  to  the  zinc  rod,  Daniell 
gave  the  name  of  the  iincode,  which  is  synonymous  with  the 
anode  of  Faraday  and  the  positive  pole  of  other  writers.  To  the 
plate  which  corresponds  to  the  platinum  or  conducting  metal, 
Daniell  gave  the  name  of  the  platinode,  which  is  synonymous 
■with  Faraday^s  term  of  cathode^  and  with  the  negative  pole  of 
other  writers.  Oxygen,  chlorine,  and  the  acids  generally,  make 
their  appearance  at  the  zincode  in  the  decomposing  cell  during 
electrolysis ;  whilst  hydrogen,  alkalies,  and  the  metals  are  evolved 
upon  the  platinode. 

This  definite  direction  which  the  elements  assume  during 
electrolysis  may  be  shown  by  collecting  the  gas  which  is  evolved 
over  two  platinum  plates,  connected,  one  with  the  last  platinum, 
the  other  with  the  last  zinc  plate,  of  a  combination  consisting  of 
three  or  four  pairs  of  Grovels  battery.  Hydrogen  will  be  collected 
over  the  platinode,  or  the  plate  in  connexion  with  the  zinc  end  of 
the  arrangement ;  whilst  from  the  zincode,  or  plate  in  connexion 
with  the  terminal  platinum  plate  of  the  battery,  oxygen  is  evolved. 

The  following  experiment  further  illustrates  the  definite  direc- 
tion which  the  components  of  the  electrolyte  assume.  Let  four 
glasses  be  placed  side  by  side,  as  represented  in  fig.  234,  each 

Fig.  234. 


divided  into  two  compartments  by  a  partition  of  card,  or  three  or 
four  folds  of  blotting-paper,  and  let  the  glasses  be  in  electrical  com- 
munication with  each  other  by  means  of  platinum  wires  which 
terminate  in  strips  of  platinum  foil.  Place  in  the  glass  No.  1,  a 
solution  of  potassic  iodide  mixed  with  starch;  in  2,  a  strong 
solution  of  common  salt,  coloured  blue  with  sulphate  of  indigo ; 
in  3,  a  solution  of  ammonium  sulphate,  coloured  blue  with  a 
neutral  infusion  of  the  red  cabbage ;  and  in  4,  a  solution  of  cupric 
sulphate.  Let  the  plate,  A,  be  connected  with  the  positive 
wire;  and  let  a  complete  the  circuit  through  the  negative  wire. 
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Under  these  circumstances  iodine  will  speedily  be  set  free  in  b, 
and  will  form  the  blue  iodide  of  starch ;  chlorine  will  show  itself 
in  rf,  and  will  bleach  the  blue  liquid  j  sulphuric  acid  wiU  be  seen 
in  /,  and  will  redden  the  infiision  of  cabbage ;  sulphuric  acid  will 
also  be  liberated  in  h,  as  may  be  seen  by  introducing  a  piece  of 
blue  litmus-paper,  which  will  immediately  be  reddened ;  whUst  a 
piece  of  turmeric  paper  will  be  turned  brown  in  a,  from  liberated 
potash ;  in  c  it  will  also  be  turned  brown  by  the  soda  set  free ;  in 
e  the  blue  infusion  of  cabbage  will  become  green  from  the  am- 
monia which  is  disengaged ;  and  in  g  metallic  copper  will  be 
deposited  on  the  platinum  foil. 

iv.  The  amount  as  well  as  the  direction  of  electrolysis  is  defi- 
nite, and  it  is  dependent  upon  the  degree  of  action  in  the  battery  ; 
being  directly  proportionate  to  the  quantity  of  electricity  in  circu-- 
lation.  It  has  been  amply  proved  by  experiment  that  for  every 
65  milligrammes  of  zinc  which  is  dissolved  in  any  one  cell  of  the 
battery,  provided  local  action  be  prevented,  j8  milligrammes  of 
water  are  decomposed  in  the  voltameter ;  or  if,  as  in  the  preceding 
experiment,  several  electrolytes  be  arranged  in  succession,  each 
compound  will  experience  a  decomposition  proportioned  to  its 
chemical  equivalent.  For  instance — ^if  the  current  be  made  to  pass 
first  through  fiised  plumbic  iodide  (Pbig),  and  then  through  fused 
stannous  chloride  (SnClg) — for  each  65  milligrammes  of  zinc 
dissolved  in  any  one  cell  of  the  battery,  207  milligrammes  of 
lead,  and  118  milligrammes  of  tin  wiU  be  separated  on  the  re- 
spective platinodes,  whilst  254  (or  ax  127)  milligrammes  of  iodine, 
and  71  milligrammes  or  2  x  35*5  grains  of  chlorine  will  be  evolved 
on  the  respective  zincodes.  These  numbers  correspond  with  the 
chemical  equivalents  (not  the  atomic  weights)  of  the  several 
elements  named. 

Variations  in  the  intensity  of  the  current  [i,  c,  variations  in 
the  quantity  of  electricity  which  passes  through  a  given  transverse 
section  of  the  conductor  in  equal  times)  produce  no  variation  in 
the  amount  of  chemical  decomposition  which  is  effected  hy  the 

arrangement.  For 
example  :  if  three 
similar  voltameters, 
provided  with  plates 
of  equal  area,  be  ar- 
\  ranged  as  at  a,  b,  c, 
fig.  235,  the  first  will 
transmit  twice  as 
much  electricity  in 
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a  given  time  as  either  of  the  others.  The  current  will  therefore  have 
twice  the  intensity  in  a ;  but  the  total  quantity  of  gas  collected  from 
b  and  c  together  will  be  exactly  equal  to  the  total  amount  yielded  by  a 
in  the  course  of  the  experiment.  Hence  it  follows  that  the  quantity 
of  electricity  which  is  separated  from  a  given  weight  of  matter  in 
the  act  of  combination  is  able,  irrespective  of  its  intensity,  when 
thrown  into  the  current  form,  to  produce  the  decomposition  of  an 
equivalent  quantity  of  any  compound  body  which  is  susceptible  of 
electrolysis ;  and  hence  it  has  been  concluded  that  the  equivalent 
weights  of  the  simple  bodies  are  those  weights  of  each  substance 
which  are  associated  with  equal  quantities  of  electricity,  and  have 
naturally  equal  electric  powers. 

To  these  laws  may  be  added  a  fifth — ^viz, : — 

V.  Those  bodies  only  are  electrolytes  which  are  composed  of  a 
conductor  and  a  non-conductor.  The  conductors  accumulate  on  the 
platinode,  the  non-conductors  on  the  zincode.  For  example, 
plumbic  iodide  when  melted  conducts  the  current ;  metallic  lead, 
which  is  a  conductor,  accumulates  at  the  platinode ;  whilst  iodine, 
which  is  a  non-conductor  even  when  melted,  collects  at  the  zincode. 
On  the  other  hand,  red  chloride  of  sulphur  (S'^Clg)  is  not  an  electro- 
lyte, although  composed  of  single  equivalents  of  its  components ; 
and  melted  sulphur,  and  chlorine,  when  the  latter  is  liquefied  by 
pressure,  are  both  insulators  of  electricity.  A  compound  composed 
of  two  conductors  is  equally  unfit  for  electrolysis.  For  instance, 
a  metallic  alloy,  such  as  plumber's  solder,  composed  of  two  parts, 
or  one  equivalent,  of  lead,  and  one  part,  or  one  equivalent,  of  tin, 
when  melted,  conducts  the  current  perfectly,  but  no  separation  of 
its  constituents  is  effected. 

(2^83)  Relative  Decomposability  of  Electrolytes, — ^Every  elec- 
trolyte, since  it  can  transmit  a  current,  is  also  capable  of  gene- 
rating a  current  if  it  be  employed  to  excite  action  in  the  battery 
itself.  Comparatively  few  electrolytes,  however,  are  practically 
available  for  this  purpose.  It  is  necessary  that  the  deposited 
compounds  be  dissolved  as  fast  as  they  are  produced;  otherwise 
the  crust  of  insoluble  matter  which  is  formed  upon  the  plates  of 
the  battery  introduces  a  mechanical  obstacle  by  which  the  action 
is  speedily  checked. 

Great  differences  occur  in  the  facility  with  which  different  elec- 
trolytes field  to  the  decomposing  action  of  the  voltaic  current* 
Generally  speaking,  the  greater  the  chemical  opposition  between 
the  elements  of  a  compound,  the  more  readily  it  yields  to  electro- 
lysis. The  following  table  exhibits  the  order  in  which,  according 
to  Faraday,  the  different  compounds  which  are  enumerated  yield 
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to  electrolysis ;  those  which  axe  most  readily  decomposed  standing 
first  on  the  list : — 


Solution  of  potassic  iodide 
Fused  argentic  chloride 
Fused  zincic  chloride 
Fused  plumbic  chloride 


Fused  plumbic  iodide 
Hydrochloric  acid 
Diluted  sulphuric  acid. 


(384)  ElecirO'Chemical  Actions.- — The  suspension  of  chemical 
action  which  occurs  under  the  influence  of  electrical  induction  is 
one  of  the  most  interesting  illustrations  of  the  correlation  of 
forces.  This  suspension  is  well  shown  in  the  way  in  which  zinc 
when  placed  in  contact  with  copper  beneath  the  surface  of  sea- 
water,  acts  in  preventing  the  corrosion  of  copper,  and  transfers  to 
itself  the  chemical  energy  which  would  otherwise  be  manifested 
upon  the  copper  (261).  A  similar  suspension  of  chemical  action 
is  produced  in  the  ordinary  case  of  the  decomposition  of  water 
between  two  platinum  electrodes  by  the  voltaic  current :  here  the 
electricity  appears  to  act  by  weakening,  or  rather  by  partly  neu- 
tralizing, ordinary  chemical  attraction  in  one  direction,  whilst  it 
strengthens  or  adds  to  it  in  the  opposite,  and  hence  the  particles 
which  were  previously  in  combination  with  each  other  lose  their 
attraction  one  for  the  other,  and  acquire  it  for  those  particles  which 
are  next  adjacent  to  them  in  the  liquid ;  if,  for  instance,  the 
brackets  above  the  subjoined  formulae  indicate  the  atate  of  com- 
bination of  the  elements  of  hydrochloric  acid  before  the  passage 
of  the  current,  the  brackets  below  would  indicate  the  effect  pro- 
duced after  its  transmission,  thus  : — 

HCl     HCl     HCl     HCl 


Here  z  c  is  supposed  to  represent  the  battery,  and  -I-  and  —  the 
terminal  wires  of  the  arrangement :  the  positive  electricity  seems 
to  detach  the  chlorine  adjacent  to  it  from  the  hydrogen  with  which 
it  was  previously  in  combination,  whilst  the  negative  electricity 
produces  a  similar  effect  upon  the  contiguous  particles  of  hydrogen, 
and  the  intermediate  portions  are  polarized  in  the  manner  above 
represented.  , 

The  following  modification  of  this  experiment  also  shows  in  a 
striking  manner  the  remarkable  influence  of  electric  polarity  upon 
chemical  attraction  : — If  two  separate  glasses  filled  with  diluted 
sulphuric  acid  be  placed  side  by  side,  and  into  one  glass  the  ne- 
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gative  wire  of  the  battery  is  plunged,  whilst  the  positive  wire  dips 
into  the  other  cell,  no  decomposition  will  ensue ;  but  if  a  con- 
nexion be  established  between  the  two  glasses  by  means  of  a  slip 
of  platinum  foil,  one  end  of  which  is  made  to  dip  into  each,  the 
current  will  be  immediately  transmitted  :  hydrogen  will  be  evolved 
upon  the  platinode  in  one  glass,  and  oxygen  upon  the  zincode 
in  the  other  glass ;  whilst  owing  to  the  polar  condition  into  which 
the  connecting  slip  of  platinum  is  thrown,  hydrogen  wUl  be  given 
off  from  one  end  of  the  slip,  and  oxygen  will  be  evolved  upon  the 
other  extremity  of  it,  although  the  metal  itself  experiences  no 
sensible  change  beyond  a  slight  rise  of  temperature. 

(285)  Electrolys^is  of  Salts, — It  has  already  been  stated  (282,  iv.) 
that  when  a  binary  compound,  such  as  a  fused  chloride,  or  an 
iodide,  is  submitted  to  electrolysis,  the  ions  or  components  of  the 
compound  are  separated  at  the  respective  electrodes  in  equivalent 
proportions:  the  metal  appearing  at  the  platinode,  whilst  the 
chlorine,  or  corresponding  element,  is  deposited  at  the  zincode. 
If  the  zincode  of  the  battery  be  formed  of  a  substance  capable  of 
combining  with  the  chlorine  or  corresponding  element,  an  equiva- 
lent amount  of  the  chloride  or  other  compound  of  this  metal  will 
be  formed  there ;  and  when  the  metal  of  the  zincode  is  the  same 
as  that  contained  in  the  compound  which  is  undergoing  decompo- 
sition, the  original  compound  is  reproduced.  For  instance,  if  a 
quantity  of  fused  argentic  chloride  (AgCl)  be  decomposed  by  a 
current  which  is  conducted  into  it  by  means  of  silver  wires,  the 
quantity  of  the  chloride  will  undergo  no  alteration ;  for  in  this 
experiment,  as  fast  as  the  silver  is  deposited  upon  the  negative  wire, 
a  corresponding  amount  of  silver  will  be  dissolved  from  the  posi- , 
tive  wire,  since  the  latter  wire  combines  with  the  equivalent 
quantity  of  chlorine  which  is  liberated  at  this  point.  Let  Ag  + 
represent  the  positive  silver  wire,  or  zincode,  by  which  the  cur- 
rent is  conveyed  into  the  melted  chloride,  and — Ag  the  negative 
wire :  if  the  brackets  in  the  upper  row  of  symbols  which  follow 
indicate  the  combination  before  the  passage  of  the  current,  the 
lower  ones  will  show  the  arrangement  after  the  occurrence  of  the 
decomposition : — 

-Ag  I  A^l  A^l  A^l  I  Ag+ 
AgAg  I  ClA^  ClA^  ClAg  I 

An  examination  of  the  products  furnished  by  the  electrolytic 
decomposition  of  aqueous  solutions  of  the  oxysalts  (or  salts  formed 
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from  acids  which  contain  oxygen),  exhibits  results  which  appear 
to  be  at  variance  with  the  statement  that  the  components  of  an 
electrolyte  are  separated  in  equivalent  proportions — ^but  further 
investigation  shows  that  they  are  strictly  in  accordance  with  it ; 
these  experiments  also  lead  to  very  interesting  conclusions  which 
have  an  important  bearing  upon  the  theory  of  salts  in  general. 

When  a  solution  of  an  oxysalt  such  as  sodic  sulphate  is  sub- 
mitted to  electrolysis,  a  quantity  of  acid  accumulates  around  the 
positive  plate,  and  of  alkali  around  the  negative  plate ;  whilst  at 
the  same  time  both  oxygen  and  hydrogen  are  set  free.  The  pro- 
portions of  each  may  be  determined  by  means  of  a  diaphragm 
apparatus,  in  which  the  products  of  decomposition  can  be  kept 
separate  from  each  other,  and  the  gases  which  are  evolved  can  be 
separately  collected.  Such  an  apparatus  was  contrived  by  Daniell, 
and  is  represented  in  fig.  236.     a  and  b  are  the  two  halves  of  a 

Fig.  236. 


stout  glass  cylinder,  which  are  fitted  by  grinding  upon  a  hollow 
ring  of  glass,  c ;  the  two  rims  of  this  ring  are  ground  down  to  a 
grooved  shoulder,  so  as  to  allow  a  thin  piece  of  bladder  to  be  tied 
over  each  end  of  the  ring,  which  is  thereby  converted  into  a  kind 
of  drum;  at  k  is  a  small  hole  through  which  the  cavity  thus 
formed  can  be  filled  with  liquid ;  d  and  e  are  two  bent  glass  tubes 
for  carrying  off  the  gases  evolved  during  electrolysis ;  g  and  h  are 
two  large  platinum  electrodes,  which  pass  through  corks  in  the 
necks  of  the  cylinder,  and  can  be  connected  with  the  battery  by 
means  of  the  wires,  /,  t.  The  apparatus  thus  forms  three  com- 
partments, which  may  be  filled  with  the  liquid  for  experiment, 
and  the  whole  may  be  supported  in  a  frame  of  wood.  By  the 
employment  of  this  apparatus,  it  is  found  that  while  a  quantity 
of  acid  accumulates  at  the  zincode,  an  equivalent  amount  of 
alkali  is  set  free  at  the  platinode.     At  the  same  time,  a  quantity 
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of  gas  is  also  emitted  from  each  electrode,  tliat  from  the  zincode 
being  oxygen,  and  that  from  the  platinode,  hydrogen.  Upon  placing 
a  voltameter  in  the  course  of  the  circuit,  it  is  found  that  a  quan- 
tity of  gas  is  emitted  from  the  saline  liquid,  exactly  equal  to  that 
obtained  from  the  voltameter ;  and  upon  neutralizing  the  acid  and 
alkali,  they  likewise  are  in  equivalent  proportions  to  the  gas  which 
is  emitted  (Daniell,  Phil,  Tram.  1839,  p.  97,  and  1840,  p.  209).* 
Suppose  that  the  gas  collected  in  the  voltameter  amount  to  23*38 
cubic  centimetres  (or  the  quantity  yielded  by  18  mgrms.  of  water 
at  0°  C/  and  760°™*  barometric  pressure),  the  imited  quantity  of 
oxygen  and  hydrogen  from  the  solution  of  sodic  sulphate  would 
be  the  same, — and,  in  addition,  one  equivalent  in  mgrms,  or  14a 
mgrms.  of  sodic  sulphate  would  be  decomposed ;  63  mgrms.  of 
.soda  (NagO)  would  apparently  be  liberated  at  the  platinode,  and* 
80  mgrms.  of  sulphuric  anhydride  {SO3)  at  the  zincode.  Upon 
substituting  a  voltameter  of  fused  plumbic  chloride  in  the  circuit 
for  one  containing  diluted  sulphuric  acid,  and  still  continuing  to 
transmit  the  current  through  the  solution  of  sodic  sulphate,  it 
was  found  that  for  every  equivalent  of  plumbic  chloride  which  was 
decomposed,  i  equivalent  of  the  mixed  gases  was  evolved  from  the 
saline  solution,  and  at  the  same  time  i  equivalent  of  the  sulphate 
was  decomposed.  What  is  observed  in  the  case  of  sodic  sulphate 
holds  good  also  with  the  oxysalts  of  the  alkalies  and  earths 
generally. 

(286)  Bearing  of  Electrolysis  on  the  Binary  Theory  of  Salts, — 
It  is  a  fundsunental  law  of  voltaic  action,  that  the  amount  of  force 
circulating  in  any  circuit  at  the  same  time,  is  equal  in  every  ver- 
tical section  of  the  circuit,  and  consequently  its  decomposing 
energy  in  each  section  must  also  be  equal ;  yet  in  the  case  of 
sodic  sulphate,  there  appears  to  be  in  the  saline  solution  twice 
the  amount  of  decomposition  that  occurs  in  the  adjacent  volta- 
meter, though  both  are  transmitting  the  entire  current  from  the 
battery.  A  satisfactory  and  complete  explanation  of  this  anomaly 
is,  however,  afforded  by  the  binary  theory  of  salts  in  the  following 
manner : — 

Upon  the  binary  theory  of  salts,  the  component  ions  of  sodic 


*  This  observation  is  strictly  trae,  as  I  have  found  by  nnmeroas  careful 
repetitions  of  tbeae  experiments,  although,  as  Magnus  {Fogg.  AnnaL  cii.  i) 
has  pointed  out,  when  the  quantity  of  acid  and  alkali  becomes  considerable  in 
the  two  cells,  the  liberated  acid  and  alkali  each  transmit  a  portion  of  the 
current  as  well  as  the  sodic  sulphate,  so  that  if  the  experiment  be  unduly  pro- 
longed, the  proportion  of  the  acid  and  base  set  free  is  less  than  that  which 
theory  requires. 


Digitized  by  VjOOQIC 


524  ELECTROLYSIS    OF    SALTS 

sulphate  are  not  soda  and  sulphuric  anhydride  (Na^O^SOg)  but 
sodium  and  sulphion  (a  compound  of  4  atoms  of  oxygen  and  i  of 
sulphur)^  the  compound  being  sodic  mlphionide  (Na^^SOJ ;  and 
such  it  proves  to  be  under  the  influence  of  electrolysis,  sodium 
being  liberated  at  the  platinode,  whilst  sulphion  appears  at  the 
zincode.  Sodium,  however,  cannot  exist  in  the  presence  of  water ; 
the  metal  immediately  takes  oxygen,  and  becomes  converted  into 
soda ;  aNa^  +  4H2O  yielding  4NaH0  +  aHg :  the  alkali  is  dissolved 
in  the  liquid,  whilst  the  hydrogen  escapes  as  gas.  Sulphion  is 
equally  unable  to  exist  in  the  separate  form ;  it  combines  with 
hydrogeu,  a  HgO -I- 2SO4  becoming  Og  +  izHgSO^,  while  oxygen 
escapes,  and  sulphuric  acid  is  formed :  and  since  both  sodium 
and  sulphion  are  liberated  in  equivalent  proportions,  the  quantity 
of  water  decomposed  is  also  equivalent  to  the  quantity  of  salt 
electrolysed. 

On  the  foregoing  view,  therefore,  the  evolution  of  oxygen  and 
hydrogen  during  the  decomposition  of  such  saline  solutions  is  a 
secondary  action.  If  a  solution  of  a  salt  of  a  metal  which,  like 
copper  or  lead,  does  not  decompose  water  at  ordinary  tempera- 
tures, be  substituted  for  one  of  sodic  sulphate  as  the  electrolyte, 
no  hydrogen  should  be  evolved,  but  the  metal  itself  should  appear 
upon  the  platinode ;  whilst  if  the  other  constituent  of  the  salt  be 
one  which,  like  chlorine,  is  unable  to  take  hydrogen  from  water 
at  common  temperatures,  no  oxygen  should  be  emitted.  Accord- 
ingly, upon  making  the  experiment  with  a  solution  of  cupric  or 
plumbic  chloride,  the  salt  is  resolved  into  metallic  copper  or 
metallic  lead,  and  chlorine  gas,  but  no  oxygen  or  hydrogen  is 
liberated.  These  observations  will  explain  the  reason  that  although 
water,  when  pure,  is  scarcely  decomposed  by  the  current  from  100 
cells  or  upwards,  yet  it  appears  instantly  to  become  a  good  elec- 
trolyte on  the  addition  of  a  few  drops  of  acid,  or  of  solution  of  a 
salt  of  an  earth  or  an  alkali ;  for  upon  the  addition  of  the  salt,  it 
is  this  body  which  is  decomposed,  and  the  water  is  then  resolved 
into  oxygen  and  hydrogen  by  a  secondary  action  in  the  manner 
already  explained.  Sulphuric  acid  in  solution  is  in  like  manner 
resolved  into  hydrogen  and  sulphion,  H^  and  SO^.  In  neither 
case  is  the  water  directly  electrolysed.  This  observation  also  ex- 
plains a  circumstance  which  much  perplexed  the  earlier  experi- 
menters upon  the  chemical  action  of  the  voltaic  pile.  In  all  ex- 
periments in  which  water  was  decomposed,  both  acid  and  alkali 
were  invariably  found  to  be  liberated  at  the  electrodes,  although 
distilled  water  was  employed ;  and  hence  it  was  believed  for  some 
time  that  the  voltaic  current  had  some  mysterious  power  of  gene- 
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rating  acid  and  alkaliue  matter.  The  true  source  of  these  com- 
pounds, however,  was  traced  by  Davy  {Phil.  Trans.  J  807,  2), 
ivho  showed  that  they  proceeded  from  impurities  contained  either 
in  the  water  employed,  or  in  the  vessels  made  use  of,  or  in  the 
atmosphere  itself.  Having  proved  that  ordinary  distilled  water 
always  contains  traces  of  saline  matter,  he  redistilled  it  at  a  tem- 
perature below  the  boiling-point,  in  order  to  avoid  all  risk  of  car- 
rying over  salts  by  splashing :  he  found  that  when  he  used  marble 
cups  to  contain  the  water  for  decomposition,  the  acid  was  the 
hydrochloric  and  the  alkali  was  soda,  both  derived  from  sodic 
chloride  present  in  the  marble  itself ;  when  agate  cups  were  used 
to  contain  the  water,  he  obtained  silica ;  and  when  he  used  gold 
vessels,  he  procured  nitric  acid  and  ammonia,  which  he  traced  to 
atmospheric  air ;  by  operating  in  vacuo,  the  quantity  of  acid  and 
alkali  was  reduced  to  a  minimum,  but  the  decomposition  then  was 
almost  arrested,  although  he  operated  with  a  battery  of  50  pairs 
of  plates  4  inches  (10  centimetres)  square.  Hence  it  is  manifest 
that  water  itself  is  not  an  electrolyte,  but  it  is  enabled  to  convey 
the  current  if  it  contain  only  faint  traces  of  saline  matter. 

The  following  table  will  illustrate  the  manner  in  which  saline 
bodies  may  be  classified  in  relation  to  their  mode  of  electric  de- 
composition ;  the  anion  indicating  the  electro-negative,  the  cathion 
the  electro-positive  component. 


A,  Simple 


si 


B,  Cotnplex 


1  Simple  Anion 
Simple  Cathion       

Simple  Anion    

Compound  Cathion 

Compound  Anion      

Simple  Cathion 

Compound  Anion      

Compound  Cathion 

t.  Compound  Anion      

»   Simple  Cathions       ..* 

2.  Compound  Anion      

Simple  and  Compound  Cathions 


Ag,CL 

K,NO,. 
H4N,C3H30j. 

Na3,P0,. 
(Na,H,H4N),P04. 


When  solutions  of  the  monobasic  salts  are  the  subjects  of 
electrolysis,  the  proportion  of  acid  and  base  liberated  is  in  single 
equivalents ;  for  example  a  solution  of  potassic  nitrate  yields  one 
atom  of  potash  and  i  of  nitric  acid,  for  each  atom  of  ftised  argentic 
chloride,  which  is  decomposed  in  a  separate  voltameter  included 
in  the  same  circuit,  a  AgCl,  and  2  KNO3+3  H^O  become  respec- 
tively separated  into  Ag^  with  Clg,  and  Hjj+a  KHO  with  a  HNO, 
+  0,. 
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When  an  aqueous  solution  of  a  dibasic  salt^  such  as  sodic 
sulphate  (Na^SOJ,  is  submitted  to  electrolysis,  for  each  atom  of 
the  salt  decomposed^  2  atoms  of  argentic  chloride  would  simul- 
taneously undergo  electrolysis,  if  included  in  the  same  circuit ; 
a,  AgCl  becoming  Agg  and  Clg,  while  NagSO^  +  S  H^O  yield 
aNaHO  +  Hg  at  the  platinode,  together  with  H^SO^+Og,  which 
appear  at  the  zincode. 

Again,  i  atom  of  fused  plumbic  iodide  Pbl^  would  undergo 
decomposition,  whilst  2  atoms  of  argentic  chloride  would,  if  in- 
cluded in  the  same  circuit,  be  at  the  same  moment  resolved  into 
its  elements ;  a  AgCl  becoming  Agg  and  Cly  whilst  Pbljj  yield 
Pb  and  I,. 

In  an  analogous  manner  when  a  tribasic  salt,  such  as  trisodic 
phosphate  (NagPOJ,  is  subjected  to  electrolysis,  the  same  current 
which  would  decompose  2  atoms  of  the  phosphate  would  simul- 
taneously liberate  the  chlorine  and  silver  from  6  atoms  of  argentic 
chloride  in  the  voltameter ;  6  AgCl  becoming  3  Agg  and  3  Clg,  and 
at  the  same  time  aNa3P04  +  9  H3O  yield  6  NaHO  and  3  Hj  at 
the  platinode,  whilst  2  HjPO^  and  3  O  appear  at  the  zincode. 

It  will  be  seen  that  the  proportion  of  the  various  elements 
Qjet  free  by  electrolysis  corresponds  in  each  case  to  the  equivalent, 
but  not  to  the  atomic  weight. 

This  principle  may  be  still  further  exemplified  in  other  modifi- 
cations of  the  phosphates.  When  a  solution  of  i  atom  of  sodic 
pyrophosphate  (Na^P^O^)  with  6  atoms  of  water  (6  H^O)  is  elec- 
trolysed, 4  atoms  of  argentic  chloride  are  decomposed  in  the  volta- 
meter, whilst  4  NaHO  and  2  Hg  make  their  appearance  at  the 
platinode  of  the  diaphragm  cell,  and  H^PgO^  with  O^  are  set  free  at 
the  zincode.  When  a  solution  of  2  atoms  of  sodic  metaphosphate 
2  (NaPOj)  is  decomposed  with  3  atoms  of  water  (3  H^O),  2  atoms 
of  argentic  chloride  are  electrolysed  in  the  voltameter,  whilst 
2  NaHO  and  Hj,  appear  at  the  platinode  of  the  diaphragm  cell,  and 
2  HPO3  withO  is  liberated  at  the  zincode.  In  each  case  the  phosphoric 
acid  thus  transferred  preserves  its  tribasic,  tetrabasic,  or  monobasic 
character,  according  to  the  nature  of  the  salt  which  was  electrolysed. 

The  results  of  the  electrolysis  of  the  monobasic  and  polybasic 
oxysalts,  it  will  thus  be  seen,  admit  of  a  simple  explanation  upon 
the  binary  theory.  The  results  of  the  decomposition  of  the  basic 
salts  are  not,  however,  so  easily  reconciled  with  this  view.  Ac- 
cording to  E.  Becquerel,  when  basic  salts  are  decomposed, — ^for 
each  atom  of  argentic  chloride  in  the  voltameter,  i  atom  of  a  mono- 
basic acid  is  liberated  at  the  zincode,  whilst  all  the  atoms  of  base 
which  were  previously  in  combination  with  the  acid  are  liberated 
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at  the  platinode.  My  own  experiments  upon  this  point  confirm 
this  view,  although  from  a  numerous  series  of  trials  on  the  basic 
nitrites,  basic  nitrate,  and  basic  acetates  of  lead^  I  always  obtained 
a  smaller  quantity  of  plumbic  oxide  and  of  metallic  lead  than  was 
required  by  theory,  if  this  law  held  good :  probably  this  deficiency 
was  due  to  the  secondary  action  of  the  solution  upon  the  liberated 
oxide.  When,  for  example,  the  tribasic  plumbic  acetate  (Pb  o,  PbO, 
2  CgHgOj)  was  decomposed,  employing  as  the  electrodes  plates  of 
lead  instead  of  plates  of  platinum,  for  every  a  atoms  of  acetion 
(C^HgOg)  which  appeared  at  the  zincode,  somewhat  less  than  i  atom 
of  metallic  lead  and  2  atoms  of  oxide  of  lead  appeared  at  the  pla- 
tinode :  so  that  the  salt  appeared  to  have  undergone  decomposition 
into  Pb  H-  2  PbO  and  a  CgHjOg.  It  is  difficult  to  reconcile  the 
idea  of  an  ion  consisting  of  Pb  +  3  PbO*  with  the  binary  theory. 
The  most  probable  explanation  appears  to  be  this :  viz.,  that  the 
plumbic  oxide  is  attached  to  the  normal  acetate  in  a  manner 
analogous  to  water  of  crystallization,  and  that  the  normal  acetate 
is  the  true  electrolyte,  whilst  the  oxide  is  left  upon  the  electrode 
in  the  insoluble  form  as  soon  as  the  acid  which  kept  it  in  solu- 
tion is  removed.  A  similar  explanation  may  be  applied  to  the 
case  of  other  soluble  basic  salts. 

Faraday^s  principle,  '  that  if  the  same  pair  of  elements  unite 
with  each  other  to  form  more  than  one  compound,  it  is  only  the 
compound  which  contains  one  atom  of  each  element  that  admits 
of  electrolysis,'  although  generally  true,  if  we  substitute  the  ex- 
pression equivalent  for  that  of  atom,  cannot,  however,  be  laid 
down  as  a  law  of  electric  decomposition.  It  occasionally  happens 
that  two  difierent  electrolytes  containing  the  same  elements  exist. 
Both  cupric  chloride  (CuClj)  and  cupreous  chloride  (CuCl),  for 
example,  are  electrolytes.  When  a  current  of  given  strength  is 
transmitted  successively  through,  i,  a  solution  of  cupric  sulphate ; 
3,  a  solution  of  cupric  chloride ;  and  3,  fused  cupreous  chloride, — 
decomposition  takes  place  simultaneously  in  each ;  but  for  each 
atom  of  cupric  sulphate  resolved  into  Cu  and  SO^  one  of  cupric 
chloride  is  decomposed  into  Cu  and  Cl^,  and  two  of  cupreous  chlo- 
ride into  Cug  and  Clgj  so  that  for  each  atom  of  copper  sepa- 
rated at  the  platinode  from  the  solution  of  the  sulphate,  and  from 


*  E.  Becqaerel  considered  that  he  had  ohtained  a  new  suboxide  of  lead  by 
the  electrolysis  of  its  basic  salts,  but  this  appears  to  be  an  error.  It  is  a 
mere  mixture  of  metallic  lead  with  plumbic  oxide,  for  the  solution  of  the 
normal  plumbic  acetate  quickly  dissolves  the  oxide  and  leaves  the  metallic  lead  ; 
and  the  proportion  of  oxide  to  the  metallic  lead  varies  according  to  the  nature  of 
the  salt  operated  upon. 
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the  cupric  (or  ordinary)  chloride,  2  atoms  of  copper  are  liberated 
from  the  cupreous  chloride. 

If  cupric  sulphate  be  used  as  the  measure  of  the  voltaic  action. 
Buff  [lAebig^s  Annal,  ex.  257)  considers  when  fiised  molybdic  anhy- 
dride is  electrolysed,  that  for  each  atom  of  cupric  sulphate  resolved 
into  Cu  and  SO^,  i  atom  of  molybdic  anhydride  (M0O3)  furnishes 
I  atom  of  oxygen  and  i  of  MoOg,  and  in  like  manner  i  atom  of 
fiised  vanadic  anhydride  (VO3)  furnishes  i  of  oxygen  and  i  of 
VO3.  Fused  potassic  dichromate  (KgCr^O^,  or  K3Cr04,Cr03)  is 
also  an  electrolyte,  and  it  is  decomposed  partially  into  K^  and 
CrO^,  and  partially  into  CrgOg  and  O3. 

The  same  current  which  liberates  3  atoms  of  metallic  copper 
from  3  of  cupric  sulphate,  will  successively  resolve  i  atom  of 
aluminic  chloride  (AljjClg)  into  AI3  and  Clg,  6  of  cupreous  chloride, 
6  CuCl,  into  Cug  and  Cl^,  and  2  of  chromic  anhydride,  2  CrOg, 
into  CrgOg  and  O3.  And  it  may  be  stated  generally,  as  indicated 
by  E.  Becquerel,  that  each  equivalent  of  electricity  causes  the 
evolution  of  one  equivalent  of  the  electro-negative  element,  or 
anion,  upon  the  positive  electrode. 

When  more  than  one  salt  is  present  in  a  solution,  the  current, 
when  below  a  certain  strength,  decomposes  only  one  of  them,  the 
best  conductor  being  decomposed  when  the  current  is  feeble  j  but 
when  the  intensity  of  the  current  passes  a  certain  limit,  a  portion  of 
the  inferior  conductor  also  experiences  decomposition.  This  limit 
to  the  intensity  of  the  current,  according  to  Magnus  {Pogg.  Ann. 
cii.  loc,  cit.),  varies  with  the  size  of  the  electrodes,  and  with  the 
distance  between  them,  as  well  as  with  the  proportion  in  which 
the  different  electrolytes  are  mixed.* 

(287)  Unequal  Transfer  of  Ions  during  Electrolysis, — A  curious 
circumstance  in  relation  to  the  proportion  in  which  the  ions  of 
the  electrolyte  travel  towards  the  respective  electrodes,  was  re- 
marked in  the  course  of  these  investigations  on  the  decomposition 
of  saline  solutions.  It  was  perhaps  natural  to  expect  that,  if  a 
solution  undergoes  electrolytic  decomposition,  for  each  equivalent 
of  the  compound  decomposed,  its  component  ions  should  be 
transferred  to  each  electrode  in  the  exact  proportion  of  half  an 
equivalent  of  each,  although  a  whole  equivalent  was  liberated  in 
the  manner  shown  at  No.  2  in  the  scheme  which  follows : — 


•  The  results  obtained  by  Magnus  upon  the  decomposition  of  iodic  acid, 
stannic  chloride,  and  some  other  bodies,  appear  to  be  only  secondary  actions, 
not  produced  by  the  direct  electrolysis  of  these  compounds,  and  consequently 
they  do  not  admit  of  being  applied  to  the  general  theory.  This,  indeed,  has 
already  been  pointed  out  by  Buff, 
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(i) 

CuCu 

Cu  Cu 
SO^SO, 

(a) 

— Cu     Cu    C 
SO^  S 

u     Cu           + 
0,  SO,     SO, 

(3) 

—  Cu  1        Cu 
SO, 

Cu  Cu 
SO,SO,  1  S0,+ 

In  this  scheme  it  is  supposed  that  cupric  sulphate  is  the  elec- 
trolyte, each  atom  of  copper  represented  by  the  symbol  Cu  being 
in  combination  with  the  atom  of  sulphion  represented  by  SO^  im- 
mediately beneath  it.  Let  a  a  indicate  the  position  of  a  diaphragm 
of  bladder  separating  two  equal  quantities  of  the  solution  which  in 
No.  I  are  supposed  to  be  in  their  normal  state.  Let  No.  a  repre- 
sent the  same  solution  after  it  has  undergone  electrolysis ;  an  equi- 
valent of  copper  having  been  set  free  at  the  platinode,  and  one  of 
sulphion  at  the  zincode.  It  was  not  unnatural  to  expect  that  this 
result  would  have  been  attained  by  the  transfer  of  half  the  quantity 
of  copper  into  the  division  containing  the  platinode,  whilst  half 
its  equivalent  of  sulphion  passed  towards  the  zincode  in  the  man- 
ner represented.  Experiment,  however,  shows  that  such  a  sup- 
position is  erroneous,  and  that  the  decomposition  more  commonly 
happens  in  the  mode  represented  in  No.  3,  in  which  case  the  whole 
amouGat  of  the  anion  is  transferred  to  the  zincode,  leaving  the  corre- 
sponding equivalent  of  cathion  uncombined,at  the  platinode.  Some- 
times when  the  oxide  of  a  metal  is  soluble  in  water,  the  transfer  of 
a  small  quantity  of  the  cathion  takes  place  towards  the  plati- 
node, but  the  quantity  of  the  cathion  and  the  anion  set  free  are 
always  in  equivalent  proportions  to  each  other  (Daniell  and 
Miller,  PhiL  Trans.  1844,  16).  Acids,  whether  they  be  soluble  in 
water  or  not,  always  travel  towards  the  zincode  in  proportions 
larger  than  the  metals  which  are  united  with  them  pass  towards 
the  platinode. 

D'Almeida  {Ann,  de  Chimie,  III.  li.  263)  attributes  these  re- 
markable irregularities,  which  occasion  much  inconvenience  in 
electro-plating,  to  the  development  of  free  acid  around  the  zincode. 
He  considers  that  the  acid,  owing  to  its  superior  conducting  power, 
conveys  a  large  proportion  of  the  current,  and  that  the  metal  is 
then  reduced  upon  the  platinode  by  the  hydrogen,  at  the  moment 
of  its  liberation.  He  finds  .that  when  the  solutions  are  strictly 
neutral  the  inequality  of  transfer  is  scarcely  perceived.  Strictly 
neutral  solutions  of  copper  and  zinc,  when  decomposed  between' 
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electrodes  of  copper  or  zinc  respectively,  become  acid  during  the 
operation^  because  the  metal  at  the  zincode  is  not  dissolved  quite  so 
rapidly  as  it  is  separated  at  the  platinode,  and  consequently  a  little 
free  acid  accumulates  arouifti  the  zincode,  and  occasions  the 
irregularity  in  transfer  of  the  ions  which  we  are  now  considering. 
When  a  current  traverses  a  saline  solution  kept  constantly  acid 
m  the  zincode  cell,  whilst  the  platinode  is  maintained  constantly 
neutral,  the  salt  is  transferred  unequally,  the  zincode  becoming 
least  impoverished ;  but  if  the  solution  be  kept  neutral  around  the 
zincode  whilst  it  is  maintained  alkaline  around  the  platinode,  the 
result  is  reversed,  and  the  impoverishment  of  the  platinode  is  the 
least  marked. 

This  explanation  of  D'Almeida  is  confirmed  by  the  subsequent 
researches  of  Magnus.  Hittorf  {Pogg.  AnnaL,  Ixxxix.  177,  and 
xcviii.  i)  gives  a  different,  and,  as  it  seems  to  me,  an  improbable 
and  complicated  theory  for  the  explanation  of  these  results ;  but  his 
experiments  appear  to  be  consistent  with  those  already  quoted. 

(288)  Electrovection,  or  Electrical  Endosmose, — It  was  observed 
many  years  ago  by  Porrett,  when  water  was  placed  in  a  diaphragm 
apparatus,  one  side  of  which  was  connected  with  the  positive,  and 
the  other  side  with  the  negative  electrode  of  the  battery,  that  a 
considerable  portion  of  the  liquid  was  transferred  from  the  positive 
towards  the  negative  side  of  the  arrangement.  It  has  since  been 
found  that  the  same  result  occurs  in  a  minor  degree  when  saline 
solutions  are  electrolysed,  and,  generally,  the  greater  the  resistance 
which  the  liquid  offers  to  electrolysis  the  greater  is  the  amount 
which  is  thus  mechanically  carried  over.  From  numerous  experi- 
ments I  have  found  that  in  all  these  cases  the  water  carries  with 
it  a  proportion  of  the  salt  which  it  holds  in  solution.  '  It  appears 
from  the  researches  of  Wiedemann  {Pogg,  Annal.^  Ixxxvii.  321), 
which  have  been  confirmed  by  those  of  Quincke,  that  the  amount 
of  liquid  transferred,  cteteris  paribus,  is  proportioned  to  the  strength 
or  intensity  of  the  current ;  that  it  is  independent  of  the  thick- 
ness of  the  diaphragm  by  which  the  two  portions  of  liquid  are 
separated ;  and  that  when  different  solutions  are  employed,  the 
amoimt  transferred  in  each  case,  by  currents  of  equal  intensity,  is 
directly  proportional  to  the  specific  resistance  of  the  liquid. 

This  transfer  has  been  minutely  studied  by  Quincke,  who 
seems  to  have  explained  the  steps  which  attend  its  production  :— 

If  a  capillary  tube,  bent  into  the  form  of  the  letter  U,  filled 
with  an  imperfect  conductor,  such  as  alcohol  or  distilled  water,  be 
connected  by  platinum  wires  with  the  inner  and  outer  coatings  of 
a  charged   Leyden  jar,  the  level  of  the  liquid  is  raised  in  the 
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negative  limb  and  depressed  in  the  positive  limb.  The  quantity 
of  liquid  which  is  thus  carried  over  is  proportioned  to  the  electro- 
motive power  of  the  arrangement,  and  is  independent  of  the  length 
of  the  tube :  he  has  also  found  that  the  quantity  of  liquid  carried 
over  for  equal  charges  is  inversely  as  the  square  of  the  diameter 
of  the  tube.  In  a  syphon  tube  of  one  millimetre  diameter,  con- 
nected with  the  two  electrodes  of  a  single  cell  of  Grovels  battery, , 
distilled  water  rises  o*"*°**ooo6i  in  the  negative  tube. 

If  oil  of  turpentine  or  carbonic  disulphide  be  substituted  for 
water,  and  the  two  platinum  wires  be  connected  with  the  positive 
and  negative  conductors  of  the  electrical  machine,  the  movements 
^re  reversed,  the  fluid  rising  in  the  positive  bend.  The  motion  of 
oil  of  turpentine  may,  however,  be  reversed,  if  the  tube  be  lined 
with  sulphur.  K  a  diaphragm  apparatus  with  a  porous  clay 
septum  be  used,  the  essence  of  turpeintine  is  transferred  towards 
the  positive  electrode,  but  if  a  diaphragm  of  flowers  of  sulphur, 
compressed  between  two  pieces  of  silk,  be  used,  the  transfer  is 
towards  the  negative  electrode.  It  is  obvious  that  this  transfer  is 
connected  with  the  particular  electrical  condition  assumed  by  the 
containing  vessel  or  diaphragm,  in  relation  to  the  liquid  which  is 
set  in  motion. 

It  has  been  observed  by  Jiirgensen,  that  light  particles  of  various 
solids  in  suspension  in  water  are  transferred  in  the  direction  opposite 
to  that  in  which  the  water  is  carried  under  the  influence  of  the 
current ;  and  these  motions  are  diminished  by  the  addition  of  any 
salt  or  other  substance  which  increases  the  conducting  power  of 
the  liquid. 

Into  a  straight  piece  of  capillary  tube  o*°™*4  in  diameter, 
let  distilled  water  containing  a  few  granules  of  starch  in  suspension 
be  placed,  and  let  the  liquid  be  connected  with  the  positive  and 
negative  conductors  of  the  machine,  by  means  of  platinum  wires 
sealed  into  the  tube.  It  will  then  be  seen  that  the  granules  in 
the  centre  of  the  tube  pass  towards  the  negative  electrode,  whilst 
along  the  sides  of  the  tube  a  return  current  occurs  towards  the 
other  electrode.  By  increasing  the  rapidity  of  the  rotation  of  the 
machine,  the  central  current  becomes  increased  in  rapidity,  whilst 
that  on  the  surface  becomes  slower,  and  at  length  the  movement 
of  the  suspended  particles  is  reversed,  so  that  all  move  towards  the 
negative  electrode.  The  wider  the  tube,  the  more  difficult  it  is 
to  produce  this  reversal  of  the  current  of  the  particles  at  the 
surface.  Solid  particles  of  the  most  varied  description  exhibit 
these  phenomena,  and  always  in  the  same  order  when  water  is 
employed.     For  example,  whether  finely-divided  gold,  platinum, 
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copper,  iron,  graphite,  quartz,  felspar,  oxide  of  manganese,  asbestos, 
emery,  £aked  clay,  sulphur,  lac,  silk;  cotton,  lycopodium,  carmine, 
quill,  paper,  ivory,  air-bubbles,  small  drops  of  oil  of  turpentine  or 
of  carbonic  disulphide  be  used,  the  phenomena  are  in  each  case 
similar. 

K  oil  of  turpentine  be  substituted  for  water,  the  same  bodies 
all  move,  but  the  motions  are  now  towards  the  positive  electrode, 
with  the  single  exception  of  sulphur. 

Quincke  seems  to  have  found  the  key  to  these  remarkable 
phenomena.  By  employing  granules  of  lycopodium,  which  are 
sufficiently  uniform  in  size,  and  very  nearly  of  the  same  density  as 
water,  he  ascertained  by  watching  their  motion  under  the  microscope, 
that  the  velocity  of  a  particle  near  the  axis  of  the  tube  is  propor- 
tional to  the  intensity  of  the  current.  The  following  is  his  ex- 
planation : — 

The  water  near  the  sides  of  the  tube  is  transferred  towards 
the  negative  electrode,  while  all  the  suspended  particles  are 
impelled  towards  the  positive  electrode.  These  two  motions  are 
eflFected  with  a  speed  proportioned  to  the  intensity  of  the  current  ; 
but  the  water,  as  there  is  no  other  course  open  to  it,  returns  along 
the  axis  of  the  tube,  and  assists  the  motions  of  the  suspended 
particles.  The  water  on  the  sides  of  the  tube,  on  the  contrary, 
carries  the  particles  in  a  direction  opposite  to  that  in  which  they 
are  tending.  When  the  intensity  of  the  electricity  increases,  the 
rapidity  with  which  the  particles  move  increases  more  rapidly 
than  the  motion  of  the  liquid,  because  of  the  increasing  influence 
of  the  friction  of  the  sides  of  the  tube  upon  the  moving  water ; 
so  that  at  length  a  point  is  reached  in  which  the  solid  particles 
move  faster  than  the  opposing  current  of  water. 

In  these  phenomena  the  water  acts  partly  as  a  conductor,  partly 
as  an  insulator.  As  a  conductor  traversed  by  a  current,  the 
cylinder  of  water  acquires  on  its  surface  a  quantity  of  free  elec- 
tricity, the  density  of  which  varies  from  one  section  to  another ; 
but  inasmuch  as  the  conducting  power  of  water  is  imperfect,  time 
is  required  for  the  communication  of  the  electricity  of  one  particle 
to  the  adjacent  particles.  Now  a  particle  of  water  near  the  side  of 
the  tube  becomes  positively  electric  by  contact  with  the  glass,  and 
its  positive  electricity  tends  to  move  in  the  same  direction  as  the 
positive  electricity  of  the  current ;  but  since  the  particle  of  water 
cannot  instantaneously  part  with  its  electricity,  it  is  carried  forward 
in  the  direction  of  the  positive  current :  and  these  motions  can 
only  occur  in  imperfect  conductors,  which  retain  their  charge  for 
a  sensible  time.     If  a  foreign  substance,  such  as  a  grain  of  starch, 
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be  suspended  in  the  water^  it  becomes  negatively  electric  by  simple 
contact  with  the  water,  and  independently  of  the  current  from 
the  machine, — water  having  been  shown,  by  Faraday  and  others, 
to  become  positively  electrified  by  friction  with  every  substance 
hitherto  tried ;  and  when  two  bodies  become  electric  by  contact, 
the  electricity  which  each  acquires  is  the  same  as  that  developed 
by  rubbing  them  together.  If  a  conducting  liquid  be  added  to 
the  water,  these  conditions  of  the  development  of  electricity  by 
contact  are  altered,  and  the  motion  of  the  particles  is  arrested. 

Oil  of  turpentine,  on  the  contrary,  becomes  negative  by  fric- 
tion and  by  contact  with  all  substances  hitherto  tried,  except 
sulphur,  and  consequently  the  direction  of  the  movements  is 
reversed.  (Quincke,  Ann.  de  Chimie,  III.  Ixiii.  479.) 

(289)  Secondary  Results  of  Electrolysis. — ^The  explanation 
already  given  of  the  mode  in  which  the  oxysalts  are  electrolysed 
was  happily  applied  by  Daniell  to  the  elucidation  of  the  origin 
of  the  voltaic  power,  in  a  combination  contrived  by  Becquerel 
(262),  which  presents  many  interesting  peculiarities.  If  a  porous 
tube  filled  with  nitric  acid  be  plunged  into  a  vessel  containing  a 
solution  of  potash,  and  the  wires  of  a  galvanometer,  armed  with 
platinum  plates,  be  plunged  one  into  the  nitric  acid,  and  the  other 
into  the  alkaline  solution,  a  current  will  circulate ;  oxygen  will  be 
emitted  from  the  plate  immersed  in  the  potash,  and  nitrous  acid, 
owing  to  the  absorption  of  hydrogen  by  the  nitric  acid,  will  be 
formed  around  the  other  plate,  whilst  potassic  nitrate  is  slowly 
produced  by  transudation  of  the  two  liquids  through  the  pores  of 
the  diaphragm.  By  connecting  several  of  these  cells  together  in 
succession,  upon  the  principle  of  the  ordinary  battery,  the  pcfwer 
may  be  considerably  augmented.  The  decomposition  which 
appears  to  occur  is  represented  by  the  following  symbols,  in  which 
H,N03  indicates  the  nitric  acid,  and  K,HO.the  potassic  hydrate: 
the  position  of  the  brackets  above  the  symbols  indicates  the  ar- 
rangement before  the  current  is  established,  whilst  after  its 
passage,  the  arrangement  is  supposed  to  be  that  indicated  by 
the  brackets  beneath : — 


H,N03  H,N03  I  K,HO  K,HO. 

It  is  particularly  to  be  observed  that  no  development  of  oxygen 
or  of  hydrogen  occurs  upon  the  platinum  plates  until  the  two 
plates  are  united  by  a  conducting  wire,  and  it  ceases  as  soon  as 
the  conducting  communication  between  the  plates  is  interrupted : 
in  the  latter  case  the  polar  arrangement  of  the  particles  is  inter- 
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fered  with,  although  the  reaction  of  the  caustic  potash  upon 
the  nitric  acid  continues.  The  secondary  action  of  the  nitric  acid 
on  the  hydrogen  which  is  set  free  is  necessary  to  the  develop- 
ment of  the  current.  If  sulphuric  acid  be  substituted  for  the 
nitric,  the  hydrogen  is  not  absorbed,  and  no  current  is  obtained, 
probably  because  it  is  neutralized  by  the  counter  current  which 
the  accumulation  of  the  hydrogen  upon  the  platinum  plate  tends 
to  produce  (^64). 

The  secondary  actions  of  the  voltaic  current  are  often  of  great 
importance;  they  require  to  be  carefully  distinguished  from  its 
primary  effects.  Secondary  results  are,  in  some  instances,  pro- 
duced by  the  action  of  the  liberated  components  of  the  electrolyte 
upon  the  materials  employed  as  electrodes :  for  example,  if  a  slip 
of  copper  be  substituted  for  one  of  platinum,  as  the  zincode  of  the 
battery,  and  be  immersed  in  diluted  sulphuric  acid,  cupric  sulphate 
will  be  formed  by  the  combination  of  the  copper  with  the  dis- 
engaged sulphion.  At  other  times,  the  secondary  results  are 
manifested  by  the  reaction  of  the  ion  upon  the  liquid  in  which 
the  elec^frolyte  is  dissolved,  as  when  the  potassium  or  sodium,  set 
free  at  the  platinode  in  an  aqueous  solution  of  its  salts,  liberates 
hydrogen  by  its  action  upon  the  water ;  K^  +  a  HHO = Hg  -h  2  K HO, 
In  the  cases  just  cited,  the  chemical  attractions  of  the  disengaged 
ions  are  very  intense,  and  the  secondary  action  is  exactly  propor- 
tioned to  the  primary,  so  that  it  may  be  employed  as  a  measure  of 
the  current :  but  when  the  tendency  to  combination  is  more  feeble, 
the  proportion  of  these  secondary  actions  to  the  primary  one  is 
greatly  influenced  by  the  extent  of  surface  exposed  by  the  electrode 
to  the  liquid,  and  by  the  energy  of  the  current,  and  consequent 
quantity  of  the  ion  disengaged  at  once.  Generally,  the  slower 
the  action,  and  the  larger  the  surface  of  the  electrode,  the  more 
uniform  'and  complete  is  the  secondary  action.  These  results  are 
well  exemplified  by  Bunsen's  researches  on  the  isolation  of  the 
more  oxidizable  metals  by  the  voltaic  current.  If  a  thin  platinum 
wire  be  used  as  the  platinode  in  a  solution  of  chromic  chloride, 
to  convey  the  current  from  4  or  5  cells  of  the  nitric-acid  battery, 
metallic  chromium  may  be  obtained  without  difficulty ;  but  if  a 
plate  of  platinum  be  employed,  chromic  oxide,  mixed  with  a 
certain  amount  of  hydrogen,  is  liberated ;  in  the  latter  case  the 
metal  has  time  to  decompose  the  water  before  fresh  particles  of 
chromium  are  deposited  upon  its  surface. 

In  consequence  of  these  secondary  actions,  the  same  element 
may  sometimes  appear  at  one  electrode,  sometimes  at  the  other, 
as  is  seen  in  the  case  of  nitrogen :  if,  for  instance,  a  solution  of 
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ammonmm  sulphate  be  submitted  to  electrolysis,  it  yields  am- 
monia and  hydrogen  at  the  platinode,  and  a  mixture  of  nitrogen 
with  oxygen  is  set  jfree  at  the  zincode.  The  nitrogen  in  this 
case  is  liberated  as  a  secondary  result  of  the  combination  of  a 
portion  of  the  oxygen  with  the  hydrogen  of  the  ammonia.  If 
ammonium  nitrate  be  substituted  for  the  sulphate,  nitrogen  appears 
among  the  gaseous  products  at  both  electrodes,  the  nitric  acid 
being  deprived  of  its  oxygen  by  the  hydrogen  evolved  at  the 
platinode,  and  the  ammonia  of  its  hydrogen  by  the  oxygen  set 
free  at  the  zincode. 

If  a  solution  of  plumbic  acetate  be  employed  as  the  electrolyte, 
the  acetic  acid  undergoes  partial  decomposition  from  the  action  of 
the  oxygen  upon  it  at  the  moment  of  its  liberation  at  the  zincode, 
but  at  the  same  time  a  portion  of  the  oxygen  also  enters  into  com- 
bination with  some  of  the  plumbic  oxide  contained  in  the  liquid, 
and,  as  Warington  proved,  a  deposit  of  plumbic  dioxide  (PbOg)  is 
produced.  Nobili,  who  first  observed  this  phenomenon,  found  that 
if  a  polished  steel  plate  be  employed  in  such  a  solution  as  the 
zincode  to  the  battery  (4  or  6  cells  of  Grovels  may  be  employed), 
the  deposit  assumes  the  form  of  a  thin  film,  which  exhibits  the 
iridescent  tints  of  Newton^s  scale, — the  tints  varying  according 
to  the  thickness  of  the  film  produced.  Other  experimentalists 
have  modified  the  patterns  which  may  be  obtained  by  these 
metallochromes,  which  have  been  applied  by  Becquerel  even  to  the 
imitation  of  the  tints  of  flowers ;  and  by  varying  the  strength  of 
the  battery  and  of  the  solutions  employed,  he  has  succeeded  in 
producing  some  effects  of  great  delicacy  and  beauty.  Salts  of 
manganese  or  of  bismuth  may  be  substituted  for  those  of  lead, 
with  similar  results. 

Many  of  these  secondary  actions  are  very  interesting :  Eolbe 
has  devoted  particular  attention  to  the  effects  of  oxygen  when 
liberated  during  electrolysis  {Proceed,  Ckem.  Soc,  iii.  285,  and 
Q.  /.  Chem.  Soc.y  ii.  157).  Hydrochloric  acid,  especially  when 
previously  mixed  with  sulphuric  acid,  is  in  this  manner  partially 
converted  around  the  zincode  into  chloric  and  perchloric  acids ; 
and  in  an  acid  solution  of  potassic  chloride,  potassic  chlorate  and 
perchlorate  are  formed.  Potassic  cyanide  in  solution,  when  sub- 
jected to  the  voltaic  current,  is  in  like  manner  converted  into  the 
cyanate.  A  concentrated  solution  of  sal-ammoniac  (H^^NCl) 
evolves  hydrogen  at  the  platinode,  but  the  chlorine,  instead  of 
being  liberated  at  the  zincode,  acts  upon  the  sal-ammoniac,  and 
forms  oily  drops  of  the  so-caUed  chloride  of  nitrogen,  which 
explode  when  touched  by  the   opposite   electrode.      Smee  has 
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shown  that  by  means  of  the  voltaic  current  the  ferrocyanide  may 
be  converted  into  the  ferricyanide  of  potassium.  Kolbe  has, 
further,  ascertained  the  eflfect  of  the  liberated  oxygen  upon 
various  organic  compounds,  and  by  submitting  potassic  valerate 
(KCgHgOg)  to  electrolysis  he  decomposed  the  radicle  of  valeric 
acid  (CgHgOg)  which  it  contains,  and  succeeded  in  obtaining  from 
it  a  new  substance,  valyl  (C^Hg)^,  (or  more  properly  tetryt) ;  a 
new  ether,  (CgH^gO)  tetrylic  ether,  and  a  hydrocarbon  (C^Hg), 
apparently  identical  with  oil-gas :  and  by  a  similar  process  from 
acetic  acid  (HCgHgOg)  he  obtained  methyl  (0113)3,  the  homologue 
of  tetryl.  Particular  interest  is  attached  to  these  researches, 
owing  to  the  circumstance  that  in  each  case  the  compounds  ob- 
tained by  the  electrolysis  belong  to  a  series  related  to  an  alcohol 
different  from  that  which  was  submitted  to  decomposition.  The 
valerates  thus  yield  an  ether  of  the  tetrylic  series;  and  the 
acetates,  which  are  derivatives  of  wine-alcohol,  furnish  a  hydro- 
carbon which  belongs  to  the  wood-spirit  series. 

(290)  Nascent  State  of  Bodies. — It  is  obvious,  from  the  power- 
ful effect  which  oxygen  produces  at  the  moment  of  its  liberation 
from  compounds  during  electrolytic  decomposition,  that  such 
oxygen  must  be  in  a  condition  very  different  from  that  in  which, 
it  exists  when  once  it  has  assumed  the  gaseous  form.  Oxygen  is 
not  insoluble  in  water,  and  it  is  therefore  possible  to  bring  it  in 
small  quantities  at  a  time  into  chemical  contact  with  salts  or 
other  bodies  which  water  may  hold  in  solution.  Oxygen  gas 
may,  however,  be  transmitted  for  an  unlimited  time  through  a 
solution  of  potassic  chloride  without  effecting  the  conversion 
of  any  portion  of  the  chloride  into  chlorate,  or  into  perchlorate'of 
potassium  ;  and  yet,  as  has  been  mentioned  in  the  foregoing  para- 
graph, this  change  is  easily  effected  by  oxygen  as  it  escapes  during 
the  electrolysis  of  an  acidulated  solution  of  potassic  chloride. 
But  it  is  not  necessary  that  oxygen  should  be  liberated  by  the 
agency  of  the  voltaic  battery  in  order  that  it  should  acquire  this 
increase  of  activity.  K  hydrated  nickelous  or  cobaltous  oxide 
be  suspended  in  a  solution  of  caustic  potash,  it  will  undergo  no 
change  when  subjected  to  a  current  of  oxygen  gas;  but  if  a 
current  of  chlorine  be  substituted  for  the  oxygen,  the  whole  of 
the  metallic  oxide  will  be  converted  into  a  brown  sesquioxide : 
this  change  arises  from  the  action  of  the  chlorine  upon  the  potash^ 
during  which  potassic  chloride  is  formed,  whilst  oxygen  is  set  free, 
and  at  the  moment  of  its  liberation  attaches  itself  to  the  nickelous  or 
cobaltous  oxide,  :&  KHO  +  Clg + 2(NiO, H^O)  =  2KCI + '^ifi^sUp. 
Other  substances  besides  oxygen  exhibit    this  peculiarity,  and 
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chemists  have  long  recognized  the  fact  that  bodies,  when  in  this 
nascent  state — ^that  is  to  say,  when  in  the  act  of  liberation  from 
other  substances — display  more  energetic  attractions  than  they 
show  when  once  obtained  in  the  isolated  form : — For  example, 
cyanogen  and  chlorine  do  not  enter  directly  into  combination ; 
but  if  cyanogen  at  the  instant  that  it  is  set  free  from  another 
compound,  be  presented  to  chlorine,  the  two  bodies  combine ;  so 
that  if  moist  mercuric  cyanide  be  decomposed  by  means  of  chlo- 
rine, chloride  of  cyanogen  may  be  obtained :  the  chlorine  removes 
the  mercury  step  by  step,  and  the  cyanogen  at  the  moment  of 
its  liberation  enters  into  combina'tion  with  another  portion  of 
chlorine.  In  a  similar  manner,  sulphur,  when  set  free  from  an 
alkaline  persulphide  in  the  midst  of  a  solution  of  hydrochloric 
acid,  combines  with  hydrogen,  and  forms  persulphide  of  hydrogen, 
K3S5  +  2HCl=H2Sg-|-2KCl,  the  chlorine  taking  the  potassium, 
whilst  the  sulphur  and  the  hydrogen,  both  in  the  nascent  state, 
unite  to  form  a  new  compound,  although  their  chemical  attraction 
is  so  slight  that  this  compound  separates  spontaneously  into  sulphu- 
retted hydrogen  and  free  sulphur.  The  process  of  double  decom- 
position is  particularly  applicable  in  cases  where  the  mutual 
attraction  of  the  bodies  which  it  is  desired  to  obtain  in  combina- 
tion is  comparatively  feeble.  It  is  not  impossible  that  this 
superior  chemical  activity  of  bodies  in  the  nascent  state  may 
arise  from  the  fact  that  their  particles  are  individually  electrified 
at  the  moment  of  their  separation  from  a  previous  state  of  com- 
bination; and  that  in  this  condition  they  may  exert  upon  the 
particles  of  dissimilar  contiguous  matter,  a  force  of  induction 
which  may  be  the  agent  that  determines  their  chemical  combina- 
tion :  if  by  a  process  of  double  decomposition  the  particles  of  both 
compounds  were  oppositely  electrified,  combination  might  be  ex- 
pected to  be  proportionately  facilitated : — For  instjCnce,  if  a  solu- 
tion of  potassic  sulphide  and  one  of  cupric  chloride  be  mixed, 
they  will  decompose  each  other,  the  sulphur  being  negative,  will 
tend  to  combine  with  the  positive  copper,  and  the  positive  potas- 
sium to  unite  with  the  negative  chlorine.  If  the  brackets  in 
No.  I  represent  the  mode  in  which  the  molecules  are  arranged  on 
the  instant  of  mixture  prerious  to  decomposition,  those  in  No.  a 
will  illustrate  the  iirrangement  of  the  molecules  after  mutual 
decomposition  has  been  effected  : — 

,  ,   KjjS  Cu  CL  ,  f  K^  S  Cu  Ci^l    ,  , 

--+    —  +  —     +—  + 

Digitized  by  VjOOQIC 


538  THEOBT   OF   ELECTRICAL   ORIGIN   OF 

(291)  Theory  of  the  Electrical  Origin  of  Chemical  Attraction. 
— It  has  already  been  remarked  (245,  257)  that  whenever  two  dis- 
similar substances^  electrically  insulated^  are  first  brought  into 
contact^  and  are  then  separated  from  each  other,  disturbance  of 
their  electrical  equilibrium  is  produced ;  one  of  the  bodies  becom- 
ing negatively  electrified  whilst  the  other  acquires  a  correspond- 
ing charge  of  positive  electricity.  It  is  a  well  ascertained  fact, 
that  certain  substances,  by  friction,  acquire  one  kind  of  electricity- 
more  readily  than  the  other ;  sulphur,  for  example,  when  rubbed 
upon  flannel  or  fiir,  becomes  negatively  electric,  whilst  glass,  on 
the  other  hand,  most  readily  assumes  the  positive  state.  What 
has  been  proved  to  occur  when  masses  of  matter  are  brought 
into  contact  was  supposed  by  Davy  [PhU.  Travis.  1807)  to 
happen  also  when  the  molecules  of  two  dissimilar  substances  are 
brought  within  the  sphere  of  mutual  activity :  he  assumed  ^  that 
chemical  and  electrical  attractions  depend  upon  the  same  cause, 
acting  in  one  case  on  particles,  in  the  other  on  masses  of  matter' 
{Phii.  Trans,  1826,  p.  389) ;  and  all  the  phenomena  of  chemical 
attraction  have  been  referred  to  the  exertion  of  mutual  electrical 
attraction  between  the  atoms  of  each  substance  in  the  compound. 
When,  for  example,  chlorine  and  potassium  are  united,  it  is  sup- 
posed that  each  atom  of  chlorine,  by  contact  with  an  atom  of 
potassium,  becomes  negatively  electrified,  whilst  the  potassium 
becomes  positively  excited ;  a  certain  portion  of  the  positive  elec- 
tricity from  the  chlorine  uniting  with  a  corresponding  amoimt  of 
negative  electricity  which  is  liberated  from  the  potassium,  thus 
producing  the  light  and  heat  which  attends  the  combination  of 
these  two  bodies  (Berzelius).  Supposing  each  atom  of  both  kinds 
of  matter  to  be  associated  with  equal  quantities  of  both  electrici- 
ties, and  that  the  two  different  electricities  be  represented  by  the 
signs  +  and  *— ,  we  may  represent  the  potassium  and  chlorine 
by  symbols;  (—  K  -h)  indicating  an  atom  of  potassium,  and 
(—  CI  +)  an  atom  of  chlorine.  As  soon  as  the  two  bodies  are 
brought  iQto  contact,  it  is  supposed  that  the  chlorine  loses  a  cer- 
tain amount  of  positive  electricity,  whilst  the  potassium  loses  an 
equal  quantity  of  negative  electricity,  the  change  being  sym- 
bolized thus  (+  KCl  — )  and  (H ).  When  the  potassic  chlo- 
ride is  decomposed  electrolytically,  a  quantity  of  positive  elec- 
tricity is  transferred  from  the  positive  wire  of  the  battery  to  the 
chlorine,  and  compensates  for  that  which  it  lost  in  the  act  of  com- 
bining ;  and  when  this  amount  of  electricity  has  been  restored,  the 
chlorine  no  longer  has  any  tendency  to  remain  in  combination  with 
the  potassium,  and  hence  it  is  set  free  upon  the  positive  plate,  whilst 
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a  simultaneous  transfer  of  negative  electricity  to  the  potassium 
occurs  from  the  negative  plate,  and  the  alkaline  metal  is  therefore 
liberated  upon  the  negative  side  of  the  arrangement.  The  electricity 
vfhich  is  set  free  by  the  battery  is  supplied  by  the  action  of  the 
sulphion  upon  the  zinc,  in  the  cells  of  which  the  battery,  consists. 
The  remarkable  law  discovered  by  Faraday,  that  the  same 
current  of  electricity  when  transmitted  successively  through 
various  electrolytes,  decomposes  each  in  the  proportion  of  their 
respective  chemical  equivalents  (283,  iv.)  adds  greatly  to  the  pro- 
bability of  the  supposition  that  electrical  and  chemical  phenomena 
are  due  to  different  manifestations  of  the  same  agent.  So  strong 
was  Daniell^s  conviction  upon  this  point,  that  he  applied  the  term 
current  affinity  to  the  voltaic  current ;  since  by  means  of  the  proper 
application  of  conductors,  or  channels  for  the  force,  the  chemical 
attraction  of  a  portion  of  zinc  and  sulphuric  acid  at  one  point  could 
be  transferred  to  a  distant  spot,  and  could  there  be  made  to  effect 
an  equivalent  amount  of  chemical  decomposition  upon  a  different 
compound.  The  chemical  equivalent  of  any  substance  upon  the 
electro- chemical  theory,  is  that  quantity  of  each  body  which  is  asso- 
ciated with  an  amount  of  electricity  equal  to  that  associated  with 
a  given  weight  of  some  substance,  such  as  hydrogen,  which  is 
selected  as  the  standard  of  comparison;  the  proportion  of  electricity 
which  is  associated  with  a  given  weight  of  any  substance  being  in- 
versely as  its  chemical  equivalent,  not  its  atomic  weight.  Assuming 
the  specific  electricity  of  hydrogen  to  be  represented  by  the  arbi- 
trary number  1000,  the  following  is  given  by  Daniell  {Introd,  to 
Chem.  Phil.,  2nd  Ed.  p.  687)  as  an  approximative  table  of  the 
specific  electricity  (or  quantity  of  electricity  associated  with 
equal  weights)  of  a  few  of  the  more  important  elements  and 
compounds : — 


Cathions. 

lint. 

Sp6Cifio 
Electricity. 

Anions. 

BquiT»* 
lent. 

Specifio 
Electricity. 

Hydrogen    ... 

1*0 

1000 

Oxygen 

Chlorine 

8-0 

125 

Potassium   .,. 

39*2 

25 

3.5'5 

120-0 

27 

Sodium 

233 

43 

Iodine 

8 

Zino     

325 

31 

Bromine 

78-3 

12 

Copper 

3i'6 

31 

Fluorine 

187 

g 

Ammonia     ... 

17-0 

68 

Cyanogen     ... 

200 

Potash 

47*2 

21 

Sulphuric  Acid 

40*0 

25 

Soda     

313 

32 

Nitric  Acid  ... 

54*0 

18 

Lime    

28-5 

35 

Chloric  Acid  .. 

75*5 

»3 

In^enions^  however,  as  is  the  electrical  theory  of  chemical 
attraction,  it  must  be  admitted  that  it  is  far  from  being  free  from 
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objection  and  diflBcnlty  Trhen  it  is  attempted  to  apply  it  to  all 
cases  of  chemical  action.  It  has  been  already  stated  that  a  very 
large  number  of  bodies  exist  which  are  not  susceptible  of  elec- 
trolysis.* Indeed,  the  chief  classes  of  electrolytes  are :  i,  binary 
compounds  of  the  non-metallic  elements  with  the  metals,  such  as 
the  oxides,  chlorides,  iodides, bromides,  and  fluorides;  2,  compounds 
of  bodies  like  cyanogen  with  the  metals,  such  as  the  cyanides 
and  the  sulphocyanides ;  and  3,  compounds  of  the  metals  with  the 
oxiom  or  radicles  of  the  oxyacids,  such  as  the  nitrates,  sulphates, 
borates,  carbonates,  acetates,  tartrates,  &c.  Now,  so  long  as  a 
compound  consists  of  two  elements  only,  if  it  be  decomposed  at 
all,  there  is  no  difficulty  in  anticipating  the  result  of  the  voltaic 
action ; — the  electro-negative  element  will  appear  at  the  zincode, 
and  the  electro-positive  element  at  the  platinode ;  yet  there  are 
compounds  consisting  of  two  elements  only  which  are  not  electro- 
lysable,  such,  for  instance,  as  pure  water,  and  sulphur  chloride 
(SgClg).  If  their  particles  be  united  by  electric  opposition,  why 
should  they  not  yield  to  the  current  ?  In  the  case  of  more  com- 
plex bodies,  such,  for  example,  as  argentic  nitrate  or  plumbic 
borate,  it  is  not  possible,  h  priori,  to  say  how  the  compound 
would  yield  under  the  electric  influence.  It  is  quite  clear  in  the 
case  of  a  salt,  that  the  power  which  holds  together  the  two  ions  of 
the  salt  in  the  form  of  two  iso-electric  groups  (or  groups  of  equal 
electric  energy),  must  be  of  a  different  order  from  that  which 
holds  the  elements  of  its  component  ions  in  combination.  The  tie 
which  binds  together  argentic  nitrate  as  AgNOg,  must  be  of  an 
order  different  from  that  which  unites  the  elements  of  nitrion 
(NO3)  together.  Sodic  sulphate,  again,  as  an  electrolyte  is  sepa- 
rable into  Nag  and  SO^.  But  neither  nitrion  nor  sulphion  can 
exist  in  the  separate  form ;  how  can  they  become  associated  under 
electric  influence  ?  Again,  (SO3)  sulphuric  anhydride,  is  not  an 
electrolyte  when  fused :  the  same  thing  may  be  said  of  fiised 
boracic  anhydride;  and  examples  of  this  kind  might  be  multi- 
plied almost  without  limit.  Why,  if  chemical  attraction  be  due 
to  the  exertion  of  electric  action,  should  certain  bodies  be  readily 
decomposable  by  the  voltaic  current,  and  why  should  others  of 
less  complex  composition  resist  it  entirely?     At  present,  no  hint 


*  A  very  numerous  series  of  Grove's  battery,  amounting  to  900,  and  in 
some  instances  even  to  950  pairs,  produced  in  the  experiments  of  Lapschin  and 
Tichanowitsch  no  effect  on  absolute  alcohol,  ether,  valeric  acid,  oil  of  turpentine, 
carbonic  disulphide,  and  fused  boracic  anhydride ;  fousel-oil  was  scarcely 
acted  on. 
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appears  to  have  been  given  wliich  offers  any  clue  to  tlie  solution 
of  these  questions. 

Practical  Applications  of  Electrolytic  Action. 

(29  a)  Electrotype y  Voltatype,  or  Galvano-Plastics. — Shortly- 
after  Daniell  had  invented  his  constant  battery,  he  observed  that 
when  copper  was  deposited  upon  a  plate  of  platinum,  it  furnished 
a  coherent  sheet  in  which  the  lines  and  irregularities  on  the  surface 
of  the  platinum  were  faithfully  reproduced  upon  the  deposited 
copper;  but  he  made  no  practical  application  of  the  observation. 
In  the  year  1839,  Jacobi,  of  St.  Petersburg,  announced  that  he 
had  discovered  a  method  of  making  exact  copies  of  a  metallic  sur- 
face in  copper  by  means  of  the  voltaic  battery,  and  shortly  after- 
wards Messrs.  Spencer  and  Jordan,  who  had  each  independently 
arrived  at  a  similar  result,  published  the  methods  which  they  had 
employed  for  the  attainment  of  this  object.  The  processes  thus 
disclosed  were  so  simple  and  easy  of  execution  that  they  were  im- 
mediately repeated  with  success ;  and  in  the  following  year  Mr. 
Elkington  in  England,  and  M.  Buolz  in  France,  began  to  apply 
the  voltaic  battery  on  an  extensive  scale  to  the  arts  of  plating  and 
gilding.  Since  this  period  the  voltaic  battery  has  been  most  ex- 
tensively employed  as  a  means  of  depositing  not  only  copper,  gold, 
and  silver  from  their  solutions,  but  zinc,  tin,  and  lead,  and  occa- 
sionally platinum  and  nickel :  many  other  metals  have  also,  for 
particular  purposes,  been  reduced  from  their  salts  by  its  means. 

For  the  deposition  of  metallic  copper,  a  solution  of  the  sulphate 
of  this  metal  is  employed,  but  the  mode  of  using  it  varies  with 
the  object  in  view.  Suppose  that  it  be  desired  to  obtain  a  copy  of 
an  engraved  copper  plate ;  a  wire  or  slip  of  copper  having  been  sol- 
dered to  the  plate  for  the  purpose  of  facilitating  its  connexion  with 
the  battery,  the  back  of  the  plate  is  covered  with  a  resinous  varnish, 
by  which  means  this  surface  is  electrically  insulated  from  the  solu- 
tion, and  it  is  thus  protected  from  any  deposit  of  reduced  metal. 
The  plate  thus  prepared  is  connected  with  the  negative  electrode  of 
a  voltaic  battery,  consisting  of  three  or  four  of  Smee's  or  Daniell^s 
cells,  and  immersed  vertically  in  a  bath  consisting  of  a  solution  of 
cupric  sulphate  (sulphate  of  copper)  slightly  acidulated  and  not  quite 
saturated.  A  sheet  of  copper,  equal  in  size  to  the  one  to  be  copied, 
is  suspended  parallel  to  the  latter  in  the  liquid,  and  connected  with 
the  positive  electrode  of  the  battery ;  an  immediate  decomposition 
of  the  solution  ensues;  metallic  copper  is  deposited  upon  the 
entire  surface  of  the  negative  plate,  in  the  form  of  a  coherent, 
continuous  sheet,  and  a  nearly  corresponding  amount  of  copper  is 
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dissolved  from  the  positive  plate^  so  that  the  liquid  remaiQs  con- 
stantly charged  with  a  quantity  of  cupric  sulphate  approximatively 
equal  to  that  originally  employed.  At  the  commencement  of  the 
operation^  care  must  be  taken  to  ascertain  that  the  deposit  occurs 
uniformly  over  the  whole  surface  of  the  negative  plate^  for  if  any 
portion  of  it  be  soiled  by  grease  or  resinous  matter,  the  copper 
will  not  be  thrown  down  upon  those  parts :  when  once  the  depo- 
sition has  commenced  uniformly,  it  goes  on  without  difficulty. 
If  the  plates  be  suspended  vertically,  the  solution  should  be  fre- 
quently agitated,  for  unless  this  precaution  be  taken,  the  liquid 
around  the  negative  plate  becomes  impoverished,  whilst  that 
around  the  positive  plate  becomes  unduly  saturated  vrith  the 
copper  salt  (287);  currents  are  then  produced  in  the  liquid,  owing 
to  its  unequal  density,  and  they  occasion  the  formation  of  vertical 
grooves  and  striae  upon  the  back  of  the  sheet  of  deposited  metal. 
This  inconvenience  is  sometimes  obviated  by  supporting  the  two 
plates  in  the  bath  in  a  horizontal  position,  the  negative  plate 
being  undermost ;  the  positive  plate  must  in  this  case  be  enveloped 
in  flannel,  in  order  to  prevent  the  small  particles  of  metal,  which 
are  constantly  being  detached  from  it,  from  falling  upon  the  lower 
plate,  and  interfering  with  the  regularity  of  the  deposition. 

The  deposit  varies  in  hardness  and  coherence  according  to  the 
number  of  cells  employed  in  the  battery,  the  relative  size  of  the 
plates  of  the  battery  and  those  of  the  depositing  cell,  and  the 
temperature  and  degree  of  concentration  of  the  solution.  The 
more  slowly  the  action  takes  place,  if  the  solution  be  concentrated, 
the  harder  and  more  crystalline  is  the  deposit.  By  modifying  the 
power  of  the  battery,  and  the  strength  of  the  solution,  in  the 
manner  which  experience  soon  indicates,  copper  may  be  obtained 
of  any  desired  degree  of  toughness. 

When  the  deposit  has  attained  the  necessary  thickness,  it  must 
be  detached  at  its  edges  from  the  original  plate,  and  can  then  be 
stripped  off  without  difficulty.  The  thin  film  of  oxide,  or  of  other 
adhering  impurity,  derived  from  the  exposure  even  of  a  freshly 
deposited  copper  plate  to  the  air  for  a  few  hours,  is  sufficient  to 
prevent  too  intimate  an  adhesion  between  the  plate  and  the  de- 
posit. In  the  electrotype  thus  obtained,  the  lines  which  are  cut 
away  upon  the  surface  of  the  original  plate  are  represented  in 
relief  in  the  copy,  and  if  a  fac-simile  of  the  engraving  be  desired, 
a  new  deposit  must  be  formed  upon  the  copy  thus  procured ;  in 
this  second  transfer,  an  exact  duplicate  of  the  original  engraving 
will  be  presented.  So  faithfully  does  the  deposit  reproduce  all 
irregularities  upon  the  surface  of  the  matrix  on  which  it  is  de- 
Digitized  by  VjOOQIC 


PREPARATION   OP   MOULDS   POR   ELECTROTYPINO.  543 

posited,  that  by  its  means  copies  of  daguerreotype  plates  have 
been  obtained,  in  which  the  original  design  is  accurately  trans- 
ferred to  the  deposit  of  copper,  without  destroying  the  original 
impression.  Many  large  and  valuable  copper  plates,  amongst 
which  are  some  of  those  engraved  for  the  Art  Union,  have  been 
electrotyped  with  success.  Bas-reliefs  of  large  size  have  also 
been  executed,  as,  for  instance,  those  around  the  base  of  the 
pedestal  of  Gutenbei^s  statue  at  Strasburg ;  but  in  such  cases 
the  positive  electrode  must  be  provided  with  prolongations,  which 
project  into  the  hollows  of  the  mould,  so  as  to  conduct  the  elec- 
tricity into  the  portions  of  liquid  which  they  contain:  without 
this  precaution,  the  deposit  would  either  not  be  produced  at  all 
in  the  prominent  parts,  or  it  would  be  too  thin. 

(293)  Preparation  of  Moulds  for  Electrotyping, — ^In  copying 
medals  or  other  works  of  art,  it  is  frequently  necessary  to  employ 
casts  of  the  objects,  instead  of  the  original  objects  themselves, 
which  might  be  liable  to  injury  by  immersion  in  the  metallic 
solution.  These  casts  may  be  made  in  fusible  metal,  or  in  stearin, 
in  plaster,  or  gutta  percha.  A  mixture  of  2  parts  of  wax,  2  of 
stearic  acid,  and  i  of  plumbago,  is  said  to  give  very  good  results. 
Gore  {Pharm.  Journal,  July,  1855)  recommends  a  mixture  of  2 
parts  of  gutta  percha  and  i  part  of  marine  glue;  the  materials 
are  to  be  cut  up,  and  the  glue  melted  at  a  gentle  heat  and  incor- 
porated with  the  gutta  percha.  The  paste  is  to  be  applied  whilst 
soft,  with  a  pressure  gradually  increasing,  to  the  surface  of  the 
medal  or  other  object  which  it  is  desired  to  copy.  In  certain 
cases  an  impression  of  the  object  to  be  copied  is  obtained  in  sheet 
lead  by  the  application  of  strong  pressure.  In  every  instance, 
before  proceeding  to  effect  the  metallic  deposition,  the  back  of 
the  mould,  if  made  of  metal,  or  of  a  conductor  of  electricity, 
must  be  coated  with  a  resinous  varnish,  or  with  some  non-con- 
ducting matter.  When  moulds  of  plaster  of  Paris  are  employed, 
they  must  be  rendered  impervious  to  moisture  by  immersion  in 
melted  wax  or  tallow;  after  which  the  surface  to  be  copied  is 
endued  with  the  power  of  conducting  electricity,  by  applying 
finely-powdered  plumbago,  of  good  quality,  to  the  surface  by 
means  of  a  brush ;  taking  care  that  every  portion  of  the  surface 
to  be  copied  is  completely  coated  by  it.  The  cast  is  then  con- 
nected with  the  negative  wire  of  the  battery  by  means  of  a  strip 
of  sheet  lead,  or  a  copper  wire,  which  is  in  electric  contact  with 
some  portion  of  the  black-lead  surface.  Impressions  of  seals  in 
sealing  wax,  stamps  in  relief  upon  pasteboard  or  paper,  and  the 
engraved  blocks  used  for  wood-cuts,  after  they  have  been  thus 
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rendered  conductors  upon  the  surface,  may  be  electrotyped  with 
facility.  Even  glass  may  be  rendered  a  conductor  by  the  use  of 
one  of  the  methods  of  depositing  silver  upon  its  surface.  Leaves, 
flowers,  fruits,  and  insects  have  also  been  coated  with  copper,  or 
with  silver,  by  the  electrotype  process.  A  mode  of  producing  a 
conducting  surface  upon  these  articles,  due  to  Capt.  Ibbetson, 
consists  in  immersing  them  in  a  weak  solution  of  phosphorus, 
either  in  carbonic  disulphide  or  in  ether,  allowing  the  solvent  to 
evaporate  from  the  surface,  and  then  plunging  the  objects  into  a 
solution  of  argentic  nitrate ;  the  phosphorus  left  upon  the  surface 
reduces  a  very  thin  film  of  silver  upon  the  superficial  portions  of 
the  objects,  sufficient  to  enable  them  to  receive  the  deposit  from 
the  battery,  if  they  be  properly  connected  with  the  negative  wire, 
and  submitted  in  a  metallic  bath  to  the  action  of  the  electric 
current.  Steel  plates  cannot  be  copied  by  immersing  them  in  a 
bath  of  cupric  sulphate,  because  the  steel  and  the  sulphate  act 
chemically  on  each  other,  and  thus  the  engraving  would  be 
destroyed.  This  difficulty  has  been  overcome  by  electrotyping 
them  first  in  silver,  which  can  be  deposited  upon  the  steel  with- 
out injury,  and  upon  this  silver  matrix  a  copper  fac- simile  of  the 
original  plate  can  afterwards  be  obtained.  More  recently  Weil 
has  shown  that  an  alkaline  solution  of  tartrate  of  copper  may  be 
employed  for  depositing  at  once  on  cast  iron  or  steel.  No  battery 
is  needed,  but  the  articles  are  simply  suspended  by  zinc  wires  in 
the  bath. 

For  the  electrotyping  of  small  objects,  such  as  coins  or  medals, 
it  is  not  necessary  to  use  a  separate  voltaic  battery,  since  the 
depositing  cell  itself  may,  in  the  following  manner,  be  converted 
into  a  voltaic  couple  of  sufficient  power  to  decompose  cupric 
sulphate : — Let  a  glass  cylinder,  such  as  the  chimney  of  an  argand 
gas-burner,  be  closed  below  by  a  plug  of  plaster  of  Paris,  and  be 
supported  in  a  vessel  containing  a  solution  of  sulphate  of  copper, 
in  which  the  mould  or  the  medal  to  be  copied  is  supported  by  a 
metallic  wire ;  let  the  inner  tube  be  filled  with  sulphuric  acid 
diluted  with  lo  or  12  times  its  bulk  of  water,  and  let  an  amalga- 
mated zinc  rod  be  placed  at  its  axis.  If  this  zinc  rod  be  connected 
with  the  wire  proceeding  from  the  mould  of  the  medal  to  be  electro- 
typed,  copper  will  be  deposited  upon  the  surface  of  the  moidd. 
The  apparatus  in  fact  constitutes  a  cell  of  Daniell's  battery,  with 
a  trifling  modification  in  its  form.  The  solution  of  copper  should 
be  maintained  uniformly  saturated  with  cupric  sulphate,  by  sus- 
pending crystals  of  the  salt  in  the  upper  part  of  the  liquid. 

(294)  Electro-zincing, — ^Zinc  may  be  deposited  from  its  sulphate 
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on  the  surface  of  iron,  by  processes  similar  to  those  used  for  cupric 
sulphate.  The  operation  requires  but  a  feeble  current,  and  admits 
of  being  performed  upon  a  very  large  scale :  the  iron  links  of  the 
suspension  bridge  formerly  erected  at  Hungerford,  but  now  trans-* 
ferred  to  Clifton,  which  were  passed  into  the  abutments  on  the  side 
of  the  Thames,  were  successfully  submitted  to  this  operation; 
each  of  these  links  is  24  feet,  or  nearly  7*5  metres,  in  length,  and 
of  proportionate  width. 

It  is  not  possible,  however,  to  obtain  coherent  plates  of  all  the 
metals  with  the  same  facility  as  is  the  case  with  eopper  and  zinc. 
Mai^y  of  the  metals  are  thrown  down  from  their  solutions  in  a 
crystalline  form,  whether  the  deposition  be  effected  rapidly  or 
slowly.  Silver  is  separated  thus  from  its  nitrate,  and  lead  exhibits 
a  similar  deportment  when  the  acetate  or  the  nitrate  of  this  metal 
is  electrolysed.  Grold  and  platinum  do  not  give  coherent  plates 
when  solutions  of  the  chlorides  of  these  metals  are  submitted  to 
voltaic  decomposition.  Lead  may  be  deposited  upon  iron  from  a 
solution  of  plumbic  oxide  in  potash ;  and  a  solution  of  stannic 
oxide  in  potash  may  be  used  to  obtain  coherent  plates  of  tin  by 
electrolysis.  In  like  manner,  ammoniacal  solutions  of  the  salts 
of  cobalt  and  nickel  may  be  employed  to  furnish  electrotype 
plates  of  these  metals.  In  some  cases,  however,  where  a  simple 
salt  fails  to  give  a  satisfactory  result,  the  effect  may  be  obtained 
by  the  employment  of  certain  double  salts  of  the  same  metal  with 
potassium  or  with  sodium ;  for  this  reason  auropotassic  cyanide 
(KAuCyg)  is  largely  employed  for  gilding,  and  the  corresponding 
salt  of  silver  is  extensively  used  in  electro-silvering.  In  gilding, 
silvering,  and  zincing,  one  great  desideratum  is  to  obtain  a  firm 
adherence  between  the  newly-deposited  metal  and  the  object  to 
be  gilt  or  plated ;  the  surface  of  the  metallic  object  is  therefore 
first  rendered  chemically  clean,  a  result  which  is  carefully  avoided 
in  the  process  of  electrotyping.  In  the  latter  case  it  is  usual  to 
expose  the  object,  if  freshly  polished,  to  the  atmosphere  for  24 
hours  before  placing  it  in  the  depositing  cell,  in  order  to  prevent 
permanent  adhesioD. 

(295)  Electro-Plating. — The  metals  upon  which  an  adherent 
coating  of  silver  is  most  readily  deposited  are  brass,  copper, 
bronze,  and  German  silver ;  but  it  may  also  be  effected  on  steel. 
The  articles  to  be  plated  are  cleansed  from  adhering  greasy 
matters  either  by  boiling  them  in  a  weak  alkaline  solution,  and 
then  washing ;  or  they  are  heated  to  low  redness  in  a  muffle :  in 
either  case  they  are  next  dipped  into  diluted  nitric  acid  for  the 
purpose  of  removing  any  adhering  film  of  oxide.     They  are  then 
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broshed  with  a  Kard  brush  and  some  sand;  and  having  been 
rinsed  from  adhering  impurities^  and  separately  attached  to  a 
dean  copper  wire^  they  are  again  dipped  for  an  instant  into  nitric 
add^  washed^  and  immersed  whilst  still  wet  in  the  silvering  bath. 
Let  fig.  237  represent  a  plan  of  this  bath^  and 
c  z  the  voltaic  battery ;  the  copper  wires  attached 
to  the  artides  to  be  plated  are  twisted  round 
the  rods  p  p  p^  which  are  connected  with  the 
negative  wire  of  the  battery^  whilst  the  positive 
wire  is  connected  with  a  series  of  silver  plates^ 
z  z  z,  which  are  also  immersed  in  the  silvering 
liquid.  This  solution  is  commonly  prepared  by 
dissolving  argentic  cyanide  in  a  solution  either 
of  cyanide  or  of  ferrocyanide  of  potassium. 
1 1  Solutions  containing  argentic  hyposulphite  or 
I  [[sulphite  are  occasionally  employed.  In  order  to 
prepare  the  silvering  bath^  a  solution  of  argentic 
nitrate  may  be  precipitated  by  the  addition  of 
potassic  cyanide  so  long  as  it  produces  a  pre- 
dpitate:  this  precipitate^  after  having  been  washed  by  decanta- 
tion^  is  dissolved  in  a  solution  of  potassic  cyanide.  An  excess  of 
potassic  cyanide  is  requisite ;  at  least  3  parts  of  potassic  cyanide 
being  employed  for  i  part  of  ai^ntic  cyanide.*  A  solution 
whidi  contains  -jV  of  its  weight  in  silver  is  found  to  be  of  a  con- 
venient strength  for  ordinary  operations.  When  potassic  cyanide 
is  used  in  the  bath  as  a  solvent^  the  solution  gradually  becomes 
alkaline  from  the  formation  of  potassic  carbonate^  which  accumu- 
lates in  the  liquid  and  interferes  with  the  regularity  of  the  de-^ 
composition :  but  if  caldc  cyanide  be  substituted  for  the  potassic 
cyanide^  this  inconvenience  is  obviated^  since  calcic  carbonate  is 
formed^  and  owing  to  its  insolubility^  it  sinks  to  the  bottom  of 
the  bath  as  fast  as  it  is  produced.  The  articles  when  plated  have 
a  dead  white  or  chalky  surface,  but  they  may  be  burnished  by 
pressure  if  desired,  and  they  then  assume  the  brilliant  lustre  of 
polished  silver.  It  is  remarkable  that  the  addition  of  a  very 
small  proportion  of  carbonic  disulphide  to  the  bath  causes  the  ^ 
deposited  silver  to  assume  the  lustre  of  the  polished  metal.t   The 


*  If  potassic  ferrocyanide  be  used  as  a  solvent  of  the  argentic  cyanide^  10 
parts  of  this  salt  are  required  for  the  solution  of  i  part  of  cyanide  of  silver. 

t  In  order  to  effect  this  object,  6  ounces  of  carbonic  disulphide  are  directed 
to  be  agitated  with  i  gallon  of  the  plating  liquid,  and  set  aside  for  24  hours. 
Two  ounces  of  the  liquid  thus  obtained,  are  to  be  added  over  night  to  20  gallons 
of  the  ordinary  plating  liquid ;  the  bath  is  ready  for  use  next  morning.     This 
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amount  of  silver  which  is  deposited  caa  be  regulated  very  acca- 
xately.by  weighing  the  articles  before  immersion^  and  weighing 
them  again  afterwards.  A  deposit  of  from  i^-  ounce  to  i-|-  ounce 
of  silver  to  a  square  foot  of  the  plated  surface  (from  4*2  to  4*9 
grms.  per  square  decimetre)  answers  well  in  practice ;  the  sheet 
of  silver  under  these  circumstances  .being  of  about  the  thickness 
of  ordinary  writing  paper.  The  solution  must  be  firequently 
stirred;  in  order  to  preserve  the  liquid  of  uniform  density  and 
composition  throughout. 

The  batteries  used  at  Birmingham  for  gilding  and  silvering 
are  in  general  simply  plates  of  amalgamated  zinc  opposed  to  plates 
of  copper  in  diluted  sulphuric  acid  :  the  plates  are  so  arranged  that 
they  can  be  readily  raised  or  lowered  in  order  to  expose  a  smaller 
or  larger  surface  to  the  action  of  the  acid.  The  superficial  area,  and 
number  of  the  plates  used^  are  made  to  vary  according  to  the  siee 
and  nature  of  the  objects  to  be  operated  upon.  The  workman 
judges  from  experience  as  to  the  number  of  pairs  to  be  employed ; 
it  seldom  happens  that  more  than  two  or  three  pairs  of  plates 
are  needed.  In  Paris^  Bunsen's  carbon  and  zinc  batteries  are  also 
employed  with  success  in  these  operations. 

(296)  ElecirO'Crildinff  and  Platinizing. — It  is  possible  to  gild 
most  of  the  ordinary  metals  by  voltaic  action.  Articles  which 
consist  of  brasS;  bronze^  copper^  or  German  silver  are  first  annealed, 
then  pickled,  as  the  operation  of  immersing  them  into  the  mixture 
of  diluted  nitric  and  sulphuric  acids  is  termed,  after  which  they 
are  scrubbed  and  '  dipped'  in  strong  nitric  acid,  and  then  rinsed 
in  water,  as  is  practised  in  preparing  them  for  plating.  Silver 
articles  are  cleansed  in  a  similar  manner,  but  they  do  not  require 
to  be  ^  dipped.'  Iron  and  steel  may  be  gilt  by  cleansing  them  from 
grease,  first  with  potash,  and  then  by  dipping  in  nitric  acid,  and 
scouring  the  surface  with  burnt  clay  finely  sifted,  in  order  to 
remove  the  black  stains  produced  by  the  liberation  of  carbon.  A 
more  powerful  current  is  required  for  gilding  upon  iron  than  upon 
the  metals  previously  mentioned. 

The  gilding  bath  most  usually  employed  consists  of  aurous 
cyanide  dissolved  in  potassic  cyanide.  It  may  be  prepared  by 
dissolving  gold  in  aqua  regia,  and  adding  potassic  cyanide  to  the 
diluted  liquid  so  long  as  it  produces  a  precipitate ;  a  brisk  efier- 


addition  of  the  solution  of  the  diBulphide  requires  to  be  renewed  daily,  to  make 
up  for  the  loss  of  the  carbonic  disulphide  by  evaporation.  Much  care  is  required 
in  the  use  of  such  a  solution,  for  it  is  liable  to  changes  which  are  produced  by 
very  slight  modifications  in  the  mode  of  working. 

N  N  2  r^  T 
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vescence  accompanies  the  action,  and  a  yellow  deposit  of  aurous 
cyanide  (AuCy)  is  formed :  the  clear  liquid  is  decanted,  and  the 
precipitate  is  redissoked  in  a  solution  containing  between  7  and 
8  parts  of  potassic  cyanide  to  i  part  of  gold :  the  solution  is  then 
diluted  until  100  parts  of  the  liquid  contain  i  part  of  gold. 

M.  Buolz  has  shown  that  various  other  gilding  baths  may  be 
used  instead  of  the  auro«potassic  cyanide :  for  example,  he  finds 
that  aurous  cyanide  may  be  employed  when  brought  ^into 
solution  by  the  ferrocyanide,  or  by  the  ferricyanide  of  potassium; 
he  has  also  used  with  success  the  auro-sodic  sulphite,  the  solution  of 
the  sodio-auric  chloride  (NaCl  AuCl,)  or  iodide  with  an  excess  of 
soda,  and  even  the  sulphide  of  gold  dissolved  in  a  solution  of 
protosulphide  of  potassium. 

As  yet  the  deposition  of  platinum  by  voltaic  action  has  not  been 
practised  to  any  considerable  extent,  but  it  is  said  that  a  solution 
of  the  potassio-platinic  chloride  (2  KCl,  PtClJ  in  caustic  potash 
may  be  applied  to  this  purpose  with  tolerable  success. 

(297)  Resemblances  between  the  Electricity  of  the  Machine  and 
that  of  the  Voltaic  Battery. — ^Notwithstanding  the  extremely  brief 
duration  of  the  discharge  from  the  electrical  machine,  it  produces^ 
whilst  it  lasts,  phenomena  similar  to  those  of  the  voltaic  current, 
which,  indeed,  may  be  regarded  as  a  succession  of  discharges 
renewed  so  frequently  as  to  become  continuous.  By  repeating 
the  discharge  from  the  electrical  machine  many  times  through  the 
same  liquid  conductor,  Faraday  was  enabled  to  obtain  true  elec- 
trolytic decomposition.  The  following  simple  experiment  may  be 
adduced  as  an  illustration  of  this  fact : — Upon  a  plate  of  glass 
place  a  small  piece  of  turmeric-paper,  moistened  with  a  solution 
of  potassic  iodide  which  has  been  mixed  with  a  little  starch; 
upon  one  end  of  this  piece  of  paper  allow  the  point  of  a  fine  pla- 
tinum wire  to  rest,  the  other  end  of  the  wire  being  in  communica- 
tion with  the  prime  conductor  of  the  machine ;  on  the  other  extre- 
mity of  the  paper  place  a  similar  wire  in  communication  with  the 
earth :  it  will  be  found  on  setting  the  machine  in  action  that,  after 
the  lapse  of  one  or  two  minutes,  a  small  blue  spot  will  appear 
round  the  point  of  the  wire  connected  with  the  prime  conductor, 
owing  to  the  liberation  of  iodine ;  while  round  the  wire  which  com- 
municates with  the  earth  a  brown  spot  will  be  formed,  from  the 
action  of  the  alkali  which  is  set  free.  If  the  wires,  instead  of  being 
connected  through  the  medium  of  a  solution  of  potassic  iodide, 
be  made  to  dip  into  a  drop  of  a  solution  of  cupric  sulphate,  me- 
tallic copper  wiU  be  deposited  on  the  wire  connected  with  the 
earth,  and  oxygen  and  sulphuric  acid  will  appear  on  the  other 
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wire.  If  a  piece  of  litmus-  or  turmeric-paper,  moistened  with  a 
tsolution  of  sodic  sulphate,  be  supported  on  a  thread  of  glass  be- 
tween two  wires,  one  of  which  proceeds  from  the  prime  conductor, 
whilst  the  other  is  in  communication  with  the  earth,  the  saline 
solution  in  the  paper  will  be  decomposed  by  the  electricity,  even 
although  the  paper  does  not  touch  either  of  the  wires  :  the  litmus- 
paper  on  the  side  towards  the  prime  conductor  will  gradually  be 
reddened,  whilst  the  turmeric-paper  will  be  turned  brown  at  the 
extremity  which  is  furthest  from  the  prime  conductor. 

The  quantity  of  electricity  which  is  required  to  produce  che- 
mical decomposition  is  very  great.  This  fact  is  strikingly  illus- 
trated by  a  comparison  which  was  made  by  Faraday  between  the 
amount  of  electricity  developed  from  the  machine  by  friction 
and  that  which  is  furnished  by  the  chemical  action  of  the  bat- 
tery. The  experiment  was  performed  in  the  following  manner : 
— ^A  wire  of  platinum  and  another  wire  of  zinc,  each  -^  of  an  inch 
in  diameter,  were  immersed  -^  of  an  inch  apart,  to  a  depth  of  ^  of 
an  inch  in  an  extremely  dilute  acid  liquid,  prepared  by  adding  a 
single  drop  of  oil  of  vitriol  to  four  ounces  of  water.  The  current 
obtained  from  this  combination,  at  a  temperature  of  15°  C,  was 
transmitted  through  the  coil  of  a  galvanometer  consisting  of  18 
feet  of  copper  wire  tt  of  an  inch  thick.  It  produced  in  about 
three  seconds  as  great  a  deviation  of  the  needle  as  was  obtained 
by  the  electricity  ftirnished  by  thirty  turns  of  a  powerful  plate- 
machine  in  excellent  action.  This  quantity,  if  concentrated  within 
a  space  of  time  constituting  only  a  minute  fraction  of  a  second, 
by  discharging  it  in  a  single  flash  from  a  Leyden  battery,  exposing 
3500  square  inches  of  coated  surface,  would  have  been  suflScient 
to  kill  a  small  animal,  such  as  a  cat^  or  a  rat ;  but  the  chemical 
action  upon  the  zinc  by  which  it  was  produced  was  so  trifling  as 
to  be  quite  inappreciable ;  and  it  is  estimated  by  Faraday  that  not 
less  than  800,000  discharges,  each  equal  in  quantity  to  this,  would  , 
be  required  for  the  decomposition  of  a  single  grain  of  water !  Ex- 
traordinary as  this  estimate  appears,  it  has  been  amply  confirmed 
by  later  experiments  of  Becquerel  upon  this  subject :  and  from 
the  experiments  of  Weber,  it  may  be  calculated  that,  if  the  whole 
of  the  positive  electricity  required  to  decompose  a  grain  of  water 
were  accumulated  upon  a  cloud  jooo  metres  (3281  feet)  above  the 
surface  of  the  earth,  the  attractive  force  exerted  between  the  cloud 
and  the  portion  of  the  earth  beneath  it  would  be  equal  to  1497  tons ! 

(298)  Deluufs  Dry  Pile. — ^The  relation  between  the  electricity 
of  the  voltaic  battery  and  that  of  the  ordinary  electrical  machine 
admits  of  being  traced  in  an  interesting  manner  by  intermediate 
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steps.  DeluCj  soon  after  the  discovery  of  the  voltaic  pile,  con- 
trived what  he  termed  the  dry  pile.  It  may  be  constructed  in  the 
following  manner : — ^Take  a  number  of  sheets  of  paper,  one  sur- 
face of  which  has  been  coated  with  gold  or  silver  leaf,  and  paste 
upon  the  uncoated  surface  a  sheet  of  rinc  foil ;  when  sufficiently 
dry,  place  several  of  these  sheets  of  paper  one  over  another,  the 
zinc  faces  all  being  arranged  in  one  direction ;  then  cut  out,  with 
a  punchy  a  number  of  circular  disks,  and  arrange  them,  to  the 
number  of  aooo  or  upwards,  in  a  glass  tube,  the  diameter  of 
which  is  rather  greater  than  that  of  the  circular  disks  of  paper, 
taking  care  that  all  the  zinc  surfaces  are  in  one  direction,  and 
all  the  silvered  or  gilt  surfaces  in  the  opposite  direction.  A  pile 
analogous  to  Volta^s  will  thus  be  obtained ;  and  if  these  disks  be 
pressed  together  and  connected  at  each  end  with  a  metallic  wire, 
such  a  pile  will  cause  divergence  of  the  leaves  of  the  gold-leaf 
electroscope  when  one  extremity  of  it  is  made  to  touch  the  cap 
of  the  instrument,  whilst  [the  other  end  is  connected  with  the 
earth,  either  through  the  human  body  or  by  means  of  any  other 
conductor.  If  the  pile  be  reversed,  and  then  presented  to  the 
still  diverging  electroscope,  the  leaves  will  first  collapse,  and  will 
then  immediately  open  with  the  opposite  kind  of  electricity. 
Indeed,  if  the  wires  attached  to  the  two  extremities  of  the  pile 
be  bent  round  and  made  each  to  terminate  in  a  small  metallic 
disk,  the  two  disks  being  placed  at  a  distance  of  about  an  inch 
and  a  half  (3  or  4  centimetres)  from  each  other,  care  being 
taken  to  maintain  their  insulation,  an  insulated  slip  of  gold  leaf, 
suspended  midway  between  the  two  disks  wiU  oscillate  backwards 
and  forwards  between  them,  if  an  impulse  be  first  given  to  it 
towards  either  side : — suppose  it  to  approach  the  positive  plate,  it 
acquires  a  positive  charge ;  it  is  then  repelled  from  the  positive 
plate,  but  is  attracted  by  the  negative  plate,  when  it  gives  up  its 
positive  charge  and  becomes  negatively  electrified,  in  which  state 
it  is  again  attracted  by  the  positive  plate ;  this  alternate  move- 
ment of  the  gold  leaf  will  continue  uninterruptedly  for  months  or 
even  years.*  With  a  dry  pile,  which  contained  ao,ooo  pairs,  or 
disks,  of  zinc  and  silver  paper,  sparks  have  been  obtained,  and  a 


^  Bolmenberger  has  contrived  an  extremely  sensitive  electroscope,  which 
depends  upon  a  modification  of  this  experiment.  Midway  between  the  two 
insulated  terminating  disks  of  Delnc's  pile,  he  suspends  a  single  strip  of  gold- 
leaf  bj  a  metallic  wire  from  an  insulated  plate  of  metal ;  this  gold-leaf,  however, 
is  not  near  enough  to  either  disk  to  touch  it.  If  a  body  with  the  feeblest 
electrical  chaise  be  made  to  touch  the  insulated  plate,  the  gold-leaf  becomes 
electric,  and  is  attracted  towards  the  oppositely  electrified  pole  of  the  pile. 
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Leyden  battery  lias  been  charged  sufficiently  to  produce  shocks. 
It  is  worthy  of  remark  that  these  actions  are  produced  in  Deluc^s 
column  only  when  the  paper  contains  that  amount  of  moisture 
which  is  found  in  it  under  ordinary  circumstances^  and  which  is 
considerable^  although  it  usually  passes  unnoticed.  If  the  paper 
be  artificially  dried,  the  pile  loses  its  activity,  but  again  recovers 
its  energy  as  the  paper  reabsorbs  moisture  from  the  air.  Pro- 
vided that  the  two  extremities,  of  the  pile  be  insulated  from  each 
other,  it  will  retain  its  activity  unimpaired  for  years ;  but  if  the 
ends  be  permanently  connected  by  means  of  a  good  conductor,  the 
zinc  becomes  gradually  oxidized,  and  the  electrical  effects  disappear, 

Zamboni  obtains  a  more  effective  instrument  by  substituting 
findy-powdered  black  oxide  of  manganese  for  the  gold  or  silver 
leaf.  One  surface  of  the  paper  is  coated  with  zinc  or  tin-foil,  and 
the  coating  of  peroxide  may  be  given  to  the  other  surface  either 
by  rubbing  it  on  in  a  dry  state,  or  by  appljring  it  in  admixture 
with  water  to  which  a  little  honey  has  been  added.  The  paper 
disks  are  arranged  in  a  column,  and  are  terminated  at  either  ex- 
tremity by  a  metallic  plate.  These  metallic  plates  are  made  to 
compress  the  paper  disks  by  means  of  ligatures  of  silk  which  pass 
from  end  to  end  of  the  pile  and  bind  the  disks  firmly  together ; 
whilst  effectual  insulation  is  provided  for  by  giving  the  pile  a 
non-conducting  coat  of  sulphur,  which  is  easily  applied  by  a 
momentary  immersion  of  the  who  e  instrilment  in  a  bath  of 
melted  sulphur, 

(299)  Water  Battery, — It  has  been  ahready  stated  (259)  that 
even  with  a  single  pair  of  zinc  and  copper  plates  excited  by  diluted 
acid,  polarization  and  electric  tension  may  be  proved  to  precede 
the  voltaic  current,  though  the  experiment  is  one  of  considerable 
delicacy.  These  effects  of  tension  are  strikingly  exhibited  in  the 
case  of  Deluc's  pile ;  but  they  may  be  shown  in  a  manner  still 
more  decided  by  employing  a  numerous  series  of  alternations  of 
zinc  and  copper,  each  of  which  need  expose  only  a  very  small  sur- 
£Eice,  and  may  be  excited  simply  with  distilled  water.  Such  an 
arrangement  or  water  battery,  consisting  of  a  thousand  couples, 
produces,  if  insulated,  and  connected  at  each  of  its  extremities  with 
a  gold-leaf  electroscope,  considerable  divergence  of  the  leaves  of 
each  instrument.  Such  a  combination  will  communicate  a  charge 
to  a  Leyden  battery  :  this  charge,  though  it  rises  only  to  a  small 
extent,  may  be  renewed  and  discharged  for  an  indefinite  number 
of  times  in  very  rapid  succession.  The  wire  which  is  connected 
with  the  last  zinc  plate  of  this  battery  is  negative,  whilst  that 
which  is  attached  to  the  copper  is  positive. 
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Oassiot  (Phil.  Trans.  1844^  p.  39)  has  gi^en  an  account  of  a 
very  powerful  and  carefully  constructed  water  battery,  from  which 
he  obtained  results  of  great  interest.  This  battery  was  composed 
of  3520  pairs  of  copper  and  zinc  plates,  arranged  in  separate  glass 
vessels,  covered  with  a  coating  of  lac  varnish ;  the  glass  cells  were 
supported  on  slips  of  glass  thickly  coated  on  both  sides  with  shell- 
lac,  and  these  glass  plates  were  insulated  on  varnished  oaken 
boards,  each  board  being  further  insulated  by  resting  on  thick 
plates  of  glass  similarly  varnished.  All  these  precautions  were 
found  by  experience  to  be  necessary  in  order  to  preserve  the  insu- 
lation. When  the  conducting  wires  of  this  battery  were  brought 
within  yV  of  wi  inch  (o'^^j)  of  each  other,  sparks  were  obtained, 
and  when  the  wires  were  made  to  terminate  in  brass  disks  which 
were  brought  very  near  each  other,  a  rapid  succession  of  sparks 
was  maintained,  which  on  one  occasion  continued  without  inter- 
ruption  for  five  weeks.  A  permanent  deflection  of  the  galvano- 
meter was  obtained  when  this  instrument  was  included  in  the  cir- 
cuit whilst  the  sparks  were  passing ;  under  similar  circumstances, 
paper  moistened  with  potassic  iodide  and  included  in  the  circuit, 
speedily  gave  indications  of  the  chemical  decomposition  of  the 
iodide.  The  chemical  effects  produced  by  the  water  battery  are, 
however,  always  feeble,  but  they  are  similar  in  kind  and  in  direc- 
tion to  those  which  are  obtained  when  acids  are  employed  as  the 
exciting  liquid  in  the  cells ;  and  the  principal  effect  that  would  be 
obtained  if  diluted  acid  were  substituted  for  water  in  such  a  com- 
bination would  be  an  increase  in  the  quantity  of  electricity,  by  in- 
creasing the  consumption  of  sine  and  the  chemical  action  in  each 
cell  in  a  given  time.  The  tension  of  the  charge  would  be  in- 
creased by  the  change  of  the  exciting  liquid,  in  proportion  as  the 
electro-motive  force  of  each  cell  was  augmented  when  compared 
with  the  resistance  offered  by  the  liquid  employed  in  charging  the 
battery.  Neither  in  the  water  battery  nor  in  any  other  form  of 
battery  is  the  tension,  as  measured  by  its  power  of  overcoming 
resistance  to  conduction,  increased  by  increasing  the  size  of  the 
plates. 

It  thus  appears,  i.  That  by  voltaic  arrangements  electricity 
may  be  obtained,  exactly  similar  to  that  developed  by  the  common 
machine,  ih  its  effects  of  tension  and  in  induction  towards  surround- 
ing objects,  in  the  polar  character  of  its  action,  and  in  the  oppo- 
site nature  of  the  electricities  accumulated  at  the  extremities  of  the 
apparatus.  2.  That  the  quantity  of  electricity  obtained  by  voltaic 
action  is  almost  immeasurably  greater  than  that  procured  by  fric- 
tion; but  that  unless  its  tension  be  exalted  by  using  a  very 
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ntimerous  series,  it  does  not  pass  so  readily  through  non-conduc- 
tors in  the  form  of  sparks  as  the  electricity  of  the  common 
machine.  3.  That,  on  the  other  hand,  by  allowing  the  electricity 
of  the  machine  to  discharge  itself  gradually  through  very  small 
masses  of  imperfect  liquid  conductors  which  are  susceptible  of 
electrolysis,  true  electrolytic  action  may  be  produced. 

The  idientity  of  the  two  forces  under  these  diflTerent  degrees  of 
tension  no  longer  admits  of  question :  in  the  voltaic  action  the 
quantity  is  great,  but  the  tension  is  feeble;  whilst  in  the  elec- 
tricity of  the  machine  the  reverse  is  the  case,  the  tension  is  very 
high,  whilst  the  quantity  i?  extremely  small. 

§  IV.  Electro-Magnetism. 

(300)  Law  of  Electro-Magnetic  Action. — ^The  influence  of  an 
electric  current  upon  a  freely  suspended  magnetic  needle  has 
been  already  pointed  out,  but  it  will  be  needful  to  examine  the 
nature  of  the  connexion  between  magnetism  and  electricity  some- 
what more  closely.  Mere  electricity  of  tension,  or  electricity  in 
a  state  of  rest,  has  no  influeaice  upon  a  magnetized  bar.  It  is 
only  when  the  electricity  is  in  motion  that  this  magnetic  action 
is  excited.  It  has  already  been  explained  (253)  that  the  direc- 
tion in  which  the  magnetic  needle  is  deflected  depends  upon  the 
direction  of  the  current ;  and  it  has  been  stated  that  when  the 
needle  points  north  and  south,  and  a  wire  is  placed  parallel  to  the 
needle,  if  the  current  flow  firom  south  to  north  above  the  needle, 
the  north  end  of  the  needle  will  move  westward.  The  power 
which  the  wire  exerts  upon  the  needle  varies  directly  as  the 
quantity  of  electricity  which  traverses  the  wire :  and  when  the 
current  passes  through  a  straight  wire  of  considerable  length  (so 
that  it  may  be  regarded  as  infinite  in  relation  to  the  needle)  the 
eflFect  upon  the  needle  varies  inversely  as  the  distance  of  the  wire 
from  such  needle. 

(301)  Tangent  Galvanometer. — For  measuring  the  force  of  the 
current,  galvanometers  of  various  forms  have  been  employed. 
When  the  power  is  extremely  feeble,  the  astatic  galvanometer 
(fig.  ao7,)  is  well  adapted  to  the  purpose,  but  in  this  form  the 
value  of  the  angular  deviation  requires  to  be  experimentally 
determined  for  each  instrument.  When  the  current  has  a  greater 
degree  of  power  than  can  be  conveniently  estimated  by  the 
astatic  combination,  the  tangent  galvanometer  is  frequently  em- 
ployed. This  instrument  is  simple,  both  in  construction  and 
in  principle.  The  conductor,  w,  fig.  238,  which  is  used  for 
conveying  the  current  round  the  needle,  consists  of  a  single  coil 
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Fig.  238.  q{  thick  copper  wire,  bent  in- 

to a  circle  of  about  30  centi- 
metres^ or  one  foot  in  dia» 
meter.  It  is  supported 
vertically  in  a  small  table 
/;  tbe  extremities  of  the 
wire  being  connected  by 
means  of  binding-screws 
with  the  wires  from  the 
battery.  Within  the  circle, 
Wy  a  magnetic  needle  about 
an  inch,  or  25™°-  long,  is 
suspended  by  fibres  of  un- 
spun  silk,  c,  horizontally 
over  a  copper  plate  gra- 
duated to  degrees.  In  order  to  enable  the  movements  of  the 
needle  to  admit  of  more  accurate  measurement,  its  apparent 
length  is  increased  by  fastening  a  piece  of  fine  copper  wire  to 
each  end.  This  arrangement  is  piotected  from  currents  of  air 
by  means  of  a  glass  shade.  The  point  of  suspension  of  the 
needle  is  made  to  coincide  accurately  with  the  centre  of  the 
circle  formed  by  the  conducting  wire:  at  a  is  a  screw  for 
raising  or  lowering  the  needle.  When  the  coil  of  the  instrument 
is  placed  with  its  plane  exactly  in  that  of  the  magnetic  meridian, 
the  needle,  under  the  influence  of  the  directive  action  of  the  eartii's 
magnetism,  assumes  a  position  parallel  to  the  diameter  of  the 
circle.  On  transmitting  the  current  through  the  wire,  the  needle 
receives  an  impulse  which,  if  it  were  free  from  the  inductive  action 
of  the  earth,  would  place  it  exactly  at  right  angles  to  the  coil : 
owing,  however,  to  the  influence  of  the  earth,  the  needle  is  unable 
ever  really  to  assume  this  position;  but  it  takes  one  which  repre- 
sents the  resultant  of  the  two  forces,  and  as  the  action  of  the 
earth  may  be  assumed  to  be  uniform,  the  measurement  of  the 
angle  enables  the  force  of  the  current  which  produces  the  devia- 
tion to  be  calculated.  It  may  be  demonstrated  that  the  force  of 
the  current  is  proportioned  to  the  tangent  of  the  angle  of  devia- 
tion. The  instrument  cannot  be  relied  on  for  angular  deviations 
which  much  exceed  70^,  owing  to  the  rapidly  diminishing  angular 
deviation  produced  by  equal  increments  in  the  force  of  the  current 
when  the  deflection  has  reached  this  extent;  but  for  all  cur- 
rents which  produce  a  deviation  of  smaller  amount,  it  afibrdi  a 
convenient  measure.  Other  forms  of  galvanometer  have  been 
contrived,  which  it  will  not  be  necessary  to  describe  in  this  work. 
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(302)  Inflvence  of  a  Conductinff  Wire  in  ewdting  Magnetism. 
— ^The  action  of  the  conducting  wire  upon  the  magnetic  needle  is 
not  interfered  with  by  interposing  a  sheet  of  glass  or  other  insu* 
lator  of  electridtjr ;  and  the  magnetic  influence  is  equally  trans- 
mitted, although  a  sheet  of  copper,  of  lead,  or  of  any  other  non- 
magnetic metaUic  conductor  of  electricity  be  introduced  between 
the  needle  and  the  wire.  The  electric  current,  however,  produces 
no  divergence  of  the  leaves  of  an  electroscope  which  is  brought 
into  its  vicinity.  Not  only  does  a  wire  which  is  conveying  elec- 
tricity afiect  a  needle  which  has  been  already  magnetized,  but 
the  conducting  wire  itself,  so  long  as  it  is  transmitting  the  electric 
current,  displays  magnetic  properties.  K  a  thin  wire  of  copper,  or 
of  any  other  non-magnetic  metal,  be  employed  to  complete  the  vol- 
taic circuit,  such  a  wire  wiU,  for  the  time,  attract  iron  filings ;  and 
the  filings  will  be  arranged  in  a  layer  of  uniform  thickness  around 
the  whole  circumference  of  the  wire,  and  along  its  whole  length. 
The  moment  that  the  connexion  of  the  battery  is  broken,  the 
magnetism  ceases,  and  the  filings  fall  off ;  but  the  attractive  power 
may  be  again  instantly  renewed  on  completing  the  circuit.  The 
iron  filings  in  this  case  become  magnets,  the  poles  of  which  are 
arranged  alternately  north  and  south  around  the  wire.  This 
arrangement  may  be  better  understood  by  re- 
ference to  fig.  239,  in  which  if  w  be  supposed  to  '  ^^^' 
represent  a  section  of  the  wire  which  is  trans- 
mitting a  current  from  +  tp  — ,  the  north  end 
of  each  jftragment  of  iron  would  be  arranged  as 
represented  by  the  points,  w,  «,  of  the  arrows. 
If  short  wires  of  soft  iron  be  placed  in  the 
direction  of  the  arrows  around  the  wire,  they 
become  temporary  magnets,  the  north  and  south 
ends  of  which  are  indicated  by  the  letters  n  and  s.  If  pieces  of 
steel  be  substituted  for  soft  iron,  they  become  permanently  mag- 
netic ;  all  those  which  are  above  the  wire,  if  the  current  be  passing 
in  the  direction  shown  in  the  figure,  will  have  their  north  ends  to  the 
left,  whilst  in  all  those  below,  the  north  ends  will  be  to  the  right. 

(303)  Formation  of  Electro-Magnets.— We  see,  then,  that 
every  part  of  the  wire  along  which  a  current  is  passing  is  mag- 
netic. By  coiling  the  conducting  wire  into  a  ring,  a  larger  num- 
ber  of  particles  is  brought  to  act  upon  a  piece  of  soft  iron,  which 
is  passed  through  the  axis  of  the  ring  at  right  angles  to  the  plane 
in  which  it  lies ;  and  by  coiling  up  the  wire  into  a  spiral  form, 
without  allowing  the  spires  to  touch  each  other,  and  supporting 
them  upon  a' glass  tube,  the  action  of  a  very  considerable  length 
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of  wire  may  be  concentrated  in  a  very  eflFective  manner  upon  the 
Pj^  same    piece   of  soft    iron, 

placed  as  at  c,  d,  fig.  240. 
Very  powerful  temporary 
magnets  may  thus  be  ob- 
tained. If  the  wire  be  co- 
vered with  cotton,  or,  still 
better,  with  silk  to  insulate 
the  coils  from  each  other,  the  effects  may  be  greatly  augmented  by 
winding  a  second  series  of  coils  upon  the  first,  and  a  third  upon 
the  second,  and  so  on,  till  six  or  seven  layers  of  wire  are  coiled 
around  the  bar  which  is  to  be  magnetized.  A  row  of  coils  which 
follows  the  direction  of  a  left-handed  screw  would  neutralize  the 
effect  produced  by  the  right-handed  spiral,  unless  the  current  were 
reversed  in  its  direction  as  it  passes  through  such  a  coil,  as  a 

glance  at  fig.  241    will 

^^  ^41  •  show,  where  a  represents 

(T^y  a  right-handed  spiral,  b, 

a  left-handed  spiral :  in 

the  straight  portions  of 

K^;;^  \b^  \^  \^    ^         ^      tbe  wire,  the  current,  as 

indicated  by  the  arrows, 
flows  in  the  same  direc* 
tion  in  both;  but  it  is 
reversed  in  the  spirals. 
Such  a  spiral  coil  of 
wire  is  usually  termed  a 
helix.  In  preparing  an  electro-magnetic  coil  it  is  not  necessary, 
however,  that  the  wire  be  coiled  in  one  direction  only,  if  the  wire 
be  continuous ;  for  instance,  if  the  coils  foUow  the  direction  of  the 
thread  of  a  right-handed  screw  in  the  first  layer,  as  in  a  b,  fig.  240, 
the  wire  in  winding  it  backwards  from  b  to  a  will  be  formed  into 
a  left-handed  spiral,  but  this  is  of  no  consequence,  because  the 
direction  of  the  current  is  also  reversed  in  this  layer,  being  now 
from  B  to  A,  so  that  the  effect  of  the  reverse  twist  of  the  wire  is 
neutralized. 

A  helix  through  which  an  electric  current  is  passing  is  power- 
fully magnetic ;  the  two  magnetic  forces  accumulating  at  its  op- 
posite extremities.  If  the  heUx  be  supported  with  its  axis  in  a 
vertical  position,  and  a  bar  of  soft  iron  be  partially  introduced 
within  it,  as  soon  as  an  electric  current  of  sufficient  power  is 
transmitted  through  the  coils,  the  bar  will  start  up,  and  will  raise 
itself  in  mid-air  nearly  equidistant  between  the  two  extremities 
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of  the  coil,  the  iron,  by  induction,  becoming  for  the  time  a  powerful 
magnet :  the  poles  of  the  iron  bar  are  of  course  exactly  the  reverse 
of  those  of  the  helix  by  which  its  magnetism  is  produced. 

The  most  powerful  electro-magnets,  however,  are  those  in 
which  the  iron  is  bent  into  the  form  of  a  horse-shoe,  and  around 
which  an  insulating  conducting  wire  is  coiled  in  several  layers, 
with  due  attention  to  the  direction  in  which  the  coils  are  arranged. 
In  this  way  magnets  have  been  constructed  which  are  able  to 
sustain  a  weight  exceeding  that  of  a  ton  (1016  kilogr.).  The 
magnetism  developed  in  the  soft  iron,  under  the  influence  of  the 
voltaic  current>  attains  its  maximum  in  a  few  moments.  It  ceases 
as  quickly,  when  the  contact  of  the  wires  with  the  battery  is 
broken ;  and,  by  reversing  the  direction  of  the  current,  the  mag- 
netic polarity  of  the  bar  is  instantly  reversed. 

(304)  Molecular  MovemerUB  during  the  Moffneiization  of  Bars. 
— ^The  production  of  magnetism  in  a  bar  of  iron,  and  the  cessation 
of  magnetism,  are  both  attended  with  molecular  motion,  which 
pervades  the  whole  mass  of  iron.,  Joule  has  shown  that  the  bar, 
on  becoming  magnetic,  acquires  a  slight  increase  in  length,  and 
suddenly  contracts  to  its  former  dimensions  when  the  magnetism 
ceases,  the  elongation  of  the  bar  being  proportional  to  the  square 
of  the  intensity  of  the  magnetism  developed  within  it.  It  has 
been  observed  by  Guillemin  that  if  an  iron  bar  be  supported  at 
one  end  so  as  to  bend  by  its  own  weight,  it  becomes  straightened 
to  a  greater  or  less  extent  when  magnetized.  Wertheim  has  also 
observed  that  the  co-eflScient  of  the  elasticity  of  both  iron  and 
steel  is  diminished  by  magnetization.  Each  time  that  the  bar 
either  becomes  magnetic  or  loses  its  magnetism,  a  distinct  sound 
is  emitted,  the  note  being  similar  to  that  elicited  by  striking  one 
end  of  the  bar  so  as  to  produce  vibrations  in  a  longitudinal  direc* 
tion.  The  molecular  movements,  if  repeated  in  quick  succession 
by  rapidly  making  and  breaking  contact  between  the  ends  of  the 
helix  and  the  wires  of  the  battery,  so  as  repeatedly  and  quickly  to 
magnetize  and  demagnetize  the  bar,  produce  an  elevation  of  tem- 
perature, which,  as  Grove  has  shown,  is  quite  independent  of  the 
heat  produced  in  the  conducting  wire  by  the  current.  In  con- 
nexion with  these  molecular  movements,  it  may  be  noted  that 
Wiedemimn  finds  when  a  current  is  trausmitted  along  the  axis  of 
a  magnet,^  the  magnet  suffers  a  slight  degree  of  twisting. 

(305)  Laws  of  Electro-Magnetism,— According  to  the  re- 
searches of  Lenz  and  Jacobi,  it  appears  that  if  the  battery  current 
be  maintained  of  a  uniform  strength — 1.  That  the  magnetism 
which  is  induced  in  any  given  bar  of  soft  iron  is  directly  propor- 
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tioned  to  the  number  of  coils  wliich  act  upon  the  bar :  it  is  a  matter 
of  indifference  whether  the  coils  be  uniformly  distributed  over  the 
whole  length  of  the  bar^  or  whether  they  be  accun^ulated  towards  its 
two  extremities.  2.  That  the  diameter  of  the  coils  which  surround 
the  bar  of  small  diameter  scarcely  influences  the  result^  provided 
that  the  current  be  in  all  cases  of  uniform  strength ;  for  though 
the  inductive  iofiuence  decreases  as  the  distance  of  the  magnet 
£rom  the  wire^  the  induction  produced  by  the  increased  length  of 
the  wire  in  the  circumference  of  the  coil  is  augmented  in  precisely 
the  same  proportion.  3.  That  the  thickness  of  the  wire  com- 
posing the  coil  does  not  influence  its  effect  upon  the  bar.  4.  That 
the  energy  of  the  magnetism  is^  cateris  paribus ^  proportioned  to 
the  strength  of  the  current^  being  directly  as  the  electro-motive 
force  and  inversely  as  the  resistance  of  the  circuit."^  5.  That  the 
retentive  power  of  the  magnet,  like  the  attractive  power  in  electri- 
city, increases  as  the  square  of  the  intensity  of  the  magnetism. 
6.  That  the  intensity  of  the  magnetism  induced  upon  a  solid  bar 
by  a  given  current  is  proportioned  to  the  surface  which  the  bar 
exposes ;  or  in  cylindrical  bars  it  is  as  the  square  df  the  weight.f 
Bundles  of  isolated  wires  expose  a  larger  surface  than  a  solid  bar, 
and  hence  they  are  susceptible  of  a  higher  amoimt  of  magnetism 
than  a  solid  bar  of  equal  weight.  7.  That  the  employment  of 
long  bars  has  no  other  advantage  over  the  use  of  short  bars  than 
that  of  removing  to  a  greater  distance  the  counteracting  influence 
of  the  two  magnetic  poles  upon  each  other. 

According  to  Du  Moncel  the  larger  the  armature,  until  it  equals 
the  electro-magnet  in  size,  the  more  powerfully  is  it  attracted. 

The  practical  question  in  preparing  an  electro-magnet  resolves 
itself  into  the  determination  of  the  thickness  and  length  of  the 
wires  which  are  required  to  produce  the  maximum  effect.  It  is 
obvious,  that  for  a  battery  of  a  given  power,  the  longer  the  wire 
which  is  employed,  the  greater  is  the  resistance  introduced,  so 
that  the  number  of  convolutions  practically  has  a  limit  beyond 
whidi  nothing  is  gained  by  increasing  them,  and  this  limit  is  at- 


•  This  increase  of  power,  it  must  be  observed,  only  occurs  up  to  a  certain 
point,  as  there  is  a  limit  to  the  amount  of  magnetic  force  which  can  be  developed 
in  iron,  although  the  amount  of  electric  action  may  be  indefinitely  increased. 

f  Dub,  however,  confirms  the  observations  of  Miiller,  which  give  a  different 
result,  viz.,  that  the  intensity  of  the  magnetism  in  cylindrical  bais  is,  for  equal 
currents  in  coils  of  equal  number,  proportioned  to  the  square  root  of  the  diameter 
of  the  bar;  the  magnetism  developed  in  a  bar  10  centimetres  thick  being  twice 
as  powerful  as  that  produced  in  a  bar  of  3"**°"' j  in  thickness  ;  so  that  the  retentive 
power  is  directly  proportioned  to  the  diameter  of  the  bars. 
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tained  when  the  increased  resistance  introduced  by  the  increasing 
length  of  the  wire  balances  the  gain  produced  by  the  influence  of 
the  additional  coils  upon  the  bar ;  the  greater  the  diameter  of  the 
coil  the  longer,  o£  course,  will  be  the  wire  required  to  form  it, 
and  the  greater  will  be  the  resistance  of  such  a  coil  in  proportion 
to  its  magnetizing  power.  Experience  shows,  that  in  order  to 
attain  the  most  economical  combination  in  the  battery  in  propor- 
tion to  the  quantity  of  materials  consumed,  when  magnetic  power 
is  required,  the  same  rule  must  be  followed  as  when  chemical  re- 
sistance has  to  be  overcome — viz.,  that  that  combination  is  the 
moat  effective  in  which  the  resistance  of  the  wires  and  ci  the 
coils  which  are  exterior  to  the  battery  is  equal  to  the  resistance  of 
the  liquids  and  other  materials  used  in  the  construction  of  the 
battery  itself,  or  when  in  Ohm^s  Formula  (,^5^  =-4)  the  value  of 
A  most  nearly  approaches  0*5 ;  in  which  case  rssnR. 

(306)  Amperes  Theory  of  Electro-Magnetism. — It  will  be 
necessary  to  examine  somewhat  further  the  properties  of  a  spiral 
wire  which  is  conveying  a  current,  in  order  that  the  reader  may 
be  enabled  to  understand  the  theory  of  Amp^e,  by  which  he  ac- 
counted for  the  mutual  action  of  magnets  and  electric  currents.  If 
a  simple  helix,  which  for  lightness  may  be  made  of  thin  wire,  be 
fireely  suspended,  it  will,  whilst  conveying  the  current,  place  itself 
in  the  magnetic  meridian ;  that  is  to  say,  it  will  point  north  and 
south,  and  will  be  attracted  and  repelled  by  a  magnet  which  is 
presented  to  it,  just  as  an  or- 
dinary bar  magnet  would  be. 
iig.  0,^2  shows  a  method  of 
suspending  the  helix,  or  €fec- 
tro^namic  cylinder,  n  a,  so 
as  to  exhibit  these  effects; 
the  wire,  «,  terminates  in  a 
small  hook,  which  dips  into 
a  cup  containing  mercury, 
and  this  is  connected  with 
one  of  the  wires  from  a  small 
voltaic  battery;  the  other 
end,  by  of  the  coil  dips  into  a  second  mercury  cup,  which  is  in 
communication  with  the  other  wire  of  the  battery:  the  mag- 
netism corresponding  with  that  of  the  north  end  of  the  needle  ac- 
cumulates at  one  extremity  of  the  coil,  whilst  the  opposite  mag- 
netism accumulates  at  the  other  extremity :  this  effect  necessarily 
follows  from  the  influence  of  each  coil  upon  its  neighbours,  since 
the  north  side  of  every  coil  is  in  one  direction,  whilst  the  south 
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side  is  in  the  opposite.  Ampere^  who  first  pointed  out  the  remark- 
able analogy  between  an  ordinary  magnet  and  the  helix  when 
conveying  an  electric  current^  deduced  from  it  a  theory  of  the 
coimexion  between  magnetism  and  electricity  which  has  satisfied^ 
hithertOj  the  rigorous  requirements  of  mathematical  analysis,  and 
has  also  explained  all  the  phenomena  of  electro-magnetism  that 
have  as  yet  been  discovered.  Ampere  assumes  that  all  bodies 
which  exhibit  magnetic  polarity,  derive  this  polarity  firom  currents 
of  electricity  which  are  perpetually  circulating  around  the  particles 
of  which  the  magnetic  bodies  are  composed.  Around  each  par- 
ticle an  electric  current  is  supposed  continually  to  circulate ;  the 
direction  of  these  currents  is  conceived  to  be  uniform,  each  Qurrent 
circulating  in  a  plane  at  right  angles  to  the  axis  of  the  magnetic 
-  power.    In  fig.  243,  the  currents  are  shown 

as  at  a,  6,  c,  droulating  in  a  uniform  di- 
rection around  the  particles  of  a  bar  mag- 
net, of  which  the  south  pole,  s,  is  nearest 
the  observer.  The  resultant  eflect  of  these 
united  and  concordant  small  currents  would 
be  equivalent  to  that  produced  by  a  single 
current  winding  in  a  spiral  direction  uni- 
formly around  the  bar  which  would  occupy 
the  axis  of  such  a  spiral.  In  an  ordinary 
magnetic  needle  which  is  pointing  north  and  south,  currents  would 
ascend  on  the  western  side  and  descend  on  the  eastern.  So  that 
if  the  south  pole  is  towards  the  observer,  the  direction  of  the 
current  required  to  produce  the  magnetism  will  be  the  same  as 
that  of  the  hands  of  a  watch  with  its  face  upwardsi.  .  No  definite 
proof  of  the  existence  of  these  currents  can  be  given,  nor  can  a 
reason  for  the  persistence  of  such  currents  in  permanent  magnets 
be  assigned ;  but  granting  that  such  currents  do  exist,  all  the 
mutual  actions,  between  wires  wtich  convey  currents,  and  perma- 
nent magnets,  foUow  as  a  matter  of  necessity. 

(307)  Muituil  Influence  of  Wires  which  are  conveying  Currents. 
— ^We  proceed  to  point  out  one  or  two  of  these  consequences. 
When  two  wires  are  freely  suspended  near  each  other,  and  elec- 
trical currents  are  transmitted  through  them,  the  wires  will  be 
mutually  repulsive  if  the  currents  pass  in  opposite  directions,  but 
they  will  attract  each  other  if  the  currents  be  in  the  same  direction. 
Fig.  244  win  explain  the  reason.  When  the  currents  are  in  oppo- 
site directions  (No.  i),  the  magnetism  on  the  inner  side  of  the  first 
wire  is  exactly  similar  to  that  on  the  contiguous  side  of  the 
second  wire,  as  indicated  by  the  arrows  arranged  round  p  and  n. 


Digitized  by  VjOOQIC 


MUTUAL  ACTION   OF  VOLTAIC   CURRENTS. 


561 


Fia.  245. 


The  two  north  poles 
and  the  two  south 
poles  consequently 
repel  each  other : 
whereas  when  the 
current  is  passing 
through  the  two  wires 
in  the  same  direction^ 
as  shown  in  No.  2, 
the  effects  are  exactly 
reversed ;     attraction 

follows,  and  if  the  wires  be  freely  suspended,  as  in  Snow 
Harris's  arrangement,  represented  in  fig.  245,  they  will  place 
themselves  parallel  to  each  other.  Three 
concentric  troughs  containing  mercury 
are  arranged  on  a  small  stand;  the  cur- 
rent passes  from  one  of  the  wires  of  the 
battery  to  the  central  trough,  returns  by 
the  inner  loop  of  wire  to  the  second  trough, 
and  by  the  outer  loop  is  transmitted  to  the 
exterior  trough,  which  is  in  communication 
with  the  other  wire  from  the  battery. 
This  attraction  between  currents  which  are 
passing  in  the  same  direction  may  be  ren- 
dered evident  in  the  contiguous  coils  of  a  helix :  from  tins  cause, 
a  helix  formed  of  a  slender  harpsichord  wire  shprtens  itself  when 
the  current  is  transmitted,  but  recovers  its  former  dimensions  when 
the  current  is  intermitted.  Now  if  it  be  granted  that  in  every  bar- 
magnet  electrical  currents  are  perpetually  circulating  around  the 
particles  of  which  it  is  composed,  in  a  direction  at  right  angles  to 
a  line  joining  the  magnetic  poles,  we  have  in  the  foregoing  experi- 
ments an  explanation  of  the  tendency  of  a  magnet  to  place  itself . 
across  a  wire  which  is  conveying  an  electrie 
current,  since,  by  such  a  movement,  the 
currents  in  the-magnet  and  in  the  wire  as- 
sume a  direction  parallel  to  each  other.  Let 
p  Q  (fig.  346),  represent  a  wire  conveying 
an  electric  current  in  the  direction  of  the 
arrow;  n  will  indicate  the  north  end  of  a 
magnet  in  which  the  currents  supposed  to  ' 
circulate  around  its  particles  would  be 
parallel  to  the  current  in  the  wire  p  q. 

If  the  magnet  be  stationary  whilst  the  wire  is  moveable,  the 
1  00 
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wire  will  place  itself  at  right  angles  to  the  magnet.     In  fig.  247^ 

a  plate  of  zinc^  z,  is  represented 
as  connected  hj  a  loop  of  wire 
with  the  copper  plate  c ;  both 
are  suspended  in  a*  tube  con- 
,    taining  diluted  acid^  and  the 
little  battery  is  made  to  float 
_^  in  a  vessel  of  water  by  the  aid 
^^^^^^^  of  a  piece  of  cork,  d.     If  the 
f^     north  end  of  a  magnet,  n,  be 
presented  towards  the  loop  in 
the  direction  shown  in  the  cut, 
the  wire  will  be  attracted,  and 
"^^"^  will  place  itself  midway  between 

the  two  extremities  of  the  xnagnet ;  but  if  the  south  end  be  pre- 
sented, the  wire  will  be  repeUed ;  the  little  floating  combination 
will  turn  half  round  so  as  to  reverse  its  direction,  and  then  will 
be  attracted. 

Motion  is  also  produced  in  a  wire  which  conveys  a  current,  if 
it  be  suspended  perpendicularly  between  the  two  poles  of  a  horse- 
shoe magnet  placed  upon  its  side,  the  lower  extremity  of  the  wire 
dipping  into  a  trough  of  mercury  connected  with  one  electrode 
of  the  battery,  whilst  it  rests  by  a  hook  at  its  upper  end  upon  a 
metallic  arm  which  is  in  communication  with  the  other  electrode ; 
according  to*  the  direction  in  which  the  current  is  passing,  the 
suspended  wire  will  be  either  attracted  or  repelled,  by  the  simul- 
taneous action  of  the  two  poles  of  the  magnet  on  the  opposite 
magnetism  of  the  two  sides  of  the  wire ;  the  lower  end  will  be 
thrown  out  of  the  trough  of  mercury ;  this  movement  wiU  break 
the  connexion  with  the  battery,  and  the  wire  will  then  cease  to  be 
acted  upon  by  the  magnet  until  it  falls  back  again  into  the  mer- 
cury ;  the  battery  contact  is  by  this  means  renewed,  and  the  same 
series  of  motions  is  repeated.  A  spur  wheel  or  star,  if  substituted 
for  the  wire,  may  in  this  manner  be  kept  in  continual  revolution ; 
for  as  one  radius  is  thrown  out,  another  enters  the  mercury,  and 
thus  renews  the  connexion  with  the  battery,  till  it  in  its  turn 
makes  way  for  another. 

(308)  Electro-Magnetic  Rotations. — ^The  movements  just  de- 
scribed are  not  the  only  ones  which  the  magnet  and  the  wire 
produce  on  each  other.  If  the  action  of  the  electric  current  be 
limited  to  a  single  pole  of  the  magnet,  a  continuous  rotation  of 
the  pole  round  the  conducting  wire  may  be  obtained;  or  if  the 
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magnet  be  fixed  whilst  the  wire  is  moveable^  the  wire  will  revolve 
around  the  magnet. 

Faraday^  by  whom  these  rotations  were  first  investigated,  was 
led  to  their  discovery  by  observing  the  manner  in  which  a  voltaic 
current  acts  upon  a  magnetic  needle  which  is  moved  in  its  vicinity. 
If  the  conducting  wire  be  placed  perpendicularly,  and  a  needle 
poised  horizontally  at  its  centre  be  made  gradually  to  approach  the 
wire  on  one  side,  each  pole  of  the  needle  is  first  attracted,  and 
on  continuing  the  movement  across  the  wire,  is  then  repelled  by 
the  wire ;  on  the  other  side  of  the 
wire  the  needle  is  repelled  where 
it  was  previously  attracted.  The 
points  indicated  in  fig.  248  by  the 
letters  a  a,  represent  the  positions 
of   the   wire    when   it    produced 

attraction ;  r  r,  those  in  which  it  occasioned  repulsion :  at  the 
points  s  and  n  midway  between  a  and  r,  the  needle  is  neither 
attracted  nor  repelled.  From  these  results  Faraday  concluded 
that  each  pole  has  a  tendency  to  revolve  round  the  wire,  and 
therefore  that  the  wire  has  a  similar  tendency  to  revolve  round 
the  poles ;  the  revolution  of  the  north  end  of  the  needle,  it  was 
expected,  would  be  in  a  direction  the  reverse  of  that  assumed  by 
the  south  end.  Experiment  completely  verified  these  expecta- 
tions.    The  facts  admit  of  being  shown  in  a  variety  of  forms. 

No.  I,  fig.  249,  shows 


Pio.  349. 


an  arrangement  .  by 
which  the  magnet  may 
be  made  to  revolve 
around  the  fixed  wire, 
a  b ;  //  are  the  north 
ends  of  two  bar  mag- 
nets, which  are  united 
below,  and  terminate  in 
a  pivot,  g\  this  pivot 
works  upon  a  hard  steel 
plate  in  the  board,  a  b  : 
c  £f  is  a  wooden  ring 
which  contains  mer- 
cury, and  is  in  metallic 
commimication  with  the  i  ^ 

cup,  e.     At  the  centre 

of  each  of  the  magnets  is  a  small  brass  hook  which  dips  into  the 

o  o2 
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mercury  of  the  troughj  c  d,  for  oonveying  the  current  transmitted 
through  the  wire^  a  b,  which  is  supported  by  the  arm  c.  As  soon 
as  the  connexion  of  the  cups  a  and  e  is  made  with  the  battery^ 
the  magnet  begins  to  rotate  around  the  wire^  a  b,  and  continues 
to  do  so  as  long  as  the  current  passes ;  if  the  direction  of  the 
current  be  reversed,  the  direction  of  the  rotation  is  reversed  like- 
wise. No.  2  is  a  similar  arrangement  for  showing  the  rotation  of 
the  wire,  ff  h,  around  the  north  end  of  the  magnet,  a  b ;  the  cur- 
rent enters  at  the  cup,  /,  divides  itself,  and  passes  down  g  and  h 
into  the  ring,  c  d,  which  contains  mercury,  and  is  supported  above 
the  board,  c  d,  by  the  stand  a  b  :  the  circuit  is  completed  by 
means  of  the  cup  e :  reversal  of  the  current  reverses  the  direction 
of  the  rotation.  If  the  current  descend  in  the  wire  around  the 
north  end  of  the  magnet,  the  direction  of  the  rotation  is  the  same 
as  that  of  the  hands  of  a  watch  lying  with  the  face  upwards.  The 
current  may  be  transmitted  through  the  upper  half  of  the  magnet 
itself,  and  if  delicately  poised,  the  bar  may  thus  be  made  to  rotate 
rapidly  upon  its  own  axis.  These  rotations  may  also  be  exhibited 
by  liquid  and  by  gaseous  conductors ;  if  the  wires  from  a  powerful 
voltaic  battery  be  made  to  dip  into  mercury,  the  mercury  over 
the  point  where  the  wires  terminate  will  rotate  rapidly  if  a  magnet 
be  held  above  or  below  the  spot.  The  flame  of  the  voltaic  arc 
revolves  with  equal  regularity  and  distinctness  imder  magnetic 
influence ;  for  instance,  by  making  a  powerful  horse-shoe  magnet 
a  part  of  the  circuit,  and  transmitting  the  current  through  the 
magnet  itself,  the  voltaic  arc  of  flame  which  may  be  drawn  from 
one  of  its  poles  will  rotate  in  the  opposite  direction  to  the  flame 
which  may  be  drawn  from  the  other  pole.  This  magnetic  rota- 
tion of  the  electric  discharge  is  also  well  exhibited  when  the 
induced  current  of  BuhmkorfiP's  coil  is  transmitted  through  an 
exhausted  globe  imnxadiately  over  the  pole  of  an  electro-magnet^ 
the  direction  of  the  rotation  being  reversed  with  each  reversal  of 
the  magnetism,  (De  Lg.  Rive,  Electricity,  Walker's  Translation, 
Vol.  ii.  p.  308.) 

A  beautiftd  proof  of  the  magnetic  condition  of  the  liquid  part 
of  the  circuit  so  long  as  the  current  is  passing,  is  exhibited  by  the 
rotation  of  the  battery  itself,  in  obedience  to  the  action  of  a 
magnet.  The  experiment  may  be  made  as  follows : — Let  a  double 
cylinder  of  copper,  shown  in  section  at  c,  fig.  250,  of  about  two 
inches  (5  centimetres)  in  diameter  and  three  inches  (7*5  centi- 
metres) high,  be  formed  into  a  cell  capable  of  containing  liquid, 
and  be  supported  by  a  point  attached  to  a  connecting  strip 
of  copper,  over  one  end  of  a  bar  magnet ;  let  a  cylinder  of  zinc. 
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z,  be  supported  on  a  second  point  in  metallic 
communication  with  the  copper  :  as  soon  as 
a  little  diluted  acid  is  poured  into  the  cell, 
the  zinc  will  begin  to  revolve*  around  the  mag- 
net in  one  direction,  while  the  copper  rotates 
in  the  opposite ;  the  current  is  ascending  in  the 
copper,  whilst  in  the  zinc  it  is  descending  around 
the  same  magnetic  pole  :  round  the  north  end  of 
the  magnet,  the  cylinder  of  zinc  will  move  in  the 
same  direction  as  the  hands  of  a  watch  which  is 
lying  with  its  face  upwards. 

Ampere  has  explained  these  rotations  by 
means  of  the  theory  to  which  allusion  has  already 
been  made ;  but  it  will  not  be  needful  to  pursue 
this  part  of  the  subject  further. 

(309)  Electric  Telegraph. — ^The  most  important  and  remark- 
able of  the  uses  which  have  been  mad^  of  electricity,  consists  in 
its  application  to  telegraphic  purposes ;  an  application  which  has 
not  only  brought  distant  towns  upon  the  same  island  or  continent 
within  the  means  of  instantaneous  commimication  with  each  other, 
but  which  has  spanned  the  seas,  and  placed  an  insular  metropolis 
like  London  within  momentary  reach  of  the  distant  capitals  of  the 
continent. 

It  would  be  impossible  in  a  work  like  the  present,  to  give 
even  a  sketch  of  the  numberless  modifications  and  improvements 
in  the  apparatus  which  have  been  suggested  or  practised  for  car- 
rying out  telegraphic  communications  by  means  of  electricity, 
since  the  year  1837,  which  is  memorable  as  the  period  at  which 
Cooke  and  Wheatstone  took  out  their  first  patent  for  electric 
telegraphing,  and  proved  to  the  world  the  possibility  of  trans- 
mitting and  receiving  signals  produced  by  electricity,  with  facility 
and  with  certainty  through  insulated  wires  of  great  length.  On 
the  present  occasion,  an  outline  of  the  essential  parts  of  the  tele- 
graphic system  which  is  generally  adopted  in  this  country  is  all 
that  can  be  attempted. 

The  electric  telegraph  may  be  regarded  as  consisting  of  three 
parts — ^viz. :  i.  The  battery y  or  source  of  electric  power.  2.  The 
linCy  or  the  means  of  transmittiug  the  signals.  3.  The  telegraphic 
indicator,  or  instrument  for  exhibiting  the  signals. 

I.  The  Battery. — ^The  apparatus  for  producing  the  signals  is 
simply  a  voltaic  battery,  any  form  of  which  may  be  used ;  the 
one  formerly  in  general  use  consists  of  a  series  of  alternate  pairs 
of  copper  and    amalgamated  zinc   plates  arranged  in  wooden 
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trougbs^  subdivided  into  compartmentfl^  similar  to  those  used  with 
Smee's  battery  (fig.  221).  These  compartments^  alter  the  plates 
have  been  introduced^  are  filled  with  sand,  which  is  then  moistened 
with  diluted  sulphuric  acid.  In  this  form  of  instrument  the  risk 
of  leakage  is  diminished  and  the  amount  of  evaporation  is  lessened : 
the  charge  requires  renewing  once  in  ten  days  or  a  fortnight, 
according  to  the  frequency  with  which  the  telegraph  is  used. 
Another  form  of  battery  which  haa  been  found  to  be  effective  for 
a  long  period  consists  of  plates  of  amalgamated  sdnc,  and  gas 
coke,  excited  by  solid  mercuric  sulphate  moistened  with  water ; 
the  plates  are  arranged  in  compartments,  similar  to  those  used  for 
the  moistened  sand.  But  a  modification  of  Daniell's  battery  is 
now  generally  preferred  to  any  other  form. 

2.  The  Line, — The  conducting  wire  was  formeriy  made  of 
copper,  but  is  now  generally  made  of  iron  wire  about  8"™*  or  one^ 
third  of  an  inch  thick,  coated  with  zinc,  to  protect  it  from  oxida- 
tion. For  the  purpose  of  insulation  this  wire  is  supported  upon 
wooden  posts,  which  axe  firmly  sunk  into  the  earth,  and  wMcb 
are  kept  dry  at  the  upper  extremity  by  means  of  a  cap  or  case  of 
wood,  fourteen  or  sixteen  inches  (35  or  40  centimetres)  long, 
between  the  sides  of  which  and  the  post  is  an  interval  of  air.  To 
the  sides  of  this  caf  short  tubes  of  porcelain,  or  supports  of  glass^ 
are  attached,  and  through  these  insulating  tubes  the  wire  passes. 
Suppose  that  a  message  is  to  be  transmitted  from  London  to 
Manchester;  a  continuous  insulated  conducting  wire  must  ex- 
tend between  the  instrument  or  battery  in  London  and  the  instru- 
ment at  Manchester  which  is  to  receive  the  signals,  and  there 
must  also  be  a  continuous  conducting  communication  to  complete 
the  circuit  between  Manchester  and  London.  This  return  con-* 
ductor  may  consist  of  a  second  metallic  wire  which  must  be  in- 
sulated from  the  earth  and  from  the  first  wire,  though  it  may  be 
suspended  upon  the  same  posts  side  by  side  with  the  first.  The 
earlier  telegraph  lines  were  all  made  in  this  way. 

It  was,  however,  discovered  by  Steinheil  that  the  second 
metallic  wire  may  be  dispensed  with,  and  that  the  earth  itself  may 
be  employed  as  the  conductor  for  completing  the  return  commu- 
nication between  the  two  distant  stations.  The  possibility  of 
doing  this  arises  from  the  law  of  conduction  in  solids — ^viz.,  that 
the  conducting  power  increases  in  proportion  to  the  area  of  the 
section  of  the  conductor.  The  earth  as  a  conductor  of  electricity- 
is  many  thousand  times  inferior  in  power  to  any  of  the  metals,  if 
columns  of  each  metal  and  of  the  earth  of  equal  diameter  be  com- 
pared.    But  it  is  possible  to  multiply  indefinitely  the  area  of  the 
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4^nductiiig  portion  of  the  earth  between  the  two  stations^  and  thns 
a  line  of  communication  ipiay  be  obtained  which  actually  offers  a 
fur  smaller  amount  of  resistance  than  the  metallic  part  of  the 
circoit.  In  practice  all  that  is  found  necessary^  in  order  to  take 
advantage  of  this  conducting  power  of  the  earthy  and  to  substitute 
it  for  the  return  wire  of  the  telegraph,  consists  in  leading  a  wire 
firom  the  telegraphic  apparatus  at  one  end,  into  the  e«rth,  the  wire 
being  attached  to  a  plate  of  copper  which  exposes  a  square  metre 
or  more  of  surface,  and  this  copper  plate  is  buried  in  the  ground, 
as  represented  at  p  (figs.  251,  252,  253).  By  increasiug  the  size 
of  this  plate,  any  extent  of  surface  of  contact  with  the  earth  may 
be  obtained,  and  thus,  notwithstanding  the  intrinsic  inferiority  of 
the  earth  to  the  metals  as  regards  its  conducting  power,  the  re- 
sistance which  it  offers,  according  to  Breguet^s  experiments,  is 
insignificant  when  compared  with  that  of  the  telegraph  wire  itself. 
The  general  plan  of  this  arrangement  will  be  undei'stood  &om 
fig.  251,  in  which  m  and  i  represent  two  telegraphic  instruments. 

Fig.  351.  * 


one  stationed,  we  will  suppose,  in  Manchester,  the  other  in  London. 
jj  is  the  metallic  line  or  wire  of  communication  which  connects 
the  stations ;  e  is  the  earth ;  and  v,  q,  copper  plates  attached  to 
wires,  one  of  which  proceeds  firom  each  instrument.  Suppose, 
for  example,  a  message  to  be  in  the  act  of  transmission  from  i, 
the  instrument  in  London,  to  m,  the  instrument  in  Manchester ; 
If  c  z  represent  the  battery  at  the  London  station,  the  current  will 
take  the  course  indicated  by  the  arrows ;  it  will  pass  firom  c  to  a 
wire  connected  with  the  earth-plate,  p,  thence  it  will  pass  through 
the  200  miles  of  earth  between  the  two  cities ;  at  q  it  will  be 
taken  up  again,  and  be  transmitted  by  the  wire  to  the  instrument, 
M,  thence  it  will  be  conveyed  along  the  metallic  wire,  l,  and  back 
again  to  London,  where  it  will  pass  through  the  instrument,  i,  and 
so  return  to  the  end,  z,  of  the  battery. 

When  it  is  impossible  to  insulate  the  conducti];ig  wire  by  sup- 
porting it  in  the  air  on  posts,  the  whole  length  of  the  wire  requires 
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to  be  covered  with  an  iBSulating  material.^  Caoutchouc  and  gutta- 
percha are  fotrnd  to  be  well  adapted  to  this  purpose.  In  this  case 
it  is  usual  to  substitute  copper  wires  for  the  iron  ones^  as  owing  to 
the  superior  conducting  power  of  .copper,  a  wire  of  much  smaller 
diameter  can  be  employed  without  adding  to  the  resistance,  and  a 
saving  of  space  and  of  insulating  material  is  thus  effected,  as  well 
as  a  reduction  in  the  inductive  action  to  which  allusion  will  be 
made  almost  immediately.  The  wires,  after  having  been  covered 
with  a  coating  of  gutta-percha  about  3°™'  or  -J-  of  an  inch  thick, 
may  be  enclosed  either  singly,  or  several  of  them  side  by  side,  in 
iron  tubing,  to  protect  them  from  mechanical  injury :  they  are 
then  placed  under  ground,  in  the  same  manner  as  pipes  for  the 
conveyance  of  gas  or  water.  In  the  submarine  telegraphs,  copper 
wires  coated  with  gutta-percha  are  carefully  enveloped  in  tarred 
hemp,  so  as  to  form  a  compound  rope,  which  contains  several 
strands  of  conducting  wire ;  the  whole  is  protected  by  enclosing 
it  in  a  flexible  metallic  covering,  formed  by  carefully  twisting 
several  iron  wirQS  around  the  compound  conducting  rope  already 
described;  the  exterior  is  often  further  protected  by  an  outer 
covering  of  tarred  hemp  or  other  analogous  material.  The  cable 
having  been  previously  coiled  up  in  the  hold  of  a  vessel,  and  one? 
of  its  extremities  having  been  properly  secured  upon  the  shore,  is 
carefully  lowered  into  the  sea ;  from  its  weight,  the  electric  rope 
at  once  sinks  to  the  bottom  as  it  is  gradually  paid  out  over  the 
ship's  side.  When  the  opposite  shore  is  safely  gained,  the  extre- 
mities of  the  conducting  wire  are  connected  on  either  side  with 
other  wires  which  are  in  commimication  with  the  telegraphic 
apparatus,  and  the  iaignals  can  be  at  once  transmitted.  The  in- 
creased pressure  upon  the  gutta-percha,  produced  by  submersion 
at  great  depths,  is  found  to  improve  the  insulating  power  of  the 
material,  the  pressure  upon  each  square  inch  being  increased 
nearly  i  ton  for  each  mile  below  the  surfaccf 


*  The  insulating  power  of  different  materials  is  very  differently  affected  by* 
temperature.  It  is  always  highest  when  the  temperature  is  lowest.  The  insu- 
lating power  of  caoutchouc  is  diminished  hut  slightly  hy  a  rise  of  temperature 
firom  3  2°  to  92®  is 3°' 3  C.),  whilst  in  gutta-percha  the  insulation  is  reduced  more 
than  half  hetween  the  same  points  of  temperature.  It  must  he  remembered  that 
the  effect  of  heat  upon  metallic  conductors  is  exactly  the  reverse,  a  rise  in  tem- 
perature of  copper  from  32"  to  92^,  being  attended  with  a  diminution  in  its 
conducting  power  of  nearly  10  per  cent. 

f  The  most  gigantic  submarine  cables  which  have  yet  been  laid,  are  those  which 
connect  the  coast  of  Valentia  in  Ireland,  with  Heart's  Content,  Newfoundland, 
a  distance  of  1670  nautical  miles.  There  are  two  of  these  cables  connecting  the  two 
hemispheres;  one  which, after  the  unsuccessful  attempt  in  1865,  was  socoessfally 


Digitized  by  VjOOQ IC 


ELECTRIC   TELEGRAPH — RETARDATION   OP  SIGNALS,  569 

In  cases  in  which  the  wires  are  insulated  with  gntta-percha, 
and  are  then  encased  in  iron  tubes,  or  sunk  beneath  a  body  of 
water,  it  has  been  observed  that  if  the  wire  be  connected  with  the 
battery,  the  signal  is  not  instantaneously  transmitted  to  the 
opposite  extremity;  and  that  if  the  battery-contact  be  broken, 
there  is  not  an  instantaneous  cessation  of  electric  action  at  the 
distant  point. 

Faraday  {Phil.  Mag,,  March  1854,  197)  has  shown  that  this 
retardation  is  produced  by  the  inductive  action  of  the  current 
upon  the  gutta-percha  insulator.  The  insulated  wire,  in  fact, 
forms  a  Leyden  jar ;  the  gutta-percha  is  the  dielectric ;  the  wire 
within  forms  the  inner  coating,  and  the  iron  tube,  or  water  of 
the  ocean  which  surrounds  it,  forms  the  exterior  coating.  The 
time  lost  at  first  is  that  which  is  expended  in  giving  to  the  gutta- 
percha its  charge ;  and  the  current  which  is  observed  to  continue 
for  a  short  time  after  the  wire  has  been  disconnected  with  the  bat- 
tery, is  produced  by  the  gradual  discharge  of  the  electricity  which 
had  been  communicated  by  lateral  induction  to  the  gutta-percha : 
the  gutta-percha  in  this  case  becomes  polarized,  just  in  the  same 
manner  as  the  glass  of  an  ordinary  Leyden  jar.  If  the  conduct- 
ing wire  employed  have  a  diameter  of  -^  inch,  a  mile  of  such 
wire  would  expose  a  surface  of  85*95  square  feet ;  so  that  it  is 
obvious  that  a  cable,  even  of  moderate  length  only,  must  be  capable 
(rf  acquiring  an  extremely  powerful  charge,  as  the  amount  of  charge 
from  a  battery  of  uniform  power  is  directly  proportioned  to  the 
length  of  the  wire.  Variation  in  the  degree  of  conductivity  in  the 
wire  does  not  affect  the  amount  of  the  charge  by  induction,-  but 
the  amount  of  charge  is  very  greatly  influenced  by  the  nature  of 
the  insulating  material  used.  In  the  course  of  the  experiments 
made  by  Wheatstone  for  the  Government  Commission  on  Electric 


completed  in  1866,  and  the  otl^er  laid  at  one  operation  in  1866.  The  length  and 
the  electric  conductivity  of  the  two  cables  do  not  differ  to  any  material  extent.  The 
cable  of  1866  is  1858  knots  in  length,  and  is  formed  of  a  single  copper  conductor, 
consisting  of  seven  strands  of  copper  wire,  of  a  diameter  of  O'l  14  inch  (2*°^*9) ; 
this  is  enclosed  in  alternate  layers  of  gutta-percha  and  '*  Chatterton's  compound  " 
(a  mixture  of  gutta-percha  with  wood-tar,  and  resin),  making  a  core  of  0*464 
inch  (ii'™™78)  in  diameter;  this  is  covered  with  a  serving  of  jute,  soaked  in 
in^ion  of  catechu,  and  enclosed  in  ten  bright  steel  wires,  each  protected  with  a 
covering  of  hemp ;  the  whole fbrms  a  cable  the  entire  diameter  of  which  is  i  *i  25  inch 
(28'°"^'6) ;  its  weight  per  knot  in  air  is  3  jf  cwt  and  in  water  14  cwt.  (a  knot 
=  6087  feet,  or  3029  yards.)  The  cable  of  1866  loses  half  its  charge  in  from 
60  to  70  minutes.  The  total  resistance  of  the  i8j8  knots  of  copper  wire  con- 
tained in  this  cable  is  equal  to  7209  "  British  Association  unit-s  "  (note,  p.  494)* 
-^(North  Brit.  Beview,  Dec.  1866.) 
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Telegraphy,  publislied  in  a  report  to  the  House  of  Commons^  in 
i860,  it  was  found  that  the  induction  produced  in  gutta-percha 
was  very  much  greater  than  that  in  caoutchouc;  whichever 
material  is  employed  the  amount  of  induction  yaries  inversely 
as  the  square  root  of  the  thickness  of  the  insulating  envelope : 
so  that  the  induction  of  a  coating  -^  inch  thick  is  only  twice 
that  of  a  coating  -}-J  inch  thick. 

Further,  by  increasing  the  diameter  of  the  wire  and  the 
thickness  of  the  covering  in  the  same  proportion,  the  amount  of 
induction  remains  unaltered.  A  wire  -^  inch  thick,  covered 
with  gutta-percha  ,%  thick,  experiences  the  same  induction  as  a 
wire  of  -jV  inch  coated  with  gutta-percha  +|-  thick.  The  rate  of 
transmission  of  the  current  in  such  coated  conductors,  when  of 
uniform  dimensions,  is  inversely  as  the  square  of  their  length 
(Sir  W.  Thomson). 

These  observations  do  not  affect  the  fundamental  conclusions 
deduced  from  Ohm's  law ;  in  consequence  of  which  it  is  found  that 
the  quantity  of  electricity  transmitted  is  directly  as  the  difference 
in  its  tension  at  the  two  ends  of  the  wire ;  and  from  a  source  of  uni- 
form power  it  is  inversely  as  the  length  of  the  wire,  but  directly 
as  its  weight,  or  as  the  square  of  its  diameter.  When  the  wires 
are  suspended  in  air,  no  retardation  of  this  kind  is  observed ;  and 


Fig.  353. 


no  after-current  is  perceived.  The  gutta- 
percha  in  such  a  case  cannot  assume  the 
polarized  condition,  owing  to  the  absence 
of  any  conducting  commimication  between 
its  external  surface  and  the  earth,  by  which 
the  induced  electricity  could  be  carried  off. 
Supposing  that  the  line  of  communi- 
cation has  been  established,  we  have  now 
to  consider : — 

3.  The  Instrument  for  Exhibiting  the 
Signals. — ^The  ordinary  indicator,  or  in- 
strument by  which  the  signals  are  exhi- 
bited, is  essentially  a  galvanometer,  in 
which  the  astatic  needles  are  suspended 
vertically,  instead  of  being  placed  in  a 
horizontal  direction.  A  side  view  of  the 
coil  is  shown  at  o.  Fig.  952.  One  of  the  needles  is  shown  vertically 
suspended  within  it;  the  other  needle,  n  #,  is  represented  in 
front  of  the  dial-plate,  r,  r,  of  the  instrument.  The  needles  are 
slightly  heavier  at  their  lower  extremities  than  at  their  upper 
ones,  in  order  that  when  disturbed  firom  the  vertical  line,  they 
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may  again  resume  it  when  tlie  disturbing  force  ceases  to  act. 
The  motions  of  the  needle  to  the  right  or  to  the  left  are  limited 
by  a  little  ivory  stud,  which  projects  on  either  side  from  the  face 
of  the  dial;  loss  of  time,  which  would  otherwise  be  occasioned 
by  the  unnecessary  length  of  the  oscillations  of  the  needle,  is 
thus  prevented,  l  and  r  are  the  wires  which  communicate 
with  the  distant  station ;  c  z  is  the  battery ;  h  is  the  handle  by 
which  the  instrument  is  worked.     Fig.  253  is  intended  to  illus- 

Fia.  353. 


trate  the  principle  upon  which  such  an  instrument  is  made  to  ex- 
hibit the  signals ;  the  details  of  its  construction  have  been  slightly 
modified  in  the  diagrams,  in  order  that  the  course  of  the  electric 
ciurrent  may  be  more  clearly  traced.  No.i  represents  a  back  view 
of  the  essential  parts  of  the  instrument,  when  at  rest  and  in  a  posi- 
tion to  receive  a  message  from  the  distant  extremity.  In  this  posi- 
tion, supposing  the  current  to  originate  from  the  distant  battery, 
and  to  enter  the  galvanometer  o  by  the  wire  l,  it  will  pass  through 
the  coil,  will  make  its  exit  by  the  wire  upon  the  right  hand,  which 
is  attached  to  the  metallic  spring  t ;  thence  it  will  pass  along  the 
brass  croespiece,  d,  into  the  metallic  spring  v,  and  complete  the 
circuit  through  the  wire  attached  to  the  plate  p  and  the  earth  e, 
by  which  it  is  returned  to  the  distant  station.  The  battery  shown 
at  c  z  is  inactive  during  the  whole  of  this  stage ;  the  wires  which 
proceed  from  its  two  extremities  are  attached  to  insulated  pieces 
of  brass  at  either  end  of  the  vertical  piece  which  is  connected  with 
d.  No  current  therefore  can  in  this  position  be  transmitted  from 
this  battery,  since  the  wire  proceeding  from  c  is  completely  insu- 
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lated.  But  suppose  it  be  desired  to  transmit  a  signal  from  tliis 
instrument  to  the  distant  station : — ^by  means  of  the  handle  h 
(fig.  25a),  the  piece  to  which  d  is  attached  can  be  pressed  against 
one  of  the  springs  at  /  (fig.  253,  2),  whilst  its  lower  extremity,  by 
the  same  movement  is  pressed  against  the  other  spring  v;  the 
current  now  passes  from  the  battery  in  the  direction  shown  by  the 
arrows.  Prom  c  it  proceeds  to  v,  thence^  through  the  wire  attached 
to  V,  into  the  earth ;  then  through  the  distant  ^tation^  where  the 
instrument  is  arranged  for  receiving  the  signal^  as  in  No.  i,  and  it 
then  produces  a  deflection  of  its  needle.  Thence  the  current  re- 
turns by  L  to  the  galvanometer  coU,  g,  and  then  deflects  the  needle, 
returns  through  the  wire  attached  to  the  spring  t,  and  by  the  me- 
tallic piece  d,  completes  the  circuit  through  the  wire  attached  to  z. 

It  is  obvious  that  by  reversiug  the  movement  given  to  the 
handle  h,  the  direction  of  the  current  and  the  motion  of  the 
needles  in  the  coil  will  be  reversed  both  in  the  near  and  in  the 
distant  instrument,  as  shown  at  No.  3.  As  soon  as  the  operator 
has  finished  making  his  signals,  the  springs,  v  and  /,  restore  the 
crosspiece  d,  to  the  position  shown  in  No,  1,  and  thus  the  instru- 
ment at  once  adjusts  itself  for  receiving  the  signals  from  the 
distant  station ;  the  battery  at  c  z  being  thrown  out  of  action 
and  the  conducting  communication  with  the  line  being  restored 
through  the  crosspiece,  rf,  by  the  self-acting  power  of  the  instru- 
ment itself. 

By  this  arrangement  a  corresponding  motion  of  the  needle  is 
always  produced  at  the  same  instant  at  both  stations,  so  that  the 
giver  and  the  receiver  of  the  message  each  perceive  the  signal. 
Since  the  needle  admits  of  being  moved  either  to  the  right  or  to 
the  left,  it  is  clear  that  by  combining  together  on  a  definite  plan 
a  certain  number  of  these  movements,  any  letter  or  word  may  be 
transmitted ;  for  instance,  two  njovements  of  the  upper  end  of  the 
needle  to  the  right  may  show  the  letter  A ;  three  movements  in 
the  same  direction  the  letter  B;  four  might  indicate  C;  one  to 
the  right  and  one  to  the  left  D :  and  so  on. 

By  employing  two  or  more  needles  in  each  instrument,  a 
greater  number  and  variety  of  signals  can  be  transmitted  in  the 
same  time,  but  each  needle  requires  a  separate  conducting  wire, 
though  the  number  of  batteries  need  not  be  increased. 

§  V.  Magneto-Electricity. 

(310)  Volta^Electric  Induction, — The  term  volta-ekctric  w- 
ducHon  was  given  by  Faraday  to  the  production  of  secondary  cur- 
rents, or  currents  in  closed  wires  obtained  by  inductive  action,  from 
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wires  conveying  currents  in  the  vicinity  of  sucli  closed  circuits. 
The  circumstances  under  which  these  currents  are  formed  will  be 
best  understood  by  a  description  of  an  experiment.  If  a  wire 
through  which  a  voltaic  current  is  passing  be  placed  parallel  to  a 
second  wire,  the  two  extremities  of  which  are  connected  with  the 
ends  of  a  sensitive  galvanometer,  no  perceptible  effect  is  produced 
in  the  second  wire,  so  long  as  the  current  passes  without  iiiterrup- 
tion  through  the  first  wire ;  but  if  the  current  through  the  first 
wire  (or  primary  current,  as  it  may  for  the  sake  of  distinction  be 
termed)  be  suddenly  stopped  by  interrupting  the  connexion  with 
the  battery,  a  secondary  current  of  momentary  duration  is  pro- 
duced in  the  second  wire,  and  this  current  is  direct,  that  is  to  say, 
it  is  in  the  same  direction  as  that  in  the  battery  wire.  On  again 
completing  the  communication  between  the  first  wire  and  the 
battery,  a  momentary  current  or  wave  of  electricity  is  again 
transmitted  through  the  second  wire,  but  it  is  now  inverse,  or  in 
the  opposite  direction  to  the  primary  current. 

These  effects  may  be  much-  increased,  if  instead  of  employing 
simple  wires,  the  wires  be  coiled  into  the  form  of  two  concentric 
helices;  the  wire  which  is  to  convey  the  primary  current,  or 
primary  coil,  being  placed  in  the  axis  of  the  coil  for  the  secondary 
current,  and  the  ends  of  the  secondary  coil  being  connected  as 
before  with  the  extremities  of  the  galvanometer.  Under  these 
circumstances  the  needle  will  receive  a  powerful  impulse  at  the 
moment  the  primary  coil  is  connected  with  the  battery,  but  after 
a  few  oscillations  the  needle  will  return  to  its  original  position, 
notwithstanding  that  the  current  through  the  primary  coil  is  main- 
tained ;  the  instant,  however,  that  the  primary  coil  is  separated 
from  its  contact  with  the  battery,  a  powerful  momentary  impulse, 
occasioned  by  a  current  through  the  secondary  coil  in  a  direction 
the  reverse  of  the  former,  will  be  produced  upon  the  galvano- 
meter needle. 

Similar  effects  are  exhibited  by  causing  the  primary  coil,  whilst 
it  is  transmitting  the  battery  current,  suddenly  to  approach  to- 
wards, or  to  recede  from,  the  secondary  coil  which  is  in  connexion 
with  the  galvanometer.  During  the  approach  of  the  coil,  the 
secondary  current  is  in  the  opposite  direction  to  the  primary  one ; 
but  during  the  withdrawal  of  the  coil,  the  secondary  current  is  in 
the  same  direction  as  the  primary  current.  If  a  small  helix  be 
substituted  for  the  galvanometer  in  the  secondary  coil,  a  steel 
needle  may  be  magnetized  by  the  induction  of  these  instantaneous 
currents,  and  the  intensity  of  the  magnetism  thus  induced  is  pro- 
portional to  the  intensity  of  the  secondary  current.    By  discharging 
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a  Leyden  jar  tlirough  a  primary  coil  properly  insulated,  a  secondary 
current  may  be  obtained  in  the  other  helix,  but  in  this  case  it  is 
always  in  the  same  direction  as  the  current  produced  on  breaking 
contact  with  the  battery. 

(311)  Magneto-Electric  Induction. — Since  electricity  may  be 
made  to  elicit  magnetismj  it  seemed  reasonable  to  expect  that 
the  converse  operation  of  obtaining  electricity  by  means  of  mag- 
netism should  likewise  be  practicable.  After  several  fruitless 
attempts  to  solve  this  problem,  Faraday  succeeded  in  discovering 
the  conditions  necessary  to  ensure  the  result  {Phil.  Trans,  1832, 
p.  125).  The  following  experiment  will  serve  to  illustrate  these 
conditions.  Let  the  extremities  of  a  helix  of  copper  wire  be  con- 
nected by  means  of  wires  several  metres  in  length  with  the  two 
ends  of  a  galvanometer,  so  that  the  needles  shall  be  beyond  the 
direct  influence  of  the  magnetic  bars  to  be  employed.  Motion  of 
a  permanent  magnet  across  the  coils  of  the  helix  instantly  pro- 
duces a  current  in  the  wire ;  if,  for  example,  a  bar  magnet  be 
introduced  into  the  axis  of  the  helix,  an  immediate  deflection  of 
the  galvanometer  needle  is  produced ;  but  if  the  magnet  be  allowed 
to  remain  motionless  within  the  helix,  the  needle  after  a  few 
oscillations  returns  to  its  zero;  the  instant,  however,  that  the 
magnet  is  withdrawn,  the  galvanometer  needle  is  deflected  to  the 
same  extent  as  before,  but  in  the  opposite  direction.  When  the 
marked  end  of  a  magnetic  bar  is  introduced  into  a  right-handed 
helix,  the  current  which  is  produced  so  passes  through  the  coils 
as  to  enter  the  helix  at  that  extremity  at  which  the  magnet  enters ; 
so  that  the  current  under  these  circumstances  moves  in  the  oppo- 
site direction  to  that  of  the  hands  of  a  watch  which  is  lying  with 
its  face  upwards. 

If  a  bar  of  soft  iron  be  placed  in  the  axis  of  the  helix,  so  long 
as  it  remains  unmagnetized  no  current  is  produced ;  but  if  the 
opposite  poles  of  two  bar  magnets  be  presented  one  to  each 
extremity  of  the  soft  iron,  so  as  to  render  it  temporarily  magnetic 
by  induction,  a  momentary  current  is  produced  whilst  it  is  acquiring 
magnetism,  and  this  current  corresponds  in  direction  with  that 
which  would  be  occasioned  by  introducing  a  bar  magnet,  the  poles 
of  which  correspond  in  direction  with  those  of  the  temporary 
magnet. 

In  like  manner  when  two  concentric  helices  are  arranged  as 
in  the  experiment  on  volta-electric  induction  (310),  and  a  bar  of 
soft  iron  is  placed  in  the  axis  of  the  primary  coil,  a  much  more 
powerful  secondary  current  is  obtained  than  when  the  two  coils 
only  are  used ;  since  the  soft  iron  in  acquiring  and  in  losing  mag' 
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netism  produces  a  secondary  current,  which  in  each  case  occurs  in 
the  same  direction  as  that  induced  by  the  primary  coil  alone.  If 
a  bar  of  copper  be  substituted  for  the  iron  bar  or  core  in  the 
primary  coil,  the  current  is  not  stronger  than  when  the  two  coils 
alone  are  employed. 

If,  as  Ampere  supposes,  a  series  of  electric  currents  are  per- 
petually circulating  around  the  component  particles  of  a  bar  mag* 
net,  in  planes  at  right  angles  to  the  magnetic  axis, — ^the  motion  of 
a  magnet  in  the  axis  of  a  helix,  the  opposite  extremities  of  which 
are  in  metallic  communication  with  each  other  so  as  to  form  a 
closed  circuit,  must  necessarily  produce  a  current  in  such  a  helix ; 
for  the  magnet  corresponds  to  a  helix  through  which  an  electric 
current  is  passing :  experiment  shows  that  the  direction  of  the 
currents  induced  by  the  magnet  is  precisely  such  as  would  be  re- 
quired by  Ampere's  theory. 

(312)  Ruhmkorffs  Induction  Coil. — The  secondary  currents 
which  are  obtained  by  magnetic  induction  possess  a  high  degree  of 
intensity ;  if  the  circuit  be  broken  at  the  moment  that  the  current 
is  passing,  a  brilliant  spark  will  be  observed  at  the  point  at  which 
the  interruption  is  occasioned. 

An  effective  apparatus  for  exhibiting  these  secondary  currents  has  been  in  use 
for  several  years,  but  it  has  recently  been  rendered  still  more  efficient  by  Buhm- 
korff.     One  of  its  forms  is  represented  in  fig.  254,  in  which  No.  i  shows  a 

Fig.  254. 


vertical  section  of  the  coil  through  its 
long  axis,  the  other  parts  being  shown  in 
perspective.  It  consists  mainly  of  two 
concentric  helices  of  copper  wire;  the 
primary  or  inner  coil,  A  A,  consisting  of  a 
stouter  and  shorter  wire  than  the  secondary 
coil,  B  B,  which  is  made  of  a  very  long, 
thin  wire,  insulated  by  silk,  and  each  layer 
of  coils  is  carefully  insulated  from  the  ad- 
jacent layers  :*  M  is  a  bundle  of  soft  iron 
wire  placed  in  the  axis  of  the  coils.  At 
+  and  —  are  binding-s(a^ews  for  connect- 


*  In  Hohmkorff 's  2j  centimetre  or  lo-inch  coil  the  inner  or  primary  wire 
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iog  the  primary  ooil  with  a  voltaio  battery  of  three  or  four  elements.  This 
primary  coil  is  not  oontinuons  throughout  its  length,  but  admits  of  being  broken 
at  c  and  (/ ;  (2  is  a  small  armature  of  soft  iron,  to  the  under  surface  of  which  a  plate 
of  platinum  is  riveted,  and  the  npper  surface  of  <;  is  also  faced  with  platinum. 
So  long  as  e  and  d  touch  each  other,  the  current  circulates  uninterruptedly  through 
▲  A :  but  as  soon  as  the  current  passes  through  A  a,  the  iron  core,  K,  becomes 
magnetic  and  attracts  (f ,  consequently  the  contact  between  c  and  d  is  interrupted ; 
the  current  immediately  ceases  to  flow  through  a  a,  the  magnetism  in  k  dis- 
appears instantly,  the  hammer,  d^  falls,  contact  with  c  and  with  the  battery  is 
immediately  renewed,  d  is  attracted  again, and  it  immediately  falls  back  upon  c* 
Thus  the  battery  itself  acts  as  a  means  of  nuiking  and  breaking  the  contact  several 
hundred  times  in  a  minute.  A  powerful  current  is  induced  in  the  secondary 
coU,  B  B,  by  each  of  these  momentary  currents  in  a  A.  In  this  instrument  the 
secondary  current  is  always  transnutted  in  one  direction  only,  the  induced  current 
on  breaking  contact  being  the  only  one  which  has  sufficient  intensity  to  traverse  the 
coil.  No.  2  shows  an  end  view  of  the  coil,  and  exhibits  more  distinctly  the  parts 
by  which  the  contact  is  made  and  broken.  The  same  letters  apply  in  both  cases. 
The  shocks  are  of  such  intensity  as  to  be  very  painful,  and  often  dangerous,  even 
though  experienced  only  for  an  instant.  A  continuous  stream  of  sparks  will  pass 
between  the  insulated  ends  of  the  secondary  wire,  ef. 

When  a  Leyden  jar  is  interposed  between  the  terminals  of  the 
secondary  coil,  the  outer  end  of  the  coil  being  connected  with  the 
inner  coating  of  the  jar,  the  noise  and  brilliancy  of  the  spark  is 
much  increased.  If  the  coil  be  excited  by  an  increased  number 
of  cells,  an  advantage  is  obtained  until  a  certain  limit  is  reached;  if 
this  be  exceeded,  a  powerful  spark  appears  at  the  point  of  inter- 
ruption of  the  primary  coil,  and  the  platinum  surfaces  are  rapidly 
destroyed ;  but  by  now  introducing  a  second  Leyden  jar  into  the 
secondary  circuit,  the  brilliancy  of  the  secondary  spark  is  increased, 
and  the  spark  at  the  contact  breaker  nearly  disappears.  On  again 
introducing  an  additional  number  of  cells  of  the  battery  into  the 
primary  circuit,  the  brilliant  spark  at  the  contact-breaker  re- 
appears ;  but  by  the  addition  of  a  third  Leyden  jar  the  secondary 
discharge  may  be  further  increased  in  length  and  in  brilliancy, 
whilst  the  excessive  action  at  the  contact-breaker  is  again 
diverted. 

Faraday  has  contrasted  the  character  of  the  spark,  as  it  occurs  before  the 
introduction  of  the  Leyden  jar,  with  the  appearance  which  it  exhibits  after  the 
jar  has  been  included  in  the  circuit,  by  the  following  experiment : — 

A  platinum  wire  is  supported  across  the  knob  of  a  Leyden  jar,  and  its  ends 
are  brought  near  the  platinum  terminals  of  the  secondary  coil ;  two  similar  short 
interruptions  in  the  secondary  circuit  are  thus  occasioned,  and  a  noiseless  spark 
of  low  luminosity  passes  across  each  interruption.  If  now  the  outer  coating  of 
the  jar  be  connected  by  a  wire  with  one  terminal  of  the  secondary  coil,  the 


is  2*"°**5  thick  and  40  metres  long,  300  turns  of  wire  being  formed  upon  the 
instrument.  The  outer  or  secondary  coil  is  o*°""'333  thick,  and  8000  metres, 
(about  j  miles)  in  length,  distributed  in  25,000  coils. 

*  Other  improved  forms  of  contact  breaker  are  now  in  use. 
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Spark  on  this  side  saddenly  beoomeB  brilliant  an<l  noisy,  so  that  it  is  difficult  to 
believe  that  in  a  given  interval  of  time,  eqiul  qaantities  of  electricity  traverse 
the  interval  between  the  two  wires. 

The  noiseless  spark  kindles  paper  or  other  readily  combustible 
objects,  whilst  the  flash  from  the  Leyden  jar  fails  to  kindle  them. 
The  difference  between  the  two  sparks  is  not  in  the  quantity  but 
in  the  duration  of  the  spark ;  when  the  jar  is  used  a  certain  in- 
terval of  time  is  expended  in  charging  it  by  the  current  which 
moves  comparatively  slowly  through  the  long  secondary  coil, 
whilst  the  discharge  occurs  in  a  dense  sparky  the  duration  of 
which  is  imperceptible. 

The  power  of  the  instrument  further  may  be  much  increased 
by  connecting  the  primary  wire  with  a  modification  of  the  Leyden 
jar,  which  is  commonly  called  a  condenser :  it  consists  of  a  band 
of  brown  paper,  or,  better,  of  oiled  silk,  on  either  side  of  which  a 
sheet  of  tinfoil  is  pasted.  4  or  5  square  metres  (40  or  50  square 
feet)  of  coated  surface  are  thus  prepared  and  folded  between  two 
other  bands  of  brown  paper  or  of  silk,  and  packed  in  a  flat  wooden 
case.  The  two  coatings  are  connected  with  the  binding-screws 
attached  to  c  and  d  in  the  primary  current.  The  principle  of  its 
action  is  not  clearly  understood ;  it  does  not  increase  the  quantity 
of  electricity  in  the  secondary  current,  but  it  adds  greatly  to  its 
intensity,  and  augments  the  striking  distance,  so  that  by  its  em- 
ployment, and  by  increasing  the  dimensions  of  the  coil,  paying 
scrupulous  attention  to  the  insulation  of  the  conducting  wires, 
sparks  of  450  or  500  millimetres  (18  or  20  inches)  in  length,  and 
of  great  intensity  have  been  obtained.  The  intensity  of  this  spark 
is  also  greatly  increased  by  increasing  the  suddeniiess  with  which 
the  continuity  of  the  primary  wire  is  broken.  It  is  obvious  that 
by  this  machine  electricity  of  low  tension  may  be  rendered  as 
intense  as  that  from  an  ordinary  plate-machine,  whilst  its  quantity 
is  much  greater.  An  induction  coil  may  indeed  be  substituted 
for  an  ordinary  electrical  machine  in  most  cases,  with  great  ad- 
vantage, where  a  continuous  discharge  of  sparks  is  required. 

Dr.  Robinson  [Proceed,  Roy.  Soc.  May,  1866,  171),  states 
that  the  quantity  of  electricity  obtainable  with  an  induction  coil 
increases  with  the  diameter  of  the  secondary  wire  up  to  ^V  ^^^^ 
(o™"-38).  Several  coils  may  be  combined  so  as  to  increase  the 
quantity  of  electricity  which  they  will  furnish  by  connecting  all 
their  positive  terminals  together  into  one  electrode,  and  all  their 
negative  terminals  together,  so  as  to  form  the  other  electrode; 
but  no  increase  in  the  tension  of  the  current  will  be  thus  obtained. 
When  an  increase  in  tension  is  desired,  each  secondary  circuit 
1  p  p 
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must  be  connected  in  series  so  as  to  form  one  continuous  circuit, 
each  primary  coil  being  excited  by  a  separate  battery. 

In  all  cases  where  the  terminals  of  the  secondary  coil  are 
connected  by  a  wire  or  other  good  conductor,  there  are  two  cur- 
rents passing  alternately  in  opposite  directions  through  it ;  one 
produced  each  time  that  the  contact  of  the  primary  coil  is  broken, 
and  this  is  by  far  the  most  intense ;  while  the  other,  produced  at 
the  moment  of  making  contact,  though  equal  in  amount,  is  far 
less  intense.  Whenever  the  contact  is  broken,  this  latter  current 
is  intercepted,  so  that  the  discharges  from  the  Leyden  jar  always 
occur  in  one  direction  only :  and  hence  a  Leyden  jar  or  battery 
may  be  charged  with  the  induction  coil  up  to  a  certain  degree 
far  more  rapidly  than  by  an  ordinary  electrical  machine. 

If  the  shadow  of  the  spark  obtained  between  the  secondary 
wires  of  a  RuhmkorfFs  coil  be  thrown  upon  a  screen  by  the  in- 
tense light  of  the  electric  lamp,  a  cone  of  vapour  will  appear  to 
issue  from  the  point  of  each  wire,  due  to  the  unequal  refraction 
produced  by  the  current  of  heated  air ;  but  the  cone  from  the 
negative  wire  being  more  powerful,  apparently  beats  back  the 
heated  stream  from  the  positive  wire.  These  effects  are  the 
reverse  of  those  produced  in  the  ordinary  voltaic  arc,  in  which 
the  greatest  dispersion  of  matter  and  the  highest  temperature  is 
observed  to  occur  at  the  positive  electrode  (a8o).  If  the  discharge 
of  the  secondary  coil  be  allowed  to  occur  in  an  exhausted  receiver, 
the  phenomenon  of  the  auroral  light  is  exhibited  in  a  most  beau- 
tiful manner  through  an  interval  of  one  or  two  metres.  Gassiot 
has  contrived  a' very  striking  modification  of  this  experiment,  by 
placing  within  the  receiver  of  the  air-pump  a  small  tumbler  or 
beaker  lined  with  tinfoil  about  half  way  up  the  inside.  The 
receiver  should  be  open  at  top  for  the  admission  of  a  sliding  rod, 
which  passes  air-tight  through  a  brass  plate,  ground  to  fit  the  top 
of  the  jar ;  the  sliding  rod  is  enclosed  in  a  glass  tube,  open  at 
bottom,  and  passes  down  to  the  inside  of  the  tumbler  and  touches 
the  metallic  lining.  On  exhausting  the  receiver  whilst  the  plate 
of  the  pump  is  connected  with  one  terminal  of  the  secondary  coil, 
and  the  sliding  rod  with  the  other  terminal,  a  beautiful  and  con- 
tinuous cascade  of  electric  light  pours  over  the  edge  of  the  tumbler 
upon  the  metallic  plate  of  the  pump.  The  effect  is  heightened  if 
the  tumbler  be  made  of  a  fluorescent  material,  .such  as  uranium 
glass,  and  rests  upon  a  glass  dish  washed  over  with  quinia 
sulphate,  the  blue  fluorescence  of  which  contrasts  well  with  the 
yellow  of  the  uranium.  If,  instead  of  using  the  sort  of  Leyden 
jar  employed  in  the  foregoing  experiment,  this  discharge  be  taken 
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in  an  exhausted  glass  globe  between  two  brass  balls^  it  exhibits  a 
very  interesting  appearance ;  the  negative  ball  becomes  covered 
with  a  quiet  glow  of  light,  whilst  a  pear-shaped  luminous  discharge 
takes  place  from  the  positive  ball ;  between  the  two  balls  is  a  smalt 
interval  nearer  to  the  negative  than  to  the  positive  ball,  which  is 
not  luminous :  when  the  exhaustion  of  the  receiver  is  very  perfect, 
the,  luminous  portion  is  observed  to  be  traversed  by  a  series  of 
dark  bands  or  arches  concentric  with  the  positive  ball;  the  pre- 
sence of  a  little  vapour  of  phosphorus  renders  these  dark  bands, 
much  more  distinct.  (Grove.) 

The  occurrence  of  these  bands  is  as  yet  unexplained ;  but  the 
attempts  to  trace  them  to  their  cause  have  led  to  numerous  inte- 
resting investigations  by  Grove,  who  first  observed  them,  by 
Eobinson,  and  by  others,  but  particularly  by  Gassiot,  who  ha» 
varied  the  experiment  in  numberless  ways  {Phil.  Trans.  1858, 
1859).  Gassiot's  principal  method  of  procedure  has  been  to  seal 
wires  of  platinum,  and  of  other  materials  of  various  sizes  and  forms, 
into  glass  vessels  or  tubes.  These  tubes  and,  vessels  were  subse- 
quently exhausted  more  or  less  completely.  Various  gaseous 
bodies  were  then  introduced,  and  were  afterwards  more  or  lesa 
completely  removed  by  the  air-pump :  effects  of  great  variety  and 
beauty  were  thus  obtained.  The  general  appearances  may  h& 
thus  described : — ^If  a  long  wide  glass  tube  (fig.  2,55)  containing 

Fig.  .255. 


sticks  of  caustic  potash,  at  p,  be  filled  with  well-dried  gaseous 
carbonic  anhydride,  and  afterwards  exhausted  by  the  air-pump, 
the  residual  carbonic  anhydride  will  be  gradually  absorbed  by  the 
caustic  potash  at  v.  The  eflTects  observed  on  connecting,  the 
wires  +,  — ,  with  the  secondary  wires  of  the  Ruhmkorfl's  coil, 
vary  with  the  perfection  of  the  vacuum.  If  the  vacuum  be 
merely  that  which  can  be  obtained  by  an  ordinary  air-pump,  no 
stratification  is  perceptible ;  a  difluse  lambent  light  fills  the  tube ;     1 

p  p  2 
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if  the  rarefaction  be  carried  a  step  further^  narrow  strife^  like 
ruled  lines^  about  I'^^-g  in  thickness,  traverse  the  tube  transyerse 
to  the  line  of  the  discharge,  as  shown  in  fig.  ^56,  No.  i.     A  step 

Pio.  256. 
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further  in  the  rarefaction  increases  the  breadth  of  the  bands,  as 
seen  in  fig.  255 ;  next  the  segments  of  light  assume  a  cup-shaped 
or  conical  form,  fig.  256,  No.  a ;  and  by  carrying  the  rarefaction 
still  further,  a  series  of  luminous  cylinders,  of  25™^  or  so  in 
depth,  with  narrow  dark  lines  between  them,  are  seen,  fig.  2^6, 
No.  3.  Finally  when  the  vacuum  approaches  perfection,  there 
is  neither  discharge,  light,  nor  conduction.  Hence  it  would 
appear  that  the  presence  of  material  particles  is  absolutely  neces- 
sary to  the  transfer  of  the  electric  current. 

When  the  stratification  is  most  distinctly  visible,  a  dark  space 
will  always  be  observed  near  the  negative  pole,  which,  if  of  pla- 
tinum, is  seen  to  be  covered  with  a  bluish  glow  of  light,  within 
which,  the  wire,  by  an  optical  illusion,  has  the  appearance  of  being 
red  hot.  Portions  of  the  negative  electrode  are  gradually  thrown 
off  in  the  form  of  fine  metallic  particles  as  the  experiment  is  con- 
tinued, and  the  wire  rises  considerably  in  temperature.  The  ap- 
pearance of  the  stratification  varies  greatly  with  the  modifications 
in  form  given  to  the  wires.  If  the  negative  wire  be  enclosed 
within  a  capillary  glass  tube  which  is  open,  and  projects  beyond 
the  wire  for  an  eighth  of  an  inch  (3°^),  or  a  little  more,  all  the 
stratification  disappears,  and  a  jet  of  light  escapes  firom  the  open 
end  of  the  capillary  tube,  passing  down  the  exhausted  vessel. 

These  stratified  bands  and  luminous  discharges  are  powerfully 
affected  by  the  magnet ;  if  the  negative  wire  be  undermost  in  one 
of  these  exhausted  tubes  suspended  vertically,  and  it  be  com- 
pletely, covered  with  a  stratum  of  mercury,  it  will  be  found  on 
causing  one  end  of  a  magnet  to  approach  the  termination  of  the 
luminous  bands  in  the  direction  of  the  axis  of  the  tube,  that  the 
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stratification  will  become  modified^  and  will  present  an  appearance 
resembling  that  which  might  be  occasioned  by  stretching  a  spiral 
spring,  supposing  it  were  luminous;  indeed,  by  suitable  means, 
the  discharge  may,  as  De  La  Rive  has  shown,  be  made  to  rotate 
around  the  magnetic  pole.  Pliicker  has  shown  that  the  light  jfrom 
the  negative  pole  is  also  specially  affected  by  the  magnetic  force, 
the  lines  of  light  becoming  parallel  to  the  magnetic  curves ;  and 
Gassiot  has  found,  that  by  arranging  a  tube  so  as  to  cross  the 
lines  of  magnetic  force  which  emanate  firoiii  the  poles  of  a  powerful 
electro-magnet,  he  can  instantly  arrest  the  luminous  discharge  by 
magnetizing  the  electro-magnet ;  but  on  breaking  the  connexion 
of  the  magnet  with  the  battery,  the  discharge  is  immediately 
renewed. 

The  phenomena  above  described  have  recently  attracted  a  large 
share  of  the  attention  of  electricians,  from  their  intimate  con- 
nexion with  the  mode  in  which  the  electric  force  is  propagated 
and  transmitted  from  point  to  point. 

The  stratified  light  produced  by  Ruhmkorff^s  coil  is,  from  the 
nature  of  the  apparatus,  intermittent,  as  may  be  very  simply  and 
beautifully  shown  by  attaching  one  of  the  vacuum  tubes  to  an 
axle  which  can  be  thrown  into  rapid  rotation,  the  two  arms  of  the 
tube  moving  like  spokes  of  a  wheel  upon  the  extremity  of  the 
axle.  In  this  arrangement,  one  extremity  of  the  tube  is  main- 
tained in  unbroken  contact  with  one  extremity  of  the  induction 
coil,  while  the  other  extremity  is  in  like  manner  connected  with 
the  other  end  of  the  induction  coil.  As  the  rotation  proceeds,  if 
the  experiment  be  made  in  a  darkened  room,  the  tube  will  be 
visible  momentarily,  several  times  during  each  rotation,  and  will 
produce  the  appearance  of  a  star  of  light,  each  arm  of  the  star 
exhibiting  distinct  stratified  bands,  and  appearing  to  be  stationary, 
owing  to  the  briefness  of  the  time  for  which  it  is  visible. 

It  was  supposed  that  these  phenomena  of  stratification  were 
connected  with  undulations  produced  by  the  rapidly  succeeding 
currents  of  the  induction  coil.  Gassiot,  however,  has  shown  that 
this  is  not  the  cause,  by  producing  the  stratified  appearance  from 
the  discharge  of  a  Leyden  jar  when  somewhat  prolonged  by  trans- 
mitting it  through  a  portion  of  wet  string ;  Quet  and  Seguin,  by 
charging  the  jar  feebly,  have  obtained  similar  effects  without  the 
use  of  the  wet  string.  ,  Gassiot  also  obtained  them  directly  from 
the  water  battery  of  3500  cells  (399),  as  well  as  from  a  series  of 
400  careftiUy  insulated  small  pairs  of  Grovels  construction,  and 
connecting  each  terminal  of  the  battery  with  one  of  the  insulated 
wires  of  the  exhausted  tube.     A  beautifully  distinct  stratified 
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diischorge  was  produced^  which  was  not  arrested  by  the  introduc- 
tion of  a  voltameter  into  the  circuit.  The  quantity  df  electricity 
thus  transmitted  is  so  small  that  the  amount  of  water  decomposed 
is  barely  perceptible.  This  is^  therefore^  not  the  true  voltaic 
arc.  On  causing  the  terminals  of  the  Grove's  battery  in  the 
exhausted  tube  gradually  to  approach  each  other  till  within  about 
37°^*,  the  true  voltaic  arc  was  suddenly  established^  and  an  im- 
mense rise  of  temperature  instantly  occurred ;  but  the  interesting 
point  of  the  experiment  was^  that  the  arc  itself  was  distinctly  seen 
to  be  stratified. 

The  passage  of  the  electric  spark  through  compound  gases  or 
vapours  is  attended  with  a  partial  separation  of  their  components 
in  the  line  of  the  discharge.  But  the  experiments  of  Perrot  {Ann. 
de  Chimiey  III.  Ixi.  16 1)  appear  to  have  proved  that  the  spark 
from  RuhmkorflPs  coil  produces  in  addition  a  true  electrolytic 
decomposition  of  the  compound  vapour.  In  the  case  of  steam^  for 
example^  oxygen  appears  in  larger  quantity  at  the  positive  wire,  and 
hydrogen  in  excess  is  collected  at  the  negative ;  but  a  much  larger 
-quantity  of  the  two  gases  is  evolved  than  is  due  to  true  electrolysis. 
Long  sparks,  if  transmitting  equal  amounts  of  electricity  in  equal 
times,  were  found  to  be  more  effectual  in  producing  decomposition 
than  small  ones.  In  synthetic  experiments,  on  the  combination  of 
oxygen  and  nitrogen  to  produce  nitric  acid,  it  was  found  that  long 
sparks  also  furnish  a  larger  quantity  of  acid  than  shorter  ones.  If 
the  length  of  the  spark  be  increased  in  any  given  circuit,  the  gain 
increases  only  up  to  a  certain  point ;  the  resistance  offered  by  the 
length  of  the  interposed  stratum  of  air  beyond  this  point  di- 
minishes the  amount  of  electricity  which  circulates,  to  an  extent 
which  more  than  counterbalances  the  gain  obtained  by  increasing 
the  length  of  the  spark. 

The  energy  of  the  secondary  induced  current  in  effecting  the 
eombination  or  the  decomposition  of  gases  and  vapours,  is  much 
greater  than  that  of  the  ordinary  cylinder  or  plate  electrical 
machine.  The  interposition  of  a  condenser  into  the  induced  circuit 
augments  the  intensity  of  the  chemical  action  of  the  spark ;  but  it 
decreases  the  number  of  sparks  in  a  given  time,  so  that  if  the 
spark  possess  sufficient  intensity  to  pass,  no  gain  in  the  amount  of 
the  body  decomposed  is  effected  by  the  use  of  the  condenser."^ 

(313)  Inductive  Action  of  Currents — Henry's    Coifo.— When 


*  Fall  details  of  the  numerous  researches  made  by  Quet  and  others  with 
Ruhmkorff's  coil  will  be  found  in  Du  Moncers  Notice  sv/r  rAjppareil  (f  Induction 
JElectrique  de  Btchmkorff,  4th  edit 
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the  connexion  between  the  plates  of  a  battery  is  made  by  means  of 
a  single,  long  straight  wire,  a  brilliant  spark  is  seen  at  the  moment 
that  the  contact  with  the  battery  is  broken;  but  when  the  con- 
nexion is  made  by  means  of  a  short  wire,  and  contact  is  broken, 
only  a  very  smaU  spark  is  produced.  When  a  long  wire  is  em- 
ployed, the  same  length  of  wire,  if  coiled  into  a  helix,  gives  a 
much  brighter  spark  than  when  it  is  used  merely  as  a  straight 
conductor.  The  brilliant  spark  which  is  observed  when  the  long 
wire  is  used,  is  produced  by  the  inductive  action  of  the  battery 
upon  the  electricity  of  the  wire  itself.  The  bright  spark  obtained 
from  the  battery  wire  on  breaking  contact  arises  from  a  current 
which  is  transmitted  through  the  wire  in  the  same  direction  as  that 
from  the  battery  itself.  This  inductive  action  may  be  entirely 
diverted,  if  a  second  helix,  the  ends  of  which  are  in  metallic  com- 
munication with  each  other,  be  placed  either  within  the  primary 
coil  or  exterior  to  it. 

If  the  conducting  wire  be  coiled  into  a  helix  within  which  an 
iron  core  is  placed,  the  current  on  breaking  contact  acquires  suffi- 
cient intensity  to  communicate  a  powerful  shock,  when  the  ends 
of  the  wire  are  grasped  by  the  hand  at  the  moment  that  the  wire 
is  disconnected  with  the  battery,  although  the  battery  itself  may 
be  quite  inadequate  to  produce  any  shock  when  its  extremities  are 
connected  by  a  short  wire.  A  striking  experiment  of  this  kind 
is  related  by  Prof.  Jos.  Henry  {Phil.  Mag,  1840,  xvi.  205). 
A  very  small  compound  battery  was  formed  of  six  pieces  of  copper 
bell- wire,  each  about  an  inch  and  a  half  (4  centimetres)  long,  and 
six  pieces  of  zinc  of  the  same  size ;  the  current  which  this  arrange- 
ment produced  was  transmitted  through  a  spool  of  copper  wire 
covered  with  cotton:  this  wire  was  five  miles  (8046  metres)  in  length, 
and  -yV  of  an  inch  (i™°^5)  in  diameter,  and  it  was  wound  upon  a 
small  axis  of  iron.  The  shock,  on  breaking  the  connexion  with 
the  little  battery,  was  distinctly  felt  simultaneously  by  twenty-six 
persons  who  had  formed  a  circle  by  joined  hands,  and  who  com- 
pleted the  circuit  between  the  two  ends  of  the  wire.  The  shock 
which  was  felt  on  making  contact  with  the  battery  was  barely 
perceptible.  A  current  is  produced  on  making  contact,  but  it  is 
feeble,  and  in  a  direction  the  reverse  of  that  emanating  from  the 
battery..  Even  a  thermo-electric  battery  (317),  if  the  current 
which  it  yields  be  transmitted  through  the  coil,  will  furnish  sparks 
on  breaking  contact. 

Henry,  in  the  paper  above  referred  to,  has  made  some  interest- 
ing observations  upon  the  action  of  the  battery  current  in  inducing 
secondary  currents.     He  employed  for  transmitting  the  primary 
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current  a  flat  coil  or  ribbon  of  sheet  copper  about  93  feet  {28*3 
metres)  long  and  H  iiicb  (38™")  wide.  This  ribbon  was 
sometimes  coiled  in  the  manner  shown  at  a,  fig.  257,  sometimes  in 
the  form  of  a  ring  as  shown  at  b.  This  coil  was  combined  under 
various  circumstances  with  other  similar  coils,  each  about  60  feet 
(18  metres)  long,  or  with  helices  of  fine  copper  wire  of 
various  lengths.  The  form  of  ribbon  is  a  very  advantageous  one, 
as  it  offers  a  large  sectional  area  in  the  conductor,  and  thus  dimi- 
nishes the  resistance,  whilst  the  difierent  layers  of  the  coil  are 
approximated  to  each  other  with  the  smallest  possible  intervals 
between  them.  When  coiled  as  at  b,  and  a  helix  was  placed 
within  the  ring  so  formed,  each  time  that  the  current  from  the 
battery  through  the  ribbon  was  interrupted,  a  secondary  current 
of  considerable  intensity  was  obtained  in  the  helix :  the  helix 
could  be  supported  upon  a  plate  of  glass  which  rested  upon  the 
flat  coil,  and  still  the  inductive  action  was  obtained ;  but  if  a 
metallic  plate  were  interposed  between  the  coil  and  the  helix,  no 
secondary  current  was  obtained  in  the  helix,  because  it  was  trans- 
ferred to  the  interposed  conducting  plate. 

By  arranging  a  series  of  coils  in  the  manner  represented  in 
fig.  257,  Henry  succeeded  in  obtaining  a  succession  of  induced 

Fig.  257. 


currents  by  their  mutual  action.  If  a  represent  the  coil  in  con- 
nexion with  the  battery,  b  and  c  are  arranged  to  form  a  continuous 
coil,  through  which,  by  induction,  a  momentary  current  is  pro- 
duced each  time  that  the  connexion  of  the  coil  a  with  the  battery 
is  broken ;  the  current  m  b  c  then  being  direct,  or  in  the  same 
direction  as  in  a.  Now  if  two  wire  helices  be  connected  together 
and  placed  as  at  d  and  e,  the  induced  current  in  c  will  produce  a 
second  induced  current,  or  current  of  the  third  order ,  in  rf  e ;  but 
this  current  will  be  in  the  opposite  direction  to  that  in  A  c.  If/ 
be  a  ribbon  coil  placed  above  c,  with  its  ends  united  by  a  small 
helix  at  g,  a  third  current,  or  current  of  the  fourth  order,  will  be 
obtained,  but  it  will  be  in  the  opposite  direction  to  that  in  d  e. 
If  these  different  currents  be  compared  together,  they  will  be  in 
the  direction  following : 

a  primary  current  (on  breaking) 

b,  c,       secondary  current     .     .     .     direct 
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d,  e,       current  of  the  third  order  .     inverse 
/,  ff,       current  of  the  fourth  order  .     direct. 

By  acting  upon  the  principle  just  explained,  and  carefully  in- 
sulating the  coils,  currents  even  of  the  seventh  order  have  been  ob- 
tained, the  successive  currents  being  alternately  direct  and  inverse. 

Similar  currents  of  equal  amount,  but  of  lower  tension,  are 
obtained  each  time  that  the  primary  circuit  is  completed,  but  the 
direction  of  the  currents  in  this  case  is  reversed ;  so  that  on  com- 
pleting the  primary  circuit  the  currents  would  be  as  foUows  : — 

a  primary  current  (on  making)  direct 

b,  c,  secondary inverse 

d,  c,  tertiary       ......  direct 

f}£f}  quaternary inverse;  and  so  on. 

These  effects  are  produced  by  a  series  of  complicated  actions 
which  may  be  summed  up  as  follows: — The  primary  current 
has  the  power  of  producing  two  induced  secondary  currents 
in  opposite  directions,  one  on  making,  the  other  on  breaking 
contact  j  these  currents  admit  of  being  separated  from  each  other. 
They  are  equal  in  amount,  but  the  current  on  breaking  contact 
has  the  highest  tension,  and  will  traverse  the  greater  distance  in 
the  form  of  a  spark.  Each  secondary  current  in  d  c  may  give 
rise  to  two  opposite  tertiary  currents  in  d  c,  but  these  currents  are 
separated  by  an  interval  of  time  too  small  to  be  appreciated,  be- 
cause the  secondary  current  itself  is  instantaneous.  These  two 
tertiary  currents  are  equal  in  quantity,  but  differ  in  tension ;  the 
tertiary  current  produced  by  the  cessation  of  the  secondary  being 
the  stronger.  Again,  each  of  these  momentary  tertiary  currents 
is  in  its  turn  capable  of  developing  infff  two  opposite  quaternary 
currents,  equal  in  amount  but  differing  in  tension.  At  each  inter- 
ruption of  the  primary  current,  therefore,  we  have  one  instantaneous 
secondary  current  in  b  c,  two  tertiary  isxde,  and  four  quaternary 
ones  inf  ff.  If  all  these  currents  were  equal  in  tension  as  well 
as  equal  in  quantity,  they  would  neutralize  each  other ;  but  since 
their  tension  is  not  equal,  a  series  of  phenomena  are  produced, 
owing  to  the  alternate  predominance  of  the  tension  of  the  currents 
moving  in  one  direction  in  one  circuit,  and  in  the  opposite  direc- 
tion in  the  succeeding  circuit. 

Henry  has  shown  that  induced  currents  of  several  successive 
orders  may  also  be  obtained  by  the  momentary  passage  of  electri- 
city occasioned  by  the  discharge  of  the  Leyden  jar. 

These  induced  currents  not  only  give  powerful  shocks,  but  they 
magnetize  steel  bars  and  produce  chemical  decomposition.     The 
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latter  may  be  shown  by  interposing  acidulated  water  or  a  solution 
of  potassic  oxide  between  platinum  wires  which  are  in  connexion 
with  the  ends  of  the  coil.  It  is  easy  to  obtain  either  currents 
of  high  intensity  such  as  those  required  to  produce  shocks,  or 
currents  of  large  quantity  such  as  would  be  required  for  mag- 
netizing steel,  or  for  igniting  platinum  wire,  by  varying  the  diameter 
and  length  of  the  conductor.  When  a  long  thin  wire  was  em- 
ployed, as  by  uniting  the  two  helices  as  at  d  and  c,  a  current  of 
great  intensity,  producing  powerful  shocks,  was  obtained ;  but  this 
same  current  could  be  made  to  induce  in  the  flat  coil  /  a  current 
of  greater  quantity,  but  of  less  intensity. 

Owing  to  these  variations  in  quantity  and  intensity,  the  inves- 
tigation of  the  laws  of  such  induced  currents  is  complicated  and 
difficult.  Abria  (Ann.  de  Chimie,  III.  i.  385,  and  iii.  5)  has  pub- 
lished some  careful  researches  upon  them,  but  additional  experi- 
ments are  still  needed. 

(314)  Arago'8  Rotations. — A  remarkable  exemplification  of  the 
facility  with  which  secondary  currents  are  induced  by  magnetic 
influence,  and  of  the  mutual  action  of  such  induced  currents,  is 
exhibited  by  the  following  experiments  of  Arago.  If  a  magnet  be 
suspended  freely  by  its  centre  in  a  horizontal  direction,  parallel  to 
a  circular  disk  of  copper  which  can  be  made  to  rotate  horizontally 
beneath  the  magnet,  it  will  be  found,  if  the  centre  of  suspension 
for  the  magnet  be  directly  over  the  axis  of  the  rotating  disk,  that 
when  the  disk  is  made  to  revolve  with  a  certain  degree  of  velocity 
the  magnet  begins  to  rotate  also  in  the  same  direction  as  the  disk ; 
and  the  more  closely  the  disk  and  the  magnet  are  approximated, 
the  more  rapid  is  the  rotation,  whilst  at  the  same  time  a  repulsive 
action  is  exerted  upon  the  magnet  in  a  direction  perpendicular  to 
the  plane  of  the  disk.  This  rotation  occurs  as  freely  when  a  sheet 
of  paper  or  of  glass  is  interposed  between  the  magnet  and  the 
metallic  disk,  as  when  air  only  intervenes.  Disks  of  other  metals 
also  produce  this  eflTect  upon  the  magnet  by  their  rotation,  but 
none  of  them  show  it  so  readily  as  copper ;  the  facility  with  which 
the  efiect  is  produced  being  directly  as  the  power  of  the  rotating 
disk  to  conduct  electric  currents.  If  a  narrow  strip  be  cut  out  of 
the  metallic  disk,  extending  from  its  circumference  to  the  centre, 
no  motion  will  be  produced  in  the  magnet  when  the  disk  is  made 
to  revolve ;  but  if  the  cut  edges  of  the  divided  disk  be  connected 
by  soldering  a  piece  of  wire  across  the  division,  the  rotation  may 
be  efifected  as  readily  as  when  the  disk  was  entire.  Prom  causes 
similar  to  those  which  produce  the  foregoing  results,  it  is  found 
that  if  a  magnetic  needle  or  a  bar  magnet  be  set  vibrating  parallel 
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to  the  surface  of  a  disk  of  copper^  it  will  come  to  rest  mucli  more 
speedily  than  if  vibrating  over  paper  or  glass. 

These  effects  were  first  satisfactorily  explained  by  Faraday ;  he 
found  that  whenever  a  piece  of  conducting  matter  is  made  to  pass 
either  before  a  single  pole  or  between  the  opposite  poles  of  a 
magnet  so  as  to  cut  the  magnetic  curves  at  right  angles,  electrical 
currents  are  produced  across  the  metal,  transverse  to  the  direction 
of  motion. 

For  example,  let  the  copper  disk  c,  fig.  2  j8,be  made  to  revolve,  in  the  direc- 
tion of  the  arrows  on  the  circumference,  between  the  poles,  n  s,  oi  &  horse-shoe 
magnet,  and  let  a  wire,  «?,  which  is  connected  with  one  end  of  the  galvanometer. 

Fig.  358. 


^,  be  pressed  against  the  centre  of  the  disk,  whilst  the  other  wire  v/  from  the 
galvanometer  rests  against  the  edge  of  the  disk  between  the  magnetic  poles. 
Under  these  circumstances,  a  current  will  be  foimd  to  flow  from  the  centre 
towards  the  circumference  of  the  disk,  c,  and  then  through  the  wires,  as  shown 
by  the  arrows.  If  the  disk  be  made  to  revolve  in  the  opposite  direction,  the 
current  will  flow  from  the  circumference  towards  the  centre  of  the  disk.  Cur- 
rents may  also  be  obtained  from  any  of  the  forms  of  the  apparatus  which  exhibit 
the  rotation  of  magnets  round  a  conducting  wire,  or  of  the  wire  round  the  mag- 
net, if  a  galvanometer  be  substituted  for  the  battery,  and  if  the  magnet  or  the 
wire  be  made  to  revolve  by  hand. 

Kow  let  us  suppose  that  in  Arago's  experiment 
we  are  looking  down  upon  the  revolving  disk,  c, 
fig.  2  J9 ;  when  the  disk  revolves  beneath  the  magnet, 
it  outs  the  magnetic  curves  at  right  angles :  currents 
are  produced  underneath  the  north  pole,  from  the 
centre  of  the  plate  towards  the  circumference,  a, 
beyond  the  pole.  These  currents  occur  in  the  oppo- 
site direction — ^viz.,  from  the  circumference  to  the 
centre,  underneath  the  south  pole,  and  thus  traverse 
the  diameter  of  the  plate  parallel  to  the  magnet,  re- 
turning by  the  more  distant  parts  of  the  plate,  as 
«hown  by  the  dotted  arrows.  Such  currents  neces- 
fiarily  exert  a  repulsive  action  upon  the  magnet  in  a 


Fig. 


direction  which  coincides 
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wiUi  that  in  which  motion  is  obeerved,  and  no  currents  are  obtained  nntil  either 
the  magnet  or  the  plate  is  set  in  motion. 

(315)  Magneto-Electric  Machines. — ^Various  machines  have  been  contrived 
for  the  production  of  magneto-electric  currents.  The  most  convenient  of  these 
is  Saxton's  magneto-electric  machine.  It  is  represented  in  fig.  260,  in  perspec- 
tive ;  fig.  261  shows  a  section  of  the  coils  and  armature  on  a  larger  scale.     It 

Fig.  260. 


consists  of  a  powerful  horse-shoe  magnet,  m,  placed  horizontally  upon  one  of  its 
sides :  in  front  of  its  ends  or  poles,  and  as  close  to  them  as  is  possible  without 
producing  actual  contact,  an  armature  of  sofb-iron,  a  b,is  made  to  revolve  upon 
a  horizontal  axis,  a,  which  admits  of  being  turned  by  means  of  a  strap  passing 
over  a  multiplying  wheel,  w.  This  armature  consists  of  two  straight  pieces  of 
iron,  about  two  inches  (5  centimetres)  in  length,  which,  by  means  of  a  cross- 
piece  of  iron,  x,  are  connected  together  parallel  to  each  other,  at  such  a  distance 
that  they  shall  be  opposite  the  middle  of  each  pole  of  the  horse-shoe  magnet. 
Around  each  limb,  c  d,  of  the  armature,  a  long  fine  copper  wire,  covered  with 
silk  to  insulate  the  coils  from  each  other,  is  wound  in  several  successive  layers. 
The  corresponding  ends  of  each  of  these  helices  are  connected  together ;  one  pair, 
effiB  soldered  to  the  spindle,  s,  on  which  the  armature  rotates,  and  through  it 
is  connected  with  a  circular  copper  disk,  i,  the  edge  of  which  dips  into  a  cup  of 
mercury,  m,  whilst  the  other  pair  of  wires,  y.  A,  is  connected  with  a  stout  piece 
of  copper  which  passes  through  the  axis  of  the  spindle,  s,  from  which  it  is  elec- 
trically insulated,  and  terminates  in  a  slip  of  copper,  k,  placed  nearly  at  right 
angles  to  the  crosspiece,  x,  which  connects  the  two  limbs  of  the  soil  iron  arma- 
ture. Beneath  the  slip  of  copper,  k,  is  a  second  mercury  cup,  I,  which  can  be 
made  to  communicate  with  the  cup,  m,  either  by  a  wire,  or  by  some  other  con- 
ductor of  the  current.  The  arms  of  the  slip,  k,  alternately  dip  into  the  mer- 
cury, and  rise  above  it,  and  the  points  of  contact  are  so  arranged  that  the  circuit 
(wMohywhen  I  and  m  are  properly  connected,  is  complete  so  long  as  it  is  beneath 
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the  mercury)  shall  be  broken  at  the  time  that  the  armature  loses  its  magnetism. 
Under  these  circumstances  a  bright  spark  is  obtained  each  time  that  the  slip  k 
quits  the  mercury.  Pour  currents  are  therefore  produced  in  the  wire  surround- 
ing the  armature  during  each  complete  revolution,  two  successiye  currents  being 

Fig.  261. 


in  one  direction,  and  the  two  others  being  in  the  opposite  direction.  Suppose, 
for  example,  that  the  limb,  c,  of  the  armature  is  opposite  the  marked  pole  of  the 
steel  magnet ;  if  now  it  be  made  to  recede  from  this  pole  a  current  will  be  pro- 
duced in  a  fpven  direction,  through  the  coil  which  surrounds  this  limb,  and  on 
the  approach  of  the  same  limb  towards  the  unmarked  end  of  the  magnet,  a 
second  current  will  be  produced  in  the  same  direction  through  the  coil ;  a  third 
current  will  be  produced,  but  in  a  reversed  direction,  as  the  limb  c  leaves  the  un- 
marked end  of  the  magnet,  whilst  a  fourth  current  will  be  produced  on  the 
approach  of  the  limb  c  to  the  marked  pole  of  the  magnet,  and  will  coincide 
in  direction  with  the  third  current.  If  the  connexion  between  the  mercury 
cups,  I  and  m,  be  effected  by  grasping  with  the  hands  two  copper  cylinders, 
H,  H,  each  of  which  by  means  of  a  wire  is  in  connexion  separately  with  one 
of  the  cups,  a  succession  of  powerful  shocks  will  be  experienced.  Acidulated 
water  and  many  saline  solutions  may  be  decomposed  if  these  currents  be  trans- 
mitted through  them ;  but  in  order  to  produce  polar  decomposition,  it  is  neces- 
sary to  suppress  or  turn  up  one  of  the  points  of  the  slip  k,  and  thus  to  lose 
half  the  power  of  the  machine :  otherwise  the  currents  at  each  half  revolution 
are  in  opposite  directions. 

In  the  construction  of  these  magneto-electric  machines^  great 
care  must  be  taken  that  the  insulation  of  the  coils  is  very  perfect. 
Different  effects  are  obtained  from  such  a  machine  by  varying  the 
length  and  the  diameter  of  the  wire  which  is  wound  around  the 
armature.  When  currents  of  high  tension  are  required,  such  as 
those  needed  for  giving  shocks,  or  for  the  decomposition  of 
electrolytes,  a  great  length  of  thin  wire  is  preferable ;  but  a  much 
smaller  length  of  thicker  wire  will  give  the  largest  sparks,  and 
will  ignite  the  greatest  length  of  fine  platinum  wire.  A  machine 
upon  this  principle  has  been  contrived  by  Wheatstone  for  exploding 
charges  of  gunpowder,  when  provided  with  AbePs  magnet  fuse, 
which  seems  to  leave  little  to  be  desired  in  simplicity,  certainty, 
and  fadlity  of  application.  {Report  to  Secretary  for  War,  Wheat- 
stone  and  Abel,  Nov.  i860.) 

Wheatstone    and    others    have    contrived    magneto-electric 
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machines,  by  which  a  continuous  electric  current  in  a  uniform 
direction  may  be  kept  up  for  any  length  of  time.  These  batteries 
are^  in  fact,  combinations  of  several  simple  machines,  similar  in. 
principle  to  Saxton's ;  the  coils  are  connected  together  so  as  to 
form  a  continuous  circuit.  The  armatures  are  so  arranged  that 
each  shall  in  turn  become  magnetic,  just  before  the  preceding 
armature  has  entirely  lost  its  magnetism.  Sy  this  contrivance, 
the  current  is  made  to  commence  in  one  coil  before  it  has  ceased 
in  the  coil  which  immediately  precedes  it. 

Magneto-electric  machines  are  now  used  in  Birmingham  on  a 
large  scale,  as  a  substitute  for  the  voltaic  battery,  in  processes  of 
electro-silvering  and  electro-gilding.  A  single  Saxton^s  machine 
will,  if  kept  in  continuous  revolution,  precipitate  from  90  to  1 20 
ounces  (a*5  to  4  kilogrammes)  of  silver  per  week  from  its  solu- 
tions :  and  machines  have  been  constructed  by  which  17  ounces 
or  0*52  kilogr.  of  silver  per  hour  have  been  deposited  upon 
articles  properly  prepared  for  this  mode  of  plating. 

Mr.  Holmes  has  succeeded,  by  the  use  of  a  powerfiil  magneto- 
electric  machine,  in  producing  a  light  of  great  steadiness  and 
intensity  between  two  points  of  gas  coke :  this  light  can  be  main- 
tained without  interruption  so  long  as  the  magnets  are  kept  in 
rotation,  and  the  charcoal  continues  unconsumed. 

The  madiine  consists  of  48  pairs  of  permanent  componnd  bar  magnets,  ar- 
ranged in  6  parallel  planes,  so  as  to  form  a  large  componnd  wheel,  between  whicli 
the  armatures,  160  in  namber,  are  arranged  in  5  sets,  the  total  amount  of  wire 
being  about  half  a  mile  in  length.  The  wires  are  insulated  by  cotton,  and  the 
contacts  are  so  arranged  as  to  maintinn  a  continuous  current  in  the  same  direction. 

This  is  accomplished  thus :  One  half  of  the  helices)  are  arranged  so  as  to 
arrive  on  the  poles  of  the  magnet  at  the  instant  that  the  other  half  are  exactly 
midway  between  the  poles.  Thus  there  are  two  distinct  currents ;  and  what  may 
be  called  the  dead  point,  that  is,  the  point  when  the  current  becomes  inverted 
in  one  series,  occurs  exactly  at  the  time  when  the  other  current  is  at  its  maximuiD, 
so  that  if  now  the  inverted  currents  can  be  again  inverted  in  both  of  these  dis- 
tinct currents,  and  that  the  two  now  flowing  in  one  direction  can  be  united  as 
one  compound  current,  it  is  evident  that  the  result  will  be  a  current  nearly  as 
uniform  as  that  from  a  galvanic  battery,  with  the  advantage  of  equable  continuity. 
This  is  done  by  the  two  commutators,  which  consist  each  of  two  insulated  ring^ 
of  metal,  of  such  a  form  at  the  periphery  that  two  rollers  or  rubbers  change 
sides  from  one  disc  to  the  other  at  the  same  instant  that  the  current  is  reversed. 
Then,  by  combining  the  two  commutators,  a  compound  current  is  obtained 
that  will  produce  a  constant  white  light  or  any  of  the  ordinary  effects  of  the 
galvanic  current.  The  quantity  and  the  intensity  of  the  induced  corrent 
depend  first,  on  the  amount  of  magnetism  induced  in  the  soil  iron; 
secondly,  on  the  facility  with  which  the  poles  of  the  magnetised  soft  iron 
can  be  reversed;  thirdly,  on  the  velocity  with  which  the  change  of  polarity 
takes  place;  fourthly,  on  the  length  and  diameter  of  the  wire  forming  the 
helices. 

The  amount  of  magnetism  induced  in  the  soil  iron  depends  on  the  size  and 
force  of  the  steel  magnets  employed,  and  on  the  weight  and  softness  of  the  iron 
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in  the  helices ;  but  in  practice  the  weight  of  the  soft  iron  is  limited  by  the  weight 
of  the  steel  magnets,  for,  if  too  heavy,  the  steel  magnets  will  be  slowly  deprived 
of  their  magnetism. 

The  most  advantageous  proportion  of  iron  in  the  armatures  has  been  found 
by  experiment  to  amount  to  ^  of  the  weight  of  the  steel  magnets  employed. 

To  facilitate  the  change  of  the  poles  the  soft  iron  cores  of  the  helices  are  not 
solid  pieces  of  iron,  but  are  tubes,  single,  double,  or  treble,  as  it  is  found  by  ex- 
periment that  the  same  weight  of  iron,  when  divided  in  this  manner,  loses  or 
takes  magnetism  in  much  less  time  than  when  in  a  solid  form. 

There  is  a  limit  to  the  velocity  to  be  employed  when  the  maximum  of  elec- 
tricity is  required,  for  this  reason.  It  has  been  already  remarked  that  the  amount 
of  electricity  depends  on  the  amount  of  magnetism  taken  up,  and  that  the  soft 
iron  takes  time  to  become  saturated,  as  it  may  be  termed,  with  magnetism ; 
hence,  if  the  velocity  with  which  the  cores  move  from  one  pole  of  a  magnet  to 
another  be  too  great,  there  will  not  be  sufficient  time  for  the  cores  to  become 
saturated.  But  as  again  the  quantity  of  electricity  increases  as  the  velocity  in- 
creases, it  is  necessary  to  ascertain  this  maximum  point  exactly,  which  is  easily 
done,  either  by  experiment  or  calculation,  based  on  certain  data. 

The  steel  bars  weigh  about  i  ton,  and  the  wheel  is  made,  by  the  aid  of  a  small 
steam  engine,  to  revolve  with  a  rapidity  varying  from  i  50  to  250  times  per 
minute.  This  light  was  for  several  months  in  successful  operation  at  the  South 
Foreland  Lighthouse,  and  subsequently  at  Dungeness,  the  actual  expense  of  fuel 
in  working  the  engine  being  about  equal  to  that  of  the  oil  formerly  used,  while 
the  light  is  far  more  brilliant. 

It  was  stated  by  Mr.  Holmes,  in  a  lecture  given  before  the  Society  of  Arts 
in  December,  1863,  from  which  the  foregoing  details  are  taken,  that  the  light 
at  Dungeness  had  then  been  in  continuous  use  since  the  6th  June,  1S62,  and 
is  equal  photometrically  to  14  of  FresneFs  Grst-class  lighthouse  lamps. 

Mr.  Wilde  {Proceed,  R.S,  xv.  107)  has  lately  contrived  an  appa- 
ratus by  means  of  which,  with  very  moderate  magnetic  power,  he 
can  by  employing  suflScient  mechanical  power  to  produce  rotation  of 
his  apparatus,  obtain  an  extremely  intense  current  of  electricity. 

The  foundation  of  the  arrangement  is  a  magneto-electric  machine  of  a  peculiar 
form ; — A  compound  hollow  magnet  cylinder,  composed  of  two  bare  of  soft  iron 
connected  by  pieces  of  bra.ss,  was  constructed  with  an  internal  diameter  of  i  '625 
inches  (4  centimetres).  Upon  this  cylinder  could  be  placed  at  pleasure  i  or 
more  horse-shoe  magnets,  each  weighing  lib.,  and  capable  of  supportinar  a  weight 
of  about  10  lbs.  These  magnets  were  so  arranged  that  all  the  poles  of  the  same 
name  rested  upon  the  same  soft  iron  bar  of  the  magnet  cylinder.  In  the  interior 
of  this  cylinder  a  soft  iron  armature  was  made  to  revolve  in  close  proximity  to 
the  internal  surface,  but  without  actually  touching  it.  The  cross  section  of  this 
armature  was  somewhat  like  that  of  an  ordinary  railway  rail,  or  like  a  capital  H. 
Along  the  length  of  the  armature,  in  the  hollows  thus  formed,  about  183  feet  (56 
metres)  of  insulated  copper  wire  was  coiled  0*03  inch  (o""76)  in  diameter,  and 
the  free  ends  of  the  wire  were  connected  with  a  communicator  fixed  upon  the 
axis  of  the  armature,  so  as  to  receive  the  alternate  currents  in  one  direction  only.* 

A  second  machine,  similar  in  construction  to  the  first,  but  of  larger  dimen- 
sions, was  then  prepared,  the  magnet  cylinder  being  25  inches  in  length,  and  having 
a  bore  of  j  inches  in  diameter.     In  this  second  machine,  instead  of  the  perma- 


*  If  the  direct  current  of  electricity  thus  obtained  were  transmitted  through 
a  galvanometer,  it  was  found  that  the  current  produced,  when  the  speed  of 
rotation  continued  uniform,  was  very  nearly  in  direct  proportion  to  the  number 
of  magnets  employed. 

#  Digitized  by 


Google 


593  ABSOLUTE   MEASURS    OF  BLECTBO*lfAONSTIC  ?ORCS« 

nent  magnets,  an  electro-magnet,  formed  of  two  rectangular  pieces  of  boiler  plate, 
enveloped  with  coils  of  insulated  copper  wire,  is  employed.  This  electro- magnet  is 
excited  by  the  direct  current  of  the  magneto- electric  machine,  and  the  current 
excited  in  the  armature  of  the  electro-magnet  is  then  transmitted  through  the 
coils  which  surround  a  second  electro- magnet,  and  which  is  in  this  case  of  gigan- 
tic dimennions.  The  bore  of  the  magnet  cylinder  of  this  machine  is  lo  inches 
in  diameter,  the  electro-magnet  weighs  nearly  3  tons,  and  the  weight  of  the 
entire  machine  is  about  4^  tons. 

It  is  iurnished  with  two  different  armatures,  one  for  the  production  of  cur- 
rents of  high  tension,  the  other  for  producing  large  quantities  of  electi'icity.  The 
armature  for  high  tension  is  coiled  with  a  bundle  of  13  insulated  copper  wires, 
No.  II  gauge,  or  ^  inch  (o""*32)  in  diameter,  the  coil  is  376  feet  (114 
metres)  in  length,  and  weighs  232  lb.  (105  kilogrammes.)  The  armature  for 
quantity  is  surrounded  by  layers  of  an  insulated  band  of  sheet  copper,  67  feet 
long,  weighing  344  lb.,  or  nearly  half  as  much  more  as  the  wire.  The  arma- 
ture of  each  machine  was  driven  with  a  uniform  velocity  of  Tjoo  revolutions  per 
minute.  The  stream  of  electricity  obtained  by  means  of  this  armature  last 
described,  when  excited  by  transmitting  the  current  from  the  small  magneto- 
electric  machine  through  the  j'ii^^'l^  electro- magnetic  machine,  by  the  current 
from  which  the  lai'ge  machine  was  constantly  excited,  surpassed  the  effects  of  any 
current  ever  beiure  witnessed ;  a  length  of  15  inches  of  iron  rod  a  quarter  of  an 
inch  in  thickness  was  melted  by  it,  and  a  light  between  electrodes  of  gas  coke  half 
an  inch  square,  was  produced,  "  sufficient  to  cast  the  shadows  of  the  flames  of 
the  street  lamps  a  quarter  of  a  mile  distant  upon  the  neighbouring  walls." 

(3 1 5  a)  Absolute  Measures  qf  Electro- Magnetic  Quantities. — Weber,  in 
his  "  £lectrical  Measurements'*  (Leipzig  Transaciiontf),  has  introduced  a  method 
for  the  determination  of  all  electrical  quantities  founded  on  purely  mechanical 
considerations,  and  based  on  the  metrical  system ;  the  metre,  the  gramme,  and 
the  second  being  the  fundamental  units. 

The  principal  quantities  to  be  measured  are : — 

1.  The  quantity  of  electricity       • Q 

2.  The  strength  of  an  electric  current C 

3.  The  electro-motive  force  which  acts  on  the  current     .     .  £ 

4.  The  resistance  of  a  conductor B 

If  ^  is  the  time  in  seconds,  then  whatever  be  the  system  of  measurement, 

Q=Ct .     (I) 

E=CB (2) 

Helmholtz  and  Thomson  have'  shown,  by  the  principle  of  conservation  of 
energy,  that  if  W  is  the  work  spent  in  causing  the  transfer  of  a  quantity,  Q,  of 
electricity,  by  means  of  an  electio-motive  force,  E, 

W=QE (3) 

This  equation  is  analogous  to  the  proposition  in  hydrostatics  that  the  work  done 
in  forcing  a  volume  V,  of  fluid,  into  a  vessel  under  the  pressure  P,  is  equal  to  VP. 

Weber  defines  a  unit  current  of  electricity  as  that  which,  if  caused  to 
traverse  two  circuits  of  unit  area  placed  at  a  great  distance  from  each  other, 
would  cause  them  to  act  on  each  other  with  the  same  forces  as  two  magnets  of 
unit  strength. 

This  gives  a  fourth  datum,  which,  combined  with  equations  (1)  (2)  (3),  gives 
a  complete  system  of  electro-magnetic  measures. 

The  most  convenient  practical  method  of  measuring  resistance  is  by  com- 
parison with  a  wire,  the  resistance  of  which  has  b^en  determined  by  Weber's 
method.  Weber  obtained  his  unit  of  resistance  by  suddenly  turning  a  coil  of 
wire  about  a  vertical  axis,  and  measui'ing  the  quantity  of  electricity  which  wa« 
caused  to  traverse  the  coil  by  the  inductive  action  of  the  earth's  magnetism. 
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Thomson  improved  upon  this  method;  and  Jenkin,  Clerk-Maxwell,  and 
Balfour  Stewart  determined  the  resistance  of  a  coil  of  wire  revolving  with  known 
velocity,  by  means  of  its  effect  in  altering  the  position  of  a  small  magnet  sus- 
pended in  the  centre  of  the  coil.  For  an  account  of  these  experiments,  on  which 
the  British  Association  Unit  of  Resistance  is  founded  {note,  p.  494),  see  the 
Reports  of  the  British  Association  for  1863,  where  an  explanation  of  all  the 
methods  of  electrical  measurement  is  also  given  in  an  elementary  form. 

Weber  has  also  employed  a  system  founded  on  the  phenomena  of  mechanical 
force  between  electrified  bodies.     We  have  then 

Repulsive  force  =   ~yyj 

where  Q  Q'  are  the  quantities  of  electricity,  and  D  the  distance  between  them. 

This  system  of  measurement,  which  is  called  the  Electro-static  System,  differs 
from  the  electro-dynamic  system,  and,  according  to  Weber,  the  unit  of  electricity 
in  the  latter  system  (the  metre,  gramme,  and  second  being  the  fundamental 
•  units),  is  310,740,000  times  that  in  the  former. 

From  the  known  laws  of  electro-magnetic  phenomena,  combined  with  the 
results  of  Weber,  Clerk-Maxwell  has  calculated  the  rate  at  which  an  electro- 
magnetic disturbance  of  short  duration  would  be  propagated  through  air  or 
vacuum.  The  result  of  this  calculation  shows  that  if  light  consists  of  a  series 
of  such  electro-inagnetic  disturbances,  it  will  be  propagated  with  a  velocity 
expressed  by  the  same  number  as  that  which  expresses  the  ratio  of  the  two  units 
of  electrici^.  The  actual  velocity  of  light,  as  determined  by  various  observers, 
has  been  stated  at  from  314  to  288  millions  of  metres  per  second.  The  number 
deduced  from  Weber's  experiments  is  310  millions. 

§  VI.     ThIsrmo-Electricity. 

(316)  The  phenomena  due  to  the  development  of  electricity  by- 
heat  are  arranged  under  the  head  of  thermo-electricity^ — a  term 
which  serves  to  recal  to  mind  the  manner  in  which  the  force  origi- 
nates in  these  cases.  The  present  section  contains  a  summary  of  the 
more  important  facts  which  have  been  ascertained  on  this  subject. 

As  any  obstruction  to  the  passage  of  the  electric  current  in  a 
conductor  occasions  the  development  of  heat,  so  any  obstruction  to 
the  equal  propagation  of  heat  in  a  conducting  circuit  produces  a 
current  of  electricity.  This  important  result  was  first  obtained  by 
Seebeck,  in  the  year  i8a2. 

If  the  extremities  of  the  wire  of  a  sensitive  galvanometer  be 
united  by  means  of  a  straight  piece  of  platinum  wire,  this  wire 
may  be  heated  at  any  point  at  a  distance  from  its  connexions  with 
the  galvanometer  wire,  without  producing  a  current  through  the 
circuit ;  but  if  the  platmum  wire  be  twisted  into  a  loop,  its  mole- 
cular tension  at  this  point  is  slightly  altered,  and  if  heat  be  applied 
to  the  wire  close  to  the  loop  and  to  the  right  of  it,  a  current  will 
flow  through  the  apparatus  from  right  to  left,  owing  to  the  in- 
equality of  the  conducting  power,  and  the  disturbance  of  regularity 
in  the  transmission  of  the  force  from  the  hotter  to  the  colder 
.  portions^    These  effects  are  still  more  readily  produced  by  dividing 
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the  wire  into  two  portions^  and  coiling  each  extremity  into  a  flat 
spiral.  If  one  of  these  spirals  be  heated  to  redness^  and  be 
brought  into  contact  with  the  cold  spiral^  deflection  of  the  needle 
immediately  follows,  in  a  direction  which  indicates  the  flow  of  a 
current  from  the  hotter  to  the  colder  portion.  Metals  such  as- 
bismuth  or  antimony,  in  which  a  crystalline  structure  is  strongly 
developed,  but  which  possess  an  inferior  power  of  conducting  elec- 
tricity,  display  these  thermo-electric  phenomena  in  a  more  perfect 
degree.  If  one  half  of  a  ring  or  rectangular  frame  composed  of 
•  either  of  these  metala  be  heated,  and  the  other  half  be  kept  cool, 
a  current  sufficient  to  deflect  a  magnetic  needle  suspended  within 
the  frame  or  ring,  will  be  produced.  Metals  which  are  better" 
conductors,  such  as  copper  or  silver,  although  they  also  show  the 
phenomena,  exhibit  it  much  less  distinctly. 

Sir  W.  Thomson  has  found  that  if  portions  of  a  metallie 
wire  be  stretched  by  weights,  and  be  connected  with  other  portions 
of  the  same  wire  not  so  stretched,  on  applying  heat  to  their  junc- 
tions, a  current  is  produced  from  the  stretched  to  the  unstretched 
wire  through  the  heated  point. 

Fig.  262.  If  the  rectangle  be  composed  of  two  dis- 

similar metals,  as  when  a  bar  of  antimony, 
X,  A,  fig.  262,  is  soldered  to  a  bar  of  bismuth, 
B,  B,  the  application  of  heat,  such  as  the 
flame  of  a  spirit  lamp,  to  one  of  the  janctions 
will  cause  deflection  of  the  suspended  needle, 
n  s.  A  bar  of  bismuth  when  soldered  to 
a  copper  wire,  will  readily  deflect  the 
needle  of  a  galvanometer  of  moderate 
sensibility,  if  even  the  warmth  of  the  hand 
only  be  applied  to  one  of  the  junctions. 
The  earlier  researches  upon  this  subject  appeared  to  show  that 
so  long  as  the  resistances  in  the  circuit  continue  unchanged,  the 
amount  of  force  in  circulation  is  exactly  proportioned  to  the 
diflference  in  temperature  of  the  two  junctions.  Becquerel> 
relying  upon  the  accuracy  of  this  datum,  has  applied  a  thermo- 
electric  pair  of  metals  to  the  measurement  of  temperature. 
Amongst  other  experiments,  he  endeavoured  to  ascertain  the  tem- 
perature of  flames ;  the  metals  which  he  employed  were  thin  wires 
of  platinum  and  palladium ;  the  junction  of  the  wires  was  intro- 
duced into  diflerent  parts  of  the  flame  which,  as  might  be  supposed, 
were  found  to  vary  considerably  in  temperature.  The  proportionality 
of  the  current  to  the  temperature,  however,  only  holds  good  with, 
those  non-crystalline  metals  which  do  not  oxidize  when  powerftdly 
heated :  and  even  these  are  liable  to  irregularity,  so  that  the  de- 
termination of  temperatures  by  this  means  must  not  be  relied  on 
without  special  verifications,  which,  at  high  temperatures,   can: 
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scarcely  be  effected  with  accuracy.  For  small  differences  of  tem- 
perature, however,  the  thermo-electric  pair  or  pile  (326)  surpasses 
in  sensitiveness  all  other  thermometric  means  at  present  in  use. 

If  one  of  the  junctions  of  a  thermo-electric  pair  be  maintained 
steadily  at  a  low  temperature,  such  as  cP  C,  whilst  the  temperature 
of  the  other  junction  is  gradually  raised,  it  happens  with  some 
combinations  that  the  current  increases  in  intensity  up  to  a  certain 
point,  then  declines,  and  is  reversed ;  in  the  case  of  zinc  and  silver, 
the  rise  continues  up  to  348°  {12,0^  C.) ;  then  the  current  declines, 
becomes  null,  and  ultimately  is  reversed,  as  the  temperature  con- 
tinues to  rise. ,  Most  probably  this  is  due  to  the  peculiar  effect 
which  heat  has  upon  the  crystalline  structure  of  zinc.  Iron  and 
antimony  exhibit  lie  same  effect,  but  to  a  less  marked  extent ; 
and  Thomson  has  extended  the  observation  to  a  number  of  other 
metals.  If  gold,  silver,  copper,  or  brass  be  heated  with  iron,  the 
direction  of  the  current  was  observed  by  Gumming  to  be  reversed 
at  a  red  heat.  So  important  is  the  influence  of  crystalline  struc- 
ture upon  these  results,  that  the  thermo-electric  power  of  bismuth 
is  very  materially  reduced  by  the  addition  of  a  small  per-centage 
of  tin,  which  impairs  its  tendency  to  crystallize. 

An  important  connexion  between  the  direction  of  the  planes 
of  cleavage  and  the  direction  of  the  thermo-electric  current  in 
crystalline  metals  was  shown  to  exist  by  Svanberg.  In  bismuth 
and  in  antimony,  for  example,  there  is  one  particular  plane  of 
cleavage  endowed  with  greater  brilliancy  than  the  rest.  Bars 
of  these  metals,  when  placed  with  this  plane  of  cleavage  perpen- 
dicular to  the  direction  of  the  current,  axe  more  highly  negative 
than  when  placed  in  any  other  position ;  whilst,  if  a  second  plane 
of  cleavage,  somewhat  less  brilliant  than  the  former,  be  placed 
across  the  line  of  current,  the  bar  is  more  highly  positive,  thermo- 
electrically,  than  in  any  other  position. 

It  may  be  stated  that  when  two  dissimilar  metals  are  con- 
nected in  any  way  so  as  to  produce  a  closed  circuit,  an  electric 
current  is  established  each  time  that  any  difference  in  temperature 
is  produced  between  the  two  points  of  contact ;  and  the  current  is 
maintained  so  long  as  the  difference  of  temperature  continues. 

The  metals  may  be  arranged  in  the  following  thermo-electric 
order : — 


Bismuth 

Mercuiy 

Lead 

Tin 

Platinum 


Copper  and  Silver 

Zinc 

Iron 

Antimony 

Telluriimi. 


QQ2 
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When  heated  together,  the  current  proceeds  from  those  which 
stand  last  on  the  list  towards  those  which  precede  them.  It  is  to 
be  remarked  that  the  thermo-electric  order  of  the  metals  is  entirely- 
different  from  the  voltaic  order.  Matthiessen  {Phil.  TVans.  1 858) 
gives  the  following  as  the  results  of  a  careful  series  of  experi- 
ments upon  the  thermo-electric  order  and  energy  of  various 
bodies,  for  temperatures  usually  ranging  between  about  40°  and 
icx)°  (4*^  and  38^0).  If  the  electro-motive  force  of  the  thermo- 
electric current  excited  between  silver  and  copper  be  taken  as 
equal  to  i  (the  current  passing  from  the  silver  to  the  copper  at 
the  heated  junction),  the  force  of  the  current  between  silver  and 
each  metal  in  succession  heated  to  the  same  point,  will  be  repre- 
sented by  the  numbers  given  in  the  following  table.  Where  the 
positive  sign  is  prefixed,  the  current  is  from  the  silver  to  the  other 
metal  at  the  heated  junction ;  when  the  negative  sign  is  prefixed, 
the  current  is  from  the  other  metal  at  the  heated  point  towards 
the  silver.  The  substances  marked  with  an  asterisk  are  supposed 
to  have  been  chemically  pure  : — 

ThermO'Electric  Order  of  Metals,  ^c. 


Bismuth,  commercial,  press- 

+ 

^^ 

ed  wire  

3581 

Gas  coke,  hard   

0-057 
0208 

•Bismuth,  pressed  wire     ... 

3291 

•Zinc,  pressed  wire      ...     ... 

•Bismuth,  cast 

34-96 

•Copper,  voltaic 

•Cadmium    

0-244 

Crystallized  bismuth,  axial 

24-59 

0332 

Crystal  of  bismuth,  equa- 

Antimony, pressed  wire     ... 

1-897 

torial      

17-17 
8-97 

Strontium 

2-028 

Cobalt        

Lithium      

3-628 

Potassium 

5'49 

•Arsenic        • 

Nickel       

502 

Calcium       

4-260 

Palladium 

356 

Iron,  piano  wire 

5'2i8 

Sodium      

3094 

Antimony,  axial 

6965 

•Mercury     

2534 

Antimony,  equatorial 

9*435 

Aluminum 

1-283 

•Red  phosphorus 

9600 

Magnesium       

1-175 

•Antimony,  cast 

9-871 

(•Lead,  pressed  wire    

1*029 

Alloy,  12  bismuth,  1  tin,  cast 

13-67 

•Tin,  pressed  wire      

I  000 

Alloy,  2  antimony,  i  zinc. 

Copper  wire      

I'OOO 

cast 

2270 
179*8 

Platinam 

0723 

•Tellurium   

Iridium      

0-163 
0030 

•Selenium     

9  7 
290*0 

•Antimony,  pressed  wire  ... 

•Silver 

o- 

According  to  the  experiments  of  Wheatstone  and  of  Pouillet^ 
who  have  arrived  at  the  same  result  by  very  different  methods^ 
the  electro-motive  force  of  a  pair  of  bismuth  and  copper,  when 
one  junction  is  maintained  at  coo®  C.  and  the  other  at  o®  C,  is 
■5V  of  that  exerted  between  a  pair  of  copper  and  zinc  plates  ar- 
ranged in  voltaic  relation,  as  in  Daniell's  battery. 

Thermo-electric  circuits  may  also  be  formed  with  inferior  con- 
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Pig.  263. 


ductors.  Nobili  brought  the  point  of  a  heated  cone  of  porcelain 
clay  into  contact  with  a  cold  cylinder  of  the  same  material^  each 
connected  with  the  galvanometer  by  cotton  soaked  in  a  conduct- 
ing liquid :  the  current  passed  from  the  cone  to  the  cylinder. 

(317)  ThermO'MuUiplier, — ^By  connecting  together  successive 
pairs  of  two  different  metak,  and  heating  the  alternate  joints, 
whilst  the  other  junctions  are  kept  cool,  a  thermo-electric  battery 
may  be  constructed.  The  size  of  the  elements  which  are  employed 
contributes  nothing  to  the  effect,  except  so  far  as  by  increasing  the 
area  of  the  conducting  section,  the  conducting*power  of  the  circuit 
is  increased.  Such  a  battery  will  decompose  a  solution  of  potassic 
iodide,  and  Botto  states  that  with  a  pile  consisting  of  .100  pairs 
of  platinum  and  iron  wire,  each  25"™*  long  and  0^^-25  of  an  inch 
in  diameter,  he  succeeded  in  decomposing  even  diluted  sulphuric 
acid.  A  thermo-electric  current  from  a  single  pair  is  sufficient  to 
convulse  the  limbs  of  a  frog.  The  principle  of  the  arrangement 
by  which  a  thermo-muUiplier  or  thermo-electric  battery  may  be 
constructed  is  shown  in  fig.  263;  to  one 
series  of  junctions,  a  high  temperature,  to 
the  other  a  low  temperature  may  be  applied ; 
the  shaded  bars,  a,  represent  bars  of  anti- 
mony, those  in  outline,  b,  indicate  bars  of 
bismuth.  The  intensity  of  such  a  current, 
however,  is  comparatively  feeble,  and  the 
resistance  which  it  experiences  in  traversing 
even  metallic  conductors  of  considerable 
diameter,  such  as  the  metallic  bars  them- 
selves which  are  used  in  the  construction 
of  the  battery,  seriously  reduces  its  power. 
A  very  cheap  and  effective  thermo-electric 
pile  may  be  made  of  wires  of  iron  and  German-silver.  Nobili  and 
Melloni  applied  a  thermo-electric  battery,  consisting  of  ^6  pairs  of 
small  bars  of  bismuth  and  antimony,  to  thermpmetric  purposes. 
Such  a  battery  was  employed  by  Melloni,  in  his  investigations  on 
radiant  heat,  to  the  exclusion  of  almost  every  other  thermoscopic 
means.  When  the  alternate  junctions  of  the  i)ars  at  each  end  of 
the  pile  were  covered  with  lamp-black,  a  coating  was  obtained 
which  absorbed  the  radiations  proceeding  from  a  surface  the  tem- 
perature of  which  was  much  below  that  of  the  human  body ;  even 
the  amount  of  radiant  heat  emitted  by  insects  could  be  estimated 
by  connecting  this  battery  with  a  galvanometer  of  extreme  sensi- 
tiveness.*   

*  Melloni  used  a  galvanometer  formed  of  copper  wire  o^'^'S  in  diameter. 
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The  conducting  power  of  red  phosphorus  and  of  selenium  is 
so  slight  that  neither  of  them  can  be  used  for  the  construction  of 
thermo-electric  piles:  that  of  tellurium  is  also  small^  but  it  is 
sufficient  to  admit  of  its  use,  and  its  electro-motive  power,  when 
opposed  thermo-electrically  to  bismuth,  is  so  great  that  a  pile 
consisting  of  8  pairs  of  these  elements,  where  the  alternate  junc- 
tions are  heated  to  100°  C,  whilst  the  others  are  cooled  to  o*^  C, 
will  decompose  a  solution  of  cupric  sulphate ;  and  Matthiessen 
estimates  the  electro-motive  force  of  100  pairs  of  such  a  pile  as 
equal  to  that  of  4  ^cells  of  Daniell's  arrangement.  Bunsen  has 
employed  piles  consisting  of  pyrolusite  mixed  with  copper  or  pla- 
tinum, or  with  copper  pyrites  combined  with  metallic  copper,  and 
with  10  pairs  of  such  a  thermopile  he  estimates  that  he  has  by  a 
proper  regulation  of  temperature  an  electro-motive  force  equal  to 
I  of  Daniell's  cells. 

An  effective  form  of  thermopile  was  contrived  by  Marcus,  who 
used  for  the  positive  element  an  alloy  consisting  of  10  parts  of 
copper,  6  of  zinc,  and  6  of  nickel ;  and  for  the  negative  element  an 
alloy  composed  of  12,  parts  of  antimony,  5  of  zinc,  and  i  of  bismuth. 
If  these  alloys  be  cast  into  bars  7  inches  long,  half  an  inch  broad, 
and  an  eighth  of  an  inch  thick,  they  maybe  screwed  together  in  pairs, 
the  alternate  junctions  being  heated  by  a  row  of  gas  jets,  whilst 
the  other  junctions  are  kept  cool  by  immersion  in  a  current  of 
cold  water :  60  pairs  of  such  a  battery  were  found  by  Wheatstone 
to  have  an  electro-motive  force  equal  to  ij  of  DanielPs  cells ;  but 
Marcus  states  that  with  6  pairs  he  has  succ^ded  in  decomposing 
water. 

Fig.  264.  (3^^)    I^   connexion   with   these 

thermo-electric  effects,  a  curious  ob- 
riwwwHMHwJgv     servation  was  made  by  Peltier  {Ann. 
Ac*  )   de    Chimie,   II.   Ivi:    379,    and    Ixxi. 

301):  —  When  a  weak  current  of 
electricity  was  transmitted  through 
a  compound  bar  of  bismuth  and 
antimony,  from  the  antimony  to 
the  bismuth,  as  in  No.  i,  fig.  ^64, 
a  thermometer,  placed  at  the  point 
of  junction,  was  observed  in  one  ex- 
periment to  rise  45®,  but  when  the 

about  8  metres  long,  and  arranged  around  the  astatic  needles  in  40  convolutions. 
Much  of  the  sensitiveness  of  the  instrument  depends  upon  the  exact  equality  of 
the  magnetization  of  the  two  needles  :  the  compound  needle  should  require  from 
55  to  60  seconds  in  order  to  complete  an  oscillation. 
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•ourrent  was  reversed,  as  in  No.  2,  the  temperature  fell  ^'^^  C. 
In  some  later  experiments,  Peltier  succeeded  even  in  freezing 
-water  placed  in  a  cavity  drilled  at  the  point  of  junction  of  the 
two  metals,  when  the  bar  was  cooled  to  0°  C.  by  immersion 
in  snow.  When  feeble  currents  of  equal  intensity  are  trans- 
mitted through  a  compound  metallic  bar,  whatever  metals  be 
employed,  there  is  a  difference  in  the  temperature  at  the  points 
oi  junction,  according  to  the  direction  in  which  the  current  is 
passing;  the  amount  of  the  difference  of  temperature  varying 
with  the  metals  which  are  used.  The  rise  of  temperature  occurs 
^almost  uniformly  when  the  current  passes  through  the  two  metals 
in  the  same  direction  as  that  in  which  the  thermo-electric  current 
would  be  produced  by  elevation  of  temperature."*^  For  example, 
tthere  is  a  rise  of  temperature  when  the  current  passes  from  iron 
to  zinc,  from  iron  to  platinum,  from  iron  to  copper,  from  zinc  to 
copper,  from  copper  to  bismuth,  and  from  antimony  to  copper; 
ibut  when  the  current  is  reversed  between  the  same  pairs,  there  is 
either  a  much  smaller  elevatijon,  or  in  some  cases  even  an  actual 
depression  of  temperature.  This  subject  has  been  discussed  at 
great  length  by  Clausius  and  by  Thomson,  in  their  researches  on 
the  mechanical  theory  of  heat. 

§  VII.  Animal  Electricity. 

(319)  Some  fish,  particularly  the  torpedo,  the  electrical  eel 
(Gymnotus  electricus)^  and  the  Malapterurus  electricus,  have  the 
iremarkable  power  of  giving  electrical  shocks  at  pleasure,  by  means 
of  an  apparatus  specially  adapted  to  the  purpose. 

The  torpedo,  which  is  a  species  of  ray,  is  a  flat  fish,  tolerably 
abundant  in  the  Mediterranean ;  it  is  provided  with  two  electrical 
organs  situated  one  on  each  side  of  the  spine,  near  the  head,  occu- 
pying the  whole  thickness  of  the  fish ;  these  organs  are  supplied 
with  large  thick  nerves,  and  it  has  been  found  that  on  cutting 
these  nerves  all  voluntary  electric  power  ceases :  but  according  to 
Matteucci,  the  irritation  of  that  end  of  the  cut  nerve  which  is 
attached  to  the  organ  in  a  lively  torpedo,  occasions  the  electric 
discharge,  and  even  irritation  of  detached  portions  of  the  organ 
produces  contraction  in  the  limb  of  a  frog  recently  killed,  if  the 
crural  nerve  of  the  frog  be  allowed  to  rest  upon  the  organ  of  the 
torpedo.  The  structure  of  the  electrical  organs  is  gelatinous,  and 
the  material  is   divided  by  membranous  septa  into  400  or  500 


*  An  exception  is  presented  in  the  case  of  lead  and  copper,  and  of  tin  and 
'Copper,  in  which  the  current  is  towards  the  copper  from  the  heated  metal. 
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columns^  which  have  some  resemblance  to  grains  of  rice  in  appear- 
ance ;  these  columns  run  from  the  dorsal  to  the  ventral  surface  of 
the  fish,  and  are  about  the  thickness  of  a  goose-quill ;  the  dorsal 
surface  is  positive,  the  ventral  negative.  The  electricity  is  most 
strongly  developed  just  at  the  points  where  the  nerves  enter  the 
organ ;  a  powerful  shock  is  received  on  simultaneously  touching  the 
back  and  the  belly  of  the  fish  at  any  part,  but  the  shock  obtained 
is  strongest  immediately  over  the  two  organs.  A  weaker  shock  is 
experienced  on  touching  different  parts  even  of  the  same  surface, 
since  the  electric  charge  differs  in  intensity  at  different  points  of 
the  same  surface.  Frequent  discharges  exhaust  the  animal  quickly: 
the  frequency  of  this  discharge  is  under  the  control  of  the  animal, 
but  not  its  direction.  The  electric  discharges  of  the  torpedo  are 
partly  dissipated  when  the  fish  is  immersed  in  water  by  the  con- 
ducting power  of  this  liquid,  and  Matteucci  estimated  that  in  air 
the  shock  given  by  the  animal  is  four  times  as  powerful  as  when 
it  is  in  water. 

(320)  In  the  gymnotus,  which  is  a  fresh-water  fish,  tolerably 
abundant  in  the  marshes  of  Surinam,  and  in  the  tributaries  to  the 
Orinoco,  there  are  four  electrical  organs,  a  large  and  a  small  one 
on  each  side,  running  from  the  head  to  the  tail  of  the  animal. 
These  organs,  like  those  of  the  torpedo,  are  supplied  with  large 
nerves,  and  have  a  membranous  structure,  the  septa  running  in  a 
more  or  less  longitudinal  direction  from  the  head  towards  the  tail. 
The  longer  the  column  that  produces  the  shock,  the  greater  is  the 
force  of  the  electric  discharge :  the  anterior  portions  of  this  animal 
are  positive  to  the  posterior,  so  that  the  strongest  shocks  are  ob- 
tained by  touching  the  fish  simultaneously  near  the  head  and  near 
the  tail ;  but  shocks  more  or  less  intense  may  be  obtained  from 
any  part  of  the  body,  if  the  hands  be  separated  for  a  short  distance 
in  the  direction  of  the  head  and  tail  of  the  animal ;  scarcely  any 
shock  is  felt  if  the  hands  be  placed  one  on  each  side  of  the  fish  at 
the  same  distances  from  the  head  or  the  tail.  So  great  is  the 
electric  energy  of  the  animal,  that  the  specimen  which  was  exhi- 
bited in  the  Adelaide  Gallery,  40  inches  (about  i  metre)  in  length, 
was  calculated  by  Faraday,  at  each  medium  discharge,  to  emit  as 
great  a  force  as  the  highest  discharge  of  a  Leyden  battery  of  fif- 
teen jars,  exposing  3500  square  inches  (upwards  of  a  square 
metres)  of  coated  surface.  '  Shocks  differing  in  intensity  with  the 
position  of  the  observer  and  his  distance  from  the  fish,  were  felt  in 
all  parts  of  the  tub  which  contained  it ;  this  tub  was  46  inches  {ri6 
metre)  in  diameter.  The  shocks  from  the  gymnotus  have  power 
sufficient  to  kill  or  to  stun  fish ;  the  same  discharge  produces  a 


Digitized  by  VjOOQIC 


MIJSCULAB   CUB&ENT   IX   LIYINO  ANIMALS.  601 

more  powerful  effect  upon  a  large  fish  than  it  does  upon  a  small 
one^  since  the  larger  animal  exposes  a  larger  conducting  surface 
to  the  water  through  the  mass  of  which  the  electricity  is  passings 
and  consequently  it  receives  a  more  violent  shock.  On  one  occa- 
sion when  a  live  fish  was  put  into  the  tub^  the  animal  was  seen  by 
Faraday  to  coil  itself  into  the  form  of  a  semicircle^  the  fish  lying 
across  the  diameter :  this  position  was  the  one  most  favourable  to 
the  full  effect  of  the  electrical  discharge ;  an  instant  afterwards 
the  fish  floated  motionless  upon  its  side^  deprived  of  life  by  the 
shock  which  it  had  received^  and  was  then  speedily  devoured  by 
the  gymnotus. 

The  shock  of  both  the  torpedo  and  the  gymnotus  gives  rise  to 
momentary  currents  sufficient  to  deflect  the  galvanometer^  to  mag- 
netize a  needle>  and  to  decompose  potassic  iodide :  from  both 
species  sparks  have  also  been  obtained  between  two  insulated  gold 
leaves  properly  connected  with  the  fish. 

(3^1)  The  Muscular  Current  in  Living  Animals. — ^The  re- 
searches of  Matteucci  have  shown  that  in  the  living  animal  an 
electrical  current  is  perpetually  circulating  between  the  internal 
portion  of  a  muscle  and  its  external  surface ;  this  current  is  due 
probably  to  the  chemical  actions  which  are  produced  by  the  vital 
changes  which  are  continually  occurring  in  the  organic  tissue. 
The  muscular  current,  as  it  has  been  termed^  ceases  to  manifest 
itself  in  warm-blooded  animals  in  a  very  few  minutes  after  the 
life  of  the  entire  animal  has  terminated ;  but  in  cold-blooded 
animals^  and  especially  in  the  firog^  it  continues  for  a  much  longer 
period.  Vital  contractility  also  continues  in  these  animals  for  a 
longer  period  than  in  the  higher  orders  of  the  vertebrata,  and 
hence  the  frog  has  been  extensively  employed  in  researches  of  this 
description. 

The  following  is  one  of  the  forms  of  experiment^  devised  by 
Matteucci,  to  show  the  existence  of  the  muscular  current : — Five 
or  six  frogs  are  killed  by  dividing  the  spinal  column  just  below 
the  headj  the  lower  limbs  are  removed,  and  the  integuments 
stripped  off  them ;  the  thighs  are  next  separated  from  the  legs  at 
the  knee-joint,  and  are  cut  across  transversely.  The  lower  halves 
of  these  prepared  thighs  are  then  placed  upon  a  varnished  board, 
and  so  arranged  that  the  knee-joint  of  one  limb  shall  be  in  con- 
tact with  the  transverse  section  of  the  next,  and  thus  a  muscular 
pile  is  formed  consisting  of  ten  or.  twelve  elements ;  the  terminal 
pieces  of  this  pile  are  each  made  to  dip  into  a  separate  small  cavity 
in  the  board,  in  which  a  little  distilled  water  is  placed.  If  the  wires 
of  a  sensitive  galvanometer  be  attached  to  a  pair  of  platinum  plates. 
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and  these  plates  be  plunged  simultaneously,  one  into  each  cavity 
in  connexion  with  the  muscular  pile,  a  deviation  of  the  galvano- 
meter needle  will  be  observed  in  a  direction  which  indicates  the 
existence  of  a  current  passing  from  the  centre  or  cut  transverse 
surface  of  the  muscle  towards  its  exterior. 

Dubois  Beymond,  by  the  use  of  still  more  sensitive  instru- 
ments, has  shown  that  even  the  smallest  shreds  of  muscular  tissue 
exhibit  proof  of  the  existence  of  such  a  current,  and  the  conclu- 
sion which  he  draws  from  his  experiments  is  the  following : — ^Any 
point  of  the  natural  or  artificial  hngitudtMil  section  of  a  muscle 
is  positive  in  relation  to  any  point  of  the  natural  or  artificial 
transverse  section. 

Interesting  as  this  subject  is  in  a  chemical  point  of  view,  in 
connexion  with  the  changes  which  take  place  in  the  circulating 
fluids,  it  would  be  irrelevant  to  our  present  purpose  to  pursue  it 
further.  The  question  belongs  more  properly  to  the  physiologist 
than  to  the  chemist ;  and  the  reader  who  desires  fuller  informa- 
tion upon  this  branch  of  inquiry  is  referred  to  the  various  papers 
of  Matteucci,  in  the  Annates  de  ChimiCy  and  the  Philosophical 
Transactions,  and  to  the  work  of  Dubois  Reymond,  or  to  the  more 
recent  systematic  treatises  on  physiology. 

§  VIII.  Magnetic  Polarization  op  Light — Diabiagnetism. 

(322)  Influence  of  Magnetism  on  Polarized  Light  transmitted 
through  UncrystaUized  Transparent  Bodies, — ^Allusion  has  been 
already  made  (127)  to  a  peculiar  kind  of  polarization  to  which  light 
is  subject^  when  transmitted  through  certain  transparent  media, 
which  are  under  the  influence  of  magnets  of  high  power.  Some 
transparent  bodies  are  better  fitted  than  others  to  exhibit  this 
phenomenon.  Some  years  ago  Faraday  prepared  a  peculiar  kind 
of  glass  for  optical  purposes ;  it  consisted  of  a  mixture  of  silicate 
and  borate  of  lead,  and  was  much  denser  than  ordinary  flint  glass : 
this  glass  is  particularly  weU  adapted  to  display  the  effects  of  mag- 
netic polarization.  Let  a  piece  of  this  glass  which  has  been  pro- 
perly annealed  be  cut  into  the  form  of  a  rectangular  bar  or  prism, 
terminated  by  flat  parallel  faces,  and  let  it  be  placed  between  the 
poles  of  a  powerful  electro-magnet  not  in  action,  the  axis  of  the 
prism  being  parallel  to  a  line  which  joins  the  two  poles — ^in  fact 
in  the  direction  of  the  keeper  of  a  horse-shoe  magnet.  A  ray  of 
polarized  Ught  may  be  transmitted  along  the  axis  of  the  glass  bar, 
and  if  examined  by  an  analysing  plate  in  the  usual  manner  (lao) 
the  light  wiU  disappear  when  the  plane  of  reflection  from  the  ana- 
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lysing  plate  is  at  right  angles  to  the  plane  of  polarization.     If, 
now,  whilst  the  polarized  ray  is  at  the  point  of  maximum  obscura- 
tion, the  soft  iron  be  magnetized  by  the  action  of  the  battery,  the 
light  will  instantly  reappear,  and  if  white  light 
be  used,  the  reflected  ray  will  be  coloured.   The  ' 

moment  that  the  connexion  with  the  battery 
is  broken,  the  light  will  disappear ;  but  it  will 
again  become  visible  each  time  that  the  iron 
is  rendered  magnetic.  If  the  north  end  of 
the  magnet  be  towards  the  observer,  the  rota- 
tion of  the  plane  of  polarization  is  to  the 
right,  as  represented  in  fig.  265,  No.  i ;  but  if  the  direction  of 
the  magnetism  be  reversed,  so  that  the  south  end  is  nearest  the 
observer,  the  rotation  is  to  the  left,  as  in  No.  2. 

Different  bodies,  when  placed  between  the  poles  of  an  electro- 
magnet, possess  the  property  of  causing  the  ray  to  rotate  in  dif- 
ferent degrees,  but  all  singly  refracting  solids  and  liquids  manifest 
it :  in  magnetized  gases,  and  in  vacuo ,  no  such  effects  have  been 
discovered.  The  extent  of  the  rotation  is,  cateris  paribus^  directly 
as  the  intensity  of  the  magnetism,  and  as  the  length  of  the  medium 
traversed  by  the  ray.  By  placing  the  transparent  bodies  in  the 
axis  of  a  coQ  of  wire  conveying  an  electric  current,  the  same  eflects 
are  produced,  but  in  a  lower  degree :  the  more  numerous  the  coils 
of  the  helix,  and  the  longer  the  column  of  the  transparent  body 
which  is  traversed  by  the  ray,  the  greater  is  the  extent  of  the  rota- 
tion. If  while  a  ray  of  polarized  light  is  traversing  a  diamagnetic 
medium  (324)  an  electric  current  be  passed  round  the  ray,  in  a 
plane  perpendicular  to  the  direction  of  the  ray,  the  rotation  occurs 
in  the  same  direction  as  that  in  which  the  current  is  passing. 
The  interposition  of  bodies  which  are  not  susceptible  of  mag- 
netism, between  the  coils  of  the  helix  and  the  transparent  body 
placed  in  its  axis,  does  not  sensibly  affect  the  polarizing  action, 
but  the  interposition  of  a  hollow  iron  cone  between  the  helix  and 
the  transparent  body  in  its  axis,  in  some  cases  greatly  heightens 
the  effect,  in  others  it  neutralizes  it,  the  rotatory  influence  varying 
with  the  thickness  of  the  core. 

Matteucci  found  that  by  elevating  the  temperature  of  a  bar 
of  heavy  glass  to  about  600°  (316°  C),  the  rotatory  power  is  in- 
creased by  about  one-third,  when  compared  with  the  effect  of  the 
same  bar  at  ordinary  temperatures.  According  to  Matthiessen, 
fused  phosphoric  acid,  agate,  fluor  spar,  and  flint,  exhibit  no  sus- 
ceptibility to  magnetic  polarization.  Bertin  {Ann.  de  Chimie,  III. 
xxiii.  31)  gives  the  following  rotatory  power  for  columns  of  equal 
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length  of  various  bodies  at  ordinary  temperatures^  assuming  that 
of  heavy  glass  as  equal  to  i : — 

Heavy  glass I'oo 

Stannic  chloride 077 

Carbonic  disulphide 074 

Common  flint  glass 0*53 

Phosphorous  chloride  (PCI3)  .      .     .  0*51^ 

Water 0*25 

Alcohol  (sp.  gr.  0*850)       .     .     .     .  o'i8 

Ether 0-15 

The  salts  of  calcium^  of  zinc^  and  of  magnesium^  as  well  as  many 
other  saline  substances,  increase  the  rotatory  power  of  water, 
when  added  to  it,  the  effect  being  proportioned  to  the  strength  of 
the  solution.  Yerdet  has  determined  by  careful  measurement 
{Ann.  de  Chimie,  III.  lii.  129)  the  extent  to  which  this  rotatory 
power  is  possessed  by  various  bodies  in  solution ;  and  the  same 
observer  has  shown  that  many  magnetic  bodies  experience  a  rota- 
tion in  a  direction  the  reverse  of  that  produced  in  diamagnetic 
bodies;  for  example,  the  addition  of  a  salt  of  iron  to  water 
diminishes  the  rotatory  power  of  the  liquid ;  an  aqueous  solution 
of  ferric  chloride,  containing  40  per  cent,  of  the  salt,  gives  a 
negative  rotation,  which  is  five  or  six  times  as  powerful  as  the 
positive  rotation  possessed  by  water.  Salts  of  chromium,  titanium, 
cerium,  uranium,  and  lanthanum  produce  a  similar  effect ;  whilst 
the  salts  of  nickel  and  cobalt,  which  are  also  magnetic,  produce 
a  positive  effect,  and  increase  the  ordinary  rotatory  power.  Potassic 
ferrocyanide,  although  it  contains  iron,  exerts  a  positive  rotatory 
effect. 

Bodies,  such  as  oil  of  turpentine,  which  naturally  produce 
coloured  rotatory  polarization  (126)  have  the  power  exalted,  anni- 
hilated, or  reversed,  according  to  the  direction  and  intensity  of 
the  electric  current  which  is  transmitted  through  the  coil.  The 
polarization  produced  by  magnetism  differs  &om  the  ordinary 
Fig  266.  coloured  rotatory  polarization  shown  by  oil  of 

a  turpentine,  in  this  remarkable  particular — ^viz., 
that  the  magnetic  rotation  is  always  in  the 
same  direction  as  that  of  the  current  which 
circulates  around  the  coil. 

Let  c  d,  fig.  266 y  represent  a  vessel  filled 
with  oU  of  turpentine  endowed  with  right- 
handed  rotation,  and  let  a  6  be  a  polarized 
ray.      If  the  ray  proceed  &om  a  to  the  ob- 
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server  at  i,  the  rotation  will  of  course  appear  to  be  right-haaded 
to  him,  as  shown  by  the  circle,  c ;  and  if  from  h  to  a,  the  rota- 
tion will  still  appear  to  be  right-handed  to  the  observer  at  a,  as 
shown  by  the  circle,  d.  If  now  a  current  be  passed  round  c  rf, 
in  the  direction  of  the  circular  arrow  at  c,  the  rotation  to  the 
observer  at  b  will  appear  to  be  increased  \  while  to  an  observer  at 
a,  it  will  appear  to  be  neutralized  or  reversed. 

These  eiSects  upon  the  polarized  ray  are  due  to  the  temporary 
strain  exerted  upon  the  molecules  of  the  transparent  bodies  while 
under  the  influence  of  the  magnet.  Matteucci  found  that  by  sub- 
mitting the  glass  or  other  transparent  body  to  compression  he  could 
modify  or  diminish  the  extent  of  the  rotation  which  the  same 
substance  would  produce  when  submitted  to  the  action  of  equal 
electro-magnetic  force,  in  circumstances  in  other  respects  similar.   ^ 

(323)  Magnetism  of  Bodies  in  general. — It  was  formerly 
imagined  since  iron  was  susceptible  of  magnetism  in  a  high  degree, 
nickel  in  an  inferior  degree,  and  cobalt  in  a  degree  still  less,  that 
all  other  substances  might  also  be  magnetic,  although  to  an  extent 
so  minute  as  to  elude  the  ordinary  means  of  observation.  More- 
over, as  experiment  had  proved  that  a  reduction  of  temperature 
exalts  the  magnetic  power  of  iron  and  of  nickel,  it  seemed  not  un- 
reasonable to  anticipate  that  by  extreme  depression  of  temperature 
a  point  might  be  attained  at  which  every  species  of  matter  would 
show  itself  obedient  to  the  magnet.  Experiments  made  upon  this 
subject  at  very  low  temperatures  have  not,  however,  justified  these 
expectations.  The  employment  of  magnets  of  unusual  power  has, 
on  the  other  hand,  revealed  the  existence  of  a  susceptibility  to 
this  force  in  cases  where  under  ordinary  circumstances  it  had  not 
been  observed.      (Faraday,  Phil.  Trans.  1846.) 

Before  adverting  to  these  experiments,  it  will  be  advisable  to 
define  clearly  the  diflTerent  parts  of  the  space  between  the  two  poles 
where  the  magnetic  action  is  manifested.  Let  us  suppose  that  we 
are  looking  down  upon  the  poles,  n,  s  (fig.  367)^ 
of  a  powerful  horse-shoe  magnet;  tihe  space  y^:JL^ 

between  them  has  been  termed  by  Faraday 
the  magnetic  field;  the  line  a,  x,  will  give  the 
direction  of  its  axis ;  the  line  b,  q,  which  is 
in  the  same  horizontal  plane,  but  at  right 
angles  to  a  x,  will  form  the  equator  of  the 
magnetic  field.  A  bar  of  iron  suspended  by 
its  centre  above  such  a  magnet,  will  take  a 
horizontal  direction  parallel  to  the  axis,  a  x,  and  is  said  to  point 
axially.     By  using  electro-magnets  of  enormous  power  (303)  many 
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bodies  not  usually  reputed  to  be  magnetic  will  take  the  axial 
position  like  a  bar  of  iron.  For  example^  if  an  elongated  frag- 
ment of  haematite^  or  native  ferric  oxide,  which  is  indifferent  to 
a  common  magnet,  be  suspended  horizontally  at  its  centre  by 
a  few  fibres  of  silk  between  the  poles  of  such  an  electro-magnet, 
it  will  point  axially;  even  a  sheet  of  writing-paper  rolled  up 
so  as  to  form  a  short  cylinder  will,  usually,  owing  to  the  small 
quantity  of  iron  or  of  cobalt  that  it  contains,  assume  a  similar 
direction. 

Faraday  has  found  as  a  general  rule  that  the  salts  of  the 
magnetic  metals  are  themselves  magnetic,  provided  that  these 
metals  enter  into  the  basy I  of  the  salts.  For  instance,  crystals  of 
ferrous  sulphate  placed  in  a  thin  glass  tube^  which  is  not  mag- 
netic, will  cause  the  tube  to  point  axially.  Such  salts  pre- 
serve their  magnetic  properties  even  when  dissolved  in  water : 
if  the  solution  be  placed  in  a  glass  tube  of  the  form  shown  in 
fig.  268,  the  tube,  when  suspended  by  a  loop  of 
^^^'  ^  '  copper  wire  and  a  few  fibres  of  raw  silk,  will 
take  an  axial  position  between  the  poles  of  the 
magnet.  Solutions  of  nickelous  and  cobalt- 
ous  sulphate  act  in  a  manner  similar  to  the 
solutions  of  the  salts  of  iron.  The  pure  salts 
of  chromium  and  of  manganese  have  in  like  manner  proved  to  be 
magnetic,  and  hence  these  metals  themselves  are  inferred  to  be 
sOy  although,  from  the  high  temperature  required  to  reduce  them 
to  the  magnetic  condition,  it  is  difficult  to  obtain  the  metals  in 
mass  in  such  a  state  of  chemical  purity  as  would  enable  the  fact 
to  be  verified  by  experiments  upon  the  metals  themselves. 

(324)   Diamofffietism, — ^All  the  magnetic  bodies   mentioned 

above  are  attracted  indifferently  by  either  magnetic 

Fig.  269.      p^jjg .  ^jy^^  jf  q£  elongated  form,  they  place  themselvea 

with  their  longest  diameter  in  the  axial  direction 

when  suspended  by  their  centre  between  two  contrary 

magnetic  poles.   It  is,  however,  far  from  being  true 

that  all  substances  are  magnetic.  Bodies  exist  which, 

when  brought  near  to  a  magnetic  pole,  are  repelled 

instead  of  being   attracted:  such  substances  have 

been  termed  diamagneiics.     If  a  straw  (s,  fig.  269) 

be  suspended  horizontally  by  a  silk  fibre,  and  from 

_   one  extremity  of  the  straw  a  small  piece  of  phos- 

Sh&  phorus,  p,  be  supported  in  a  ring  of  fine  copper  wire, 

BB  repulsion  of  the  phosphorus  will  be  produced  indif- 

^n  ferently  by  either  pole.     In  such  an  experiment  it 
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Pig.  370. 


Tnll  be  found  oonyenient  to  place  a  soft  iron  armature^  bevelled 
off  to  a  blunt  pointy  upon  the  pole  of  the  magnet^  in  order  to 
concentrate  the  power,  because  the  repulsive  force  is  very 
feeble  when  compared  with  the  attractive  power  developed 
in  iron.  If  a  stick  of  phosphorus  be  suspended  between 
the  two  poles  of  the  electro-magnet,  it  takes  the  equatorifd 
position,  assimiing  a  direction  at  right  angles  to  that  of  a 
bar  of  iron,  the  phosphorus  being  repelled  by  each  pole  to  the 
greatest  distance  possible.  Phosphorus,  it  will  be  observed,  is  a 
non-conductor  of  electricity ;  but  some  of  the  metals,  of  which 
bismuth  and  antimony  are  the  most  remarkable,  exhibit  this  repul- 
sive action  in  a  still  higher  degree. 
Substances  of  an  oi^anic  nature,  such 
as  slices  of  wood,  apple,  potato,  or 
flesh,  likewise  show  this  diamagnetic 
power,  though  not  strongly.  In 
fact,  all  bodies  which  are  not  mag- 
netic,  exhibit  diamagnetic  properties. 
Owing  to  the  feeble  amount  of  these 
repulsive  actions,  it  is  necessary  to 
screen  the  objects  under  experiment 
from  the  influence  of  currents  of  air, 
by  surrounding  them  with  a  glass- 
case,  as  represented  in  fig.  270,  in 
which  b  represents  a  bar  of  bismuth, 
or  other  diamagnetic  body,  delicately  ^^^1 
suspended  by  a  few  fibres  of  unspun  ^1 
silk,  c.  The  bismuth  bar  is  shown 
in  the  equatorial  position  between  the  two  poles  of  the  electro- 
magnet, which  project  through  apertures  made  for  their  reception 
in  the  table. 

(325)  Diamoffneiism  of  Gases. — The  earlier  experiments  upon 
the  gases,  owing  to  the  very  small  amount  of  ponderable  matter 
to  be  acted  upon,  gave  results  which  seemed  to  prove  that  they 
were  indifferent  to  the  influence  of  the  magnet ;  but  subsequent 
researches  have  shown  that  even  the  different  gases  and  vapours 
are  susceptible  of  the  diamagnetic  influence  in  a  degree  which 
varies  with  the  nature  of  the  gas. — (Faraday,  Phil.  Mag.^  i847i 
xxxi.  p.  401.) 

The  gases  upon  which  experiments  were  made  by  Faraday 
appear  to  stand  in  the  following  order,  beginning  with  those 
which  are  least  diamagnetic: — atmospheric  air,  nitric  oxide, 
nitrogen,  carbonic  anhydride,  nitrous  oxide,  carbonic  oxide,  hy- 
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drogen  coal  gas^  olefiant  gas^  hydrochloric  acid^  ammonia^  aad 
chlorine. 

Elevation  of  temperature  exalts  the  diamagnetic  condition, — a 
stream  of  hot  oxygen  appearing  to  be  diamagnetic  in  an  atmo- 
sphere of  cold  oxygen.  A  similar  result  was  obtained  with  all 
such  gases  as  were  compared  with  each  other  at  high  and  at  low 
temperatures.  On  the  other  hand,  depression  of  temperature 
lowers  the  diamagnetic  force,  so  that  a  current  of  cooled  gas  when 
allowed  to  flow  into  a  warmer  atmosphere  of  the  same  kind,  takes 
an  axial  position  in  the  magnetic  field.  If  a  stream  of  one  gas 
be  allowed  to  escape  into  an  atmosphere  of  a  second  gas  more 
diamagnetic  than  itself,  the  less  diamagnetic  gas  takes  the  axial 
position ;  when  atmospheric  air,  for  instance,  is  made  to  flow  into 
coal  gas,  the  air  takes  the  axial  or  magnetic  position  between  the 
poles;  though  air  itself  would  take  the  equatorial  position  in 
oxygen  gas.  The  diamagnetism  of  gases  was  first  indicated  in  an 
experiment  by  Bancalari :  he  found  that  the  flame  of  burning 
bodies  was  influenced  by  the  action  of  a  powerful  electro-magnet. 
This  eflfect  is  beautifully  exhibited  by  simply  placing  the  flame  of 
a  taper,  or  of  any  combustible  substance,  between  the  poles  of  the 
magnet,  when  in  action ;  the  flame  appears  to  be  repelled  towards 
either  side  by  the  poles,  and  if  the  m^net  be  sufficiently  powerful, 
the  flame  divides  into  two  streams,  which  pass  off  horizontally,  one 
on  either  side,  in  the  equatorial  direction.  If  the  taper  be  ex- 
tinguished, whilst  the  wick  still  continues  to  glow,  the  ascending 
column  of  smoke  when  placed  between  the  poles  of  the  magnet 
exhibits  these  motions  equally  well. 

The  following  simple  contrivance  was  employed  by  Faraday 
to  show  the  position  assumed  by  the  different  gases.  A  bent 
tube  conveyed  the  gas  for  experiment  in  a  very  slow  but  conti- 
nuous stream  into  the  centre  of  the  magnetic  field;  generally  a 
piece  of  paper,  moistened  with  a  solution  of  ammonia,  was  placed 
in  the  bent  tube.  Supposing  the  gas  to  be  lighter  thaji  air,  three 
wide  glass  tubes,  open  at  each  end,  and  three  or  four  inches 
(8  or  lo  centimetres)  long,  were  suspended  with  their  lower  aper- 
PiG.  371.  tures  in  the  equatorial  line,  as  represented 

in  fig.  271,  with  the  middle  tube  just 
above  the  bent  tube  for  the  delivery  of 
the  gas.     In  each  tube  a  piece  of  paper 

T^^     ^  moistened  with  hydrochloric  acid  was  sus- 

f^^^V      pended.     The  whole  was  screened  from 


1^  currents  of  air  by  plates  of  glass.     So 
long  as  the   iron  was   not  magnetized. 
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the  gas  flowed  readily  up  the  axis  of  the  middle  tube;  but 
on  bringing  the  electro-magnet  into  action^  the  gas,  instead 
of  passing  directly  up  the  central  tube,  was,  when  more  dia- 
magnetic  than  air,  diverted  into  each  of  the  side  tubes;  and 
the  currents  were  rendered  visible  by  the  white  fumes  produced 
when  the  ammonia  carried  by  the  gas  came  into  contact  with  the 
vapours  of  the  acid  contained  in  the  tube.  If  the  gas  under 
experiment  were  heavier  than  atmospheric  air,  the  position  of 
all  the  tubes  was  inverted,  and  in  place  of  ascending  cur- 
rents, descending  currents  were  obtained.  The  action  of 
the  magnet  upon  the  different  gases  was  also  shown  by 
blowing  soap  bubbles,  filled  with  each  gas  for  trial,  upon  the 
end  of  a  capillary  tube,  and  bringing  the  suspended  bubble  near 
to  the  pole  of  the  magnet ;  on  completing  the  circuit  the  bubble 
was  attracted  or  repelled  according  as  the  gas  was  magnetic  or 
diamagnetic. 

By  suspending  a  feebly  magnetic  glass  tube,  attached  to  the 
thread  of  a  delicate  torsion  balance,  between  the  magnetic  poles 
successively  in  oxygen  and  in  vacuo,  E.  Becquerel  {Ann,  de  Chimie, 
III.  xxviii.  324)  found  that  the  tube  was  less  strongly  attracted  in 
oxygen  than  in  the  exhausted  receiver,  and  by  varying  the  expe- 
riment in  different  ways  he  succeeded  in  proving  that  oxygen  is  a 
decidedly  magnetic  body ;  he  has  calculated  that  a  cubic  metre  of 
oxygen,  which  at  oP  C.  and  760^°^  Bar.  weighs  1*4298  kilo.,  if 
it  were  condensed  till  it  had  a  specific  gravity  equal  to  that  of 
iron,  would  act  upon  a  magnetic  needle  with  a  force  equal  to  that 
of  a  little  cube  of  iron  weighing  540™*^'* ;  or  that  the  mag- 
netism  of  oxygen  is  to  that  of  metallic  iron  as  i  :  2647.  He 
computes  that  the  magnetic  effect  of  the  oxygen  in  the  air  is 
equal  to  that  of  a  shell  of  metallic  iron  -^  of  an  inch  (o"™-i) 
in  thickness  surrounding  the  globe  of  the  earth. 

The  fact  of  the  magnetism  of  oxygen  was  first  suggested  by 
Faraday  {Phil.  Mag.  1847,  xxxi.  41 2)  and  was  amply  proved  b}^him 
{FhU.  Trans.  1851, 23),independently  of  Becquerel.  He  has  further 
ascertained  that,  like  iron,  it  loses  its  magnetism  when  strongly 
heated,  but  recovers  it  when  the  temperature  falls.  In  this  dimi- 
nution in  magnetic  intensity  as  the  temperature  rises,  he  considers, 
probably  lies  the  explanation  of  the  diurnal  variations  of  the  needle, 
the  cause  of  which  has  so  much  perplexed  magnetic  observers :  the 
explanation  is,  however,  not  regarded  as  adequate  by  some  eminent 
magneticians. 

(326)  The  following  table  contains  a  list  of  various  substances 

1  B  R 
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arranged  in  the  order  of  their  magnetic*  and  diamagnetie  powers, 
approximatiyely  determined  by  Faraday : — 


as 


Mafffietic. 

Iron 

Nickel 

Cobalt 

Manganese 

Chromium 

Cerium 

Titanium 

Palladium 

Crown  glass 

Platinum 

Osmium 

Oxygen 


Nitrogen. 


Diamagnetie. 

Sismuth 

Phosphorus 

Antimony 

Zinc 

Silico-borate  of  lead 

Tin 

Cadmium 

Sodiimi 

Flint  glass 

Mercury 

Lead 

Silver 

Copper 

Water 

Gold 

Alcohol 

Ether 

Arsenicum 

Uranium 

Ehodium 

Iridium 

Tungsten 


It  is  worthy  of  particular  remark  that  the  same  substance  may 
appear  to  be  either  magnetic  or  diamagnetie  according  to  the 
nature  of  the  medium  in  which  it  is  placed.  If  a  glass  rod  be 
suspended  horizontally  in  a  vessel  of  water,  which  is  a  strongly 
diamagnetie  body,  it  will  point  axially,  like  a  rod  of  iron :  whereas 
the  same  rod,  if  suspended  in  a  solution  of  ferrous  sulphate,  which 
is  magnetic,  will  point  in  the  equatorial  direction.  In  like  man- 
ner a  tube  containing  a  solution  of  ferrous  sulphate  will  in  pure 
water  seem  to  be  magnetic,  while  in  a  still  stronger  solution  of 
the  sulphate  it  will  act  as  a  diamagnetie  substance ;  just  as  a  soap 
bubble  filled  with  carbonic  anhydride,  which  is  heavier  than  air, 
will  fall  to  the  ground,  while  if  filled  with  hydrogen,  which  is 
much  lighter  than  the  atmosphere,  it  will  ascend. 

*  Faraday  regards  all  substances  as  magDetic,  and  designates  those  sub- 
stances generally  termed  magnetic^  as  jparamagnetic,  in  contradistinction  to  those 
which  are  diamagnetie 
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Air,  in  consequence  of  its  containing  oxygen  in  an  uncom- 
bined  condition^  is  a  magnetic  substance. 

(327)  The  same  Elements  in  combination  may  be  Magnetic  or 
Diamagnetic  according  to  the  nature  of  the  Compound, — One  of  the 
most  interesting  peculiarities  of  diamagnetism  is  exhibited  in  the 
circumstance  that  the  same  body  may  assume  the  magnetic  or  the 
diamagnetic  state  according  to  the  nature  of  the  compound  whifch 

at  forms.  A  metal  may,  for  example,  occur  as  the  basic  or  electro- 
positive constituent  of  a  compound,  or  it  may  enter  into  the  com- 
position of  those  substances  which  form  the  acid  or  electro-negative 
constituent  of  the  compound.  A  good  illustration  of  the  diflference 
thus  produced  occurs  in  the  case  of  iron.  Iron  acts  as  a  basyl  in 
the  crystals  of  green  vitriol  (FeSO^  7  H^O),  of  which  the  metal 
forms  about  a  fifth  by  weight,  and  it  gives  to  them  a  decidedly 
magnetic  power;  but  in  potassic  ferrocyanide  (K^PeCyg,  3  H3O), 
which  also  contains  iron,  to  the  extent  of  more  than  an  eighth  of 
its  weight,  the  crystals  are  diamagnetic.  The  iron  in  this  case 
occurs  in  the  electro-negative  constituent  of  the  salt,  and  not  as 
a  basyl.*  In  the  same  way,  potassic  dichromate  (KgCrO^jCrOg), 
where  the  chromium  forms  part  of  the  acid  radicle,  is  diamagnetic, 
while  chromic  sulphate  (Org  3  SOJ,  where  the  metal  acts  as  a 
basyl,  is  decidedly  magnetic.  Some  of  the  compounds  of  cobalt 
exhibit  analogous  differences.  ^ 

(328)  Influence  of  Structure  on  Diamagnetism. — In  prose- 
cuting this  subject,  Tyndall  and  Knoblauch  {Phil.  Mag.  1850, 
vol.  xxxvi.  p.  178,  and  xxxvii.  p.  1)  have  been  led  to  the  conclusion 
that  a  substance  may  appear  to  be  either  magnetic  or  diamagnetic 
according  to  the  arrangement  of  its  component  particles.  It 
must  not,  however,  be  supposed  that  there  is  not  a  real  distinction 
between  the  two  classes  of  substances ;  but  that,  under  certain  cir- 
cumstances, a  truly  magnetic  body  may  appear  to  be  diamagnetic, 
and  a  body  truly  diamagnetic  may  appear  to  be  magnetic.  The 
following  experiment  may  be  cited  in  order  to  explain  this  point. 
A  small  flat  circular  disk  was  preparkl  with  a  paste  of  wheaten 
flour ;  and  in  this  disk  a  number  of  short  pieces  of  iron  wire  were 
placed,  all  parallel  to  each  other,  and  all  passing  from  one  surface 
of  the  disk  to  the  other,  perpendicularly  to  its  two  faces.  This 
disk  was  suspended  from  a  fibre  of  silk,  by  its  edge,  in  a  vertical 
direction,  between  the  poles  of  an  electro-magnet ;  but  though  it 


*  It  is,  however,  remarkable  that  the  red  prussiate,  or  potassic  ferricyanide 
(KjFeCy,),  is  according  to  Pliicker's  observation,  distinctly,  though  feebly,  mag- 
netic    Faraday  enumerates  it  among  the  diamagnetic  class. 
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was  undoubtedly  magnetic^  the  plate  placed  itself  with  its  faces 
parallel  to  the  equator  of  the  magnetic  field.  Each  of  the  short 
pieces  of  wire,  however,  had  assumed  the  axial  position,  although 
the  disk  as  a  whole  arranged  itself  in  a  diamagnetic  position. 

When  a  similar  disk  was  prepared  in  which  threads  of  bismuth 
were  substituted  for  the  iron  wire,  the  disk  placed  itself  in  the 
magnetic  direction,  with  its  faces  parallel  to  the  axis  of  the  mag- 
netic field.  The  bismuth,  however,  is  unquestionably  diamagnetic, 
and  each  of  the  pieces  of  this  metal  which  the  plate  contains 
assumes  the  diamagnetic  direction. 

The  conclusion  which  Tyndall  and  Knoblauch  draw  from  these 
experiments  is,  that  if,  in  a  magnetic  or  in  a  diamagnetic  mass,  there 
be  one  particular  direction  in  which  the  particles  which  compose 
it  are  more  closely  approximated  to  each  other  than  in  any  other 
direction,  the  line*  which  corresponds  to  this  direction  of  greatest 
density  will  be  the  one  in  which  the  magnetic  or  diamagnetic  action 
is  most  strongly  marked.  One  of  the  experiments  made  in  sup- 
port of  this  view  is  the  following : — Powdered  bismuth  was~formed 
by  means  of  gum- water  into  a  mass  suflSciently  coherent  to  be 
worked  into  a  small  cylindrical  bar  about  an  inch  (25™")  long 
and  a  quarter  of  an  inch  (6°™)  thick.  When  this  cylinder  was 
suspended  by  its  centre,  in  a  horizontal  direction  between  the  poles 
of  the  electro-magnet,  it  pointed  equatorially  as  an  ordinary  bar 
of  bismuth  would  have  done ;  but  when  this  same  cylinder  was 
compressed  laterally,  so  as  to  form  a  flat  plate,  it  assumed  a 
direction  with  its  faces  parallel  to  the  axial  position,  though  its 
length  in  some  cases  was  ten  times  as  great  as  its  thickness. 

Again,  ferrous  carbonate  is  a  magnetic  body :  if  reduced  to 
fine  powder,  and  formed  into  a  cylinder  similar  to  that  made  with 
the  bismuth,  it  will  point  axially,  or  like  a  magnet,  between  the 
poles ;  but  if  compressed  into  a  plate,  this  plate  will  set  with  its  faces 
parallel  to  the  equatorial  direction.  Hei^,  in  each  case,  those  parts 
in  which  the  particles  of  the  bismuth,  ot  the  salt  of  iron,  are  by 
compression  brought  the  nearest  to  each  other,  are  those  in  which 
the  diamagnetic  or  the  magnetic  action  predominates.  It  is  by 
an  application  of  this  principle  that  Tyndall  and  Knoblauch  account 
for  the  fact  discovered  by  Pliicker,  that  in  all  crystalline  bodies 
belonging  to  those  systems  which  exercise  a  doubly  refractive  in- 
fluence on  light,  the  optic  axis  assumes  a  definite  direction  under 
the  influence  of  the  electro-magnet.  Assuming  that  the  optic  axis 
of  a  crystal  is  the  direction  in  which  the  particles  of  the  crystal 
have  experienced  the  greatest  degree  of  condensation,  the  eflTects 
obtained  by  experiment  admit  of  explanation.  The  position  assumed 
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by  the  optic  axis  is  not  uniformly  the  same  in  diflferent  specimens 
of  the  same  substance^  though  in  the  same  specimen  it  is  always 
the  same.  For  example :  Iceland  spar^  when  pure,  is  a  diamagnetic 
substance,  but,  if  it  contain  ferrous  carbonate,  it  exhibits  magnetic 
properties.  In  the  course  of  their  researches,  Tyndall  and  Knob- 
lauch took  pieces  from  several  specimens  of  Iceland  spar,  some  of 
which  were  magnetic,  others  diamagnetic.  These  diflferent  samples 
were  cut  into  the  form  of  disks,  or  flat  circular  plates,  the  surfaces 
of  which  were  parallel  to  the  optic  axis  of  the  crystals.  When  the 
disks  were  suspended  horizontally  at  their  centres  between  the 
poles  of  an  electro-magnet,  so  that  the  optic  axis  of  the  crystal 
was  in  a  horizontal  plane,  each  disk  always  assumed  a  determinate 
direction.  When  the  disk  was  taken  from  a  magnetic  crystal,  the 
optic  axis  placed  itself  axially  between  the  poles ;  when  from  a  dia- 
magnetic crystal,  the  optic  axis  assumed  the  equatorial  direction. 
Thus  it  appears,  that  whether  the  crystal  be  magnetic  or  diamag- 
netic, the  action  is  exhibited  in  each  case  most  powerfully  in  the 
direction  of  the  optic  axis,  which  is  assumed  to  be  the  line  in 
which  the  particles  are  most  closely  approximated  to  each  other. 
Faraday  has  shown  that  the  directive  force  of  the  crystal,  whether 
magnetic  or  diamagnetic,  diminishes  as  the  temperature  rises. 

(329)  Law  of  Diamagnetic  Repulsion. — It  has  been  ascertained 
by  E.  Becquerel  and  by  Tyndall,  that  the  diamagnetic  repulsion, 
as  measured  by  means  of  the  torsion  balance,  is  as  the  square  of 
the  intensity  of  the  current.  The  phenomena  of  diamagnetism 
may  be  accounted  for,  as  was  remarked  by  Faraday,  on  the  sup- 
position that  electric  currents  are  circulating  around  the  particles 
of  the  diamagnetic  body  in  a  direction  the  reverse  of  those  which 
are  supposed  to  exist  in  magnetic  bodies,  though  he  was  unable 
to  satisfy  himself,  by  experiment,  of  the  existence  of  such  polarity; 
but  the  experiments  of  Reich,  of  Weber,  and  of  Tyndall  (Phil. 
Trans.  1855,  1856),  appear  to  have  proved  conclusively  that  bodies 
which  are  under  diamagnetic  influence,  exhibit  polar  characters. 
The  polarity  of  these  bodies  is  such  that  a  diamagnetic  substance 
possesses  a  feeble  magnetic  polarity,  the  magnetism  of  each  pole 
being  similar  to  that  of  the  pole  of  the  inducing  magnet  in  its 
vicinity :  whereas  in  an  ordinary  magnetic  substance  the  inducing 
magnetism  is  opposite  to  that  of  the  magnetic  pole  by  which  the 
magnetism  is  elicited. 

The  principle  of  Weber's  beautiful  apparatus,  with  which  TyndaH's  decisive 
ezperitnents  were  made,  will  be  understood  without  difi&culty.  Let  H,  Bf  (fig. 
272)  represent  two  similar  vertical  helices  of  copper  wire;  ah,cd,  two  bars  of 
bismuth  or  olher  diamagnetic  body  attached  to  cords,  which  pass  over  the  wheels 
w,  w',  so  that  they  can,  by  moving  on&  of  the  wheels,  be  placed,  at  pleasure,  in 
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either  of  the  posiiioiis  shown  in  fig.  274,  i  and  2.  ns  represents  one  of  a  pair 
of  bar  magnets,  arranged  astaticallj,  and  delicately  suspended  side  by  side  by  a 
few  fibres  of  xinspan  silk,  T.  H  is  a  mirror  attached  to  the  centre  of  the  magnet, 
and  by  viewing  a  scale  reflected  in  this  mirror  through  a  telescope  at  a  distance 
of  3  or  4  metres,  the  smallest  deflection  of  the  magnets  may  be  estimated  and 
measured.     On  transmitting  a  voltaic  current  from  one  or  two  of  Grove's  cells 
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through  the  coils  in  opposite  directions,  the  bismuth  bars  within  the  helices  will 
become  diamagnetized ;  and  by  carefully  raising  or  lowering  the  astatic  bars 
ns,  sn,  shown  in  section  with  the  coils  H,  h'  in  fig.  273,  until  they  are  opposite 
the  middle  of  the  coils,  a  position  may  be  found  in  which  the  magnets  become 
indifferent  to  the  action  of  the  current.  If,  whilst  the  apparatus  is  thus  ar- 
ranged, the  wheel  w  be  turned  to  the  right,  the  bismuth  bars  will  be  brought 
into  the  position  fig.  274,  i,  and  a  deflexion  of  the  astatic  magnets  will  be 
effected.  The  lower  end,  h,  of  one  bismuth  bar,  if  polar,  woidd  be  (from  the 
reversed  direction  of  the  currents  in  the  helices)  in  the  same  condition  as  the 
upper  end,  c,  of  the  other  bismuth  bar,  and  each  will  therefore  attract  one  par- 
ticular end,  say  the  north,  of  each  magnet  composing  the  astatic  combination,^ 
and  would  repel  the  south  end ;  each  conspiring  to  produce  a  deflection  of  both 
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magnets  in  the  same  direction :  bat  on  turning  the  wheel  to  the  left,  so  as  to 
bring  the  bismuth  bars  into  the  position  shown  in  273,  2,  the  astatic  combina- 
tion will  be  deflected  to  an  equal  extent  in  the  opposite  direction. 

These  effects  are  most  marked  with  bodies  like  bismuth  and  antimony, 
which  have  the  greatest  diamagnetic  energy ;  but  they  are  also  distinctly  shown 
even  in  non-conducting  bodies,  such  as  heavy  glass,  phosphorus,  and  sulphur. 

If  solid  bismuth  give  a  deviation  which  is  represented  by  75  divisions  of  the 
scale  employed,  the  following  table  will  represent  the  action,  found  by  Tyndall, 
of  the  other  bodies  enumerated  in  it : — 


Bismuth 75 

Powdered  bismuth 37 

Antimony        13*5 

Carbonic  disulphide        ...  5*5 

White  marble 5 


Heavy  glass     .. 
Phosphorus 
Distilled  water 

Calc-spar 

Nitre       , 


4 
4 
4 
2 

17 


(330)  Definite  Quantity  of  Force;  Conservation  of  Energy ; 
Mutual  Relations  of  Different  Kinds  of  Force, — ^The  progress  of 
philosophical  inquiries  for  many  years  past  has  been  of  such  a 
nature  as  to  produce  a  growing  conviction  in  the  minds  of  the 
active  cultivators  of  science,  that  force  is  equally  indestructible 
with  matter ;  and  that,  consequently,  the  amount  of  force  which 
is  in  operation  in  the  earth  (probably  in  the  solar  system),  is  as 
definite  as  that  of  the  material  elements  through  which  its  existence 
is  made  known  to  us. 

That  the  quantity  of  force  or  energy  associated  with  matter  is 
definite,  may  be  illustrated  in  various  ways ;  one  or  two  examples 
must  i^utBce.  The  first  which  we  will  select  will  show  the  fixity  in  the 
proportion  of  heat  which  is  associated  with  a  given  quantity  of 
matter.  A  kilogramme  of  charcoal  when  burned  with  a  firee 
supply  of  air,  combines  with  2f  kilos,  of  oxygen,  and  produces 
3I-  kilos,  of  carbonic  anhydride.  The  chemical  action  produced 
by  this  combustion  is  attended  with  the  extrication  of  a  definite 
quantity  of  heat :  and  this  amount  of  heat,  if  it  be  applied  without 
loss,  is  sufficient  to  convert  lai  kilos,  of  water  at  15°  C,  into 
steam  at  100°  C. :  associated  with  each  kilogramme  of  charcoal 
there  must  therefore  be  a  definite  amount  of  energy  which  is 
brought  into  action  when  that  charcoal  is  burned.  A  diflferent 
but  equally  definite  amount  of  heat  is  emitted  .when  a  kilo,  of 
phosphorus,  of  sulphur,  of  hydrogen,  or  of  any  other  combustible 
is  burned  with  free  access  of  air  (199  et  seq.).  The  quantity  of 
electricity  associated  with  a  given  quantity  of  matter  is  equally 
definite  (28a).  When  a  piece  of  amalgamated  zinc  is  placed  in 
voltaic  relation  with  a  plate  of  platinum  in  diluted  sulphuric 
acid,  for  each  kilo,  of  zinc  which  is  dissolved,  a  quantity  of  elec- 
tricity is  liberated,  by  means  of  which  a  kilo,  of  metallic  copper 
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may  be  separated  from  the  solution  of  a  sufficient  quantity  of 
cupric  sulphate,  or  3^  kilos,  of  silver  may  be  reduced  from  a 
solution  of  argentic  nitrate. 

But  it  appears  farther,  that  there  is  no  such  thing  as  a 
destruction  of  energy.  The  cases  in  which  a  superficial  examination 
would  lead  to  the  conclusion  that  force  is  annihilated,  show  on 
closer  investigation  that  such  a  supposition  is  erroneous.  The 
only  mode  in  which  we  can  judge  of  the  existence  of  a  force  is 
from  the  effects  which  it  produces,  and  of  these  effects  that  which 
is  most  universal  is  the  power  either  of  producing  motion,  of 
arresting  it,  or  of  altering  its  direction :  whatever  possesses  this 
power  has  been  looked  upon  as  a  form  of  force.  Motion  is  con- 
sequently regarded  as  the  signal  of  force.  There  is  no  difficulty  in 
showing  that  gravity,  elasticity,  cohesion,  and  adhesion,  are  all 
forces  in  the  sense  of  the  above  definition.  But  even  the  more 
subtle  and  complex  agents — flight,  heat,  electricity,  magnetism,  and 
chemical  action,  are  all  capable  of  originating  motion,  and  may 
thus  fairly  be  admitted  under  the  definition  of  force  above  given.* 

It  will  be  found  that  in  all  cases  in  which  force  disappears,  it 
has  expended  itself  either  in  eliciting  or  setting  into  action  an 
equivalent  amount  of  some  other  force,  or  else  it  has  temporarily 
disappeared  in  producing  a  definite  amount  of  motion.  In  this 
case  it  is  especially  to  be  retaarked  that  the  amount  of  motion 
which  it  has  thus  brought  into  action,  when  that  motion  is  de- 
stroyed, will  again  give  rise  either  to  an  equal  amount  of  the  force 
which  originally  produced  it,  or  to  an  equivalent  quantity  of  some 
other  manifestation  of  force. 

For  example,  the  chemical  action  between  charooal  and  oxy- 
gen terminates  as  soon  as  the  charcoal  is  wholly  converted  into 
carbonic  anhydride ;  and  a  quantity  of  heat,  which  is  equivalent 
to  that  amoun^  of  chemical  action,  remains  as  the  )*epresentative 
of  the  force  thus  expended.  The  heat  which  has  thus  been  de- 
veloped is  ready  to  do  other  work ;  it  may  be  employed  in  con- 
verting a  certain  quantity  of  water  into  steam,  and  the  steam  so 
obtained  can  be  applied  to  the  production  of  motion,  the  amount 
of  which  may  be  measured  by  determining  the  number  of  kilos, 
which  can  be  lifted  through  a  given  distance  by  the  steam  thus  pro- 
duced. Motion  may  again  be  made  to  produce  heat,  and,  as  Joule's 
experiments  show,  the  quantity  of  heat  thus  rendered  manifest  is 


*  Even  in  the  case  of  light,  for  which,  when  it  has  disappeared  h^  absorption, 
no  quantitative  measurement  free  from  doubt  has  yet  been  given,  it  is  probable 
that  conversion  into  heat  takes  place. 
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strictly  determined  by  the  aniiount  of  motion  which  is  applied  to 
its  development. 

It  appears^  however,  not  only  that  force  is  definite  in  its 
amount^  and  indestructible  in  its  essence^  but  that  many  of  the 
more  important  varieties  of  force  are  intimately  related,  and  are 
capable  in  turn  of  eliciting  each  other.  The  forces  amongst 
which  such  mutual  relations  have  been  experimentally  proved  to 
exist  in  the  closest  manner,  are  those  of  light,  heat,  electricity, 
magnetism,  and  chemical  attraction.  The  transfer  of  any  one  of 
these  forces  from  one  point  to  another,  or,  in  other  words,  the 
exertion  of  any  one  of  these  forces,  is  always  attended  with  a 
collateral  manifestation  of  one  or  more  of  the  other  forms  of  force. 
In  the  action  of  a  voltaic  circuit,  consisting  of  a  single  pair 
of  plates  of  zinc  and  platinum,  the  solution  of  a  certain  quantity 
of  zinc,  or  the  chemical  action  between  the  zinc  and  the  acid, 
may  be  made  to  develope  several  forces — viz.:  r.  Electricity, 
but  there  is  no  direct  manifestation  of  this  force  so  long  as  the 
circuit  is  closed,  a.  Chemical  action :  if  a  voltameter,  charged  with 
a  solution  of  cupric  sulphate,  be  interposed  in  the  circuit  between 
two  electrodes  of  copper,  a  certain  quantity  of  copper,  corre- 
sponding to  the  zinc  which  is  being  dissolved  in  the  battery,  will 
be  deposited  on  one  electrode,  whilst  a  corresponding  amount  of 
copper  wiU  be  dissolved  from  the  other  electrode.  Here  is  a  che- 
mical action,  which  corresponds  in  amount  to  that  which  is  taking 
place  between  the  zinc  and  sulphuric  acid  in  the  active  cell  of  the 
battery.  3.  Magnetism :  if  the  connecting  wire  be  coiled  round 
a  piece  of  soft  iron,  the  iron  will  become  powerftdly  magnetic  for 
the  time  during  which  the  current  is  traversing  the  conducting 
wire.  4.  Heat :  if,  whilst  the  voltameter,  the  electro-magnet, 
and  the  galvanometer  are  still  included  in  the  circuit,  part  of  the 
circuit  be  composed  of  a  thin  wire  which  traverses  the  bulb  of 
Harris's  air  thermiometer,  an  elevation  of  temperature  in  the  wire 
proportioned  to  the  amount  of  electricity  in  circulation  will  be 
obtained,  but  in  proportion  to  the  quantity  of  heat  evolved,  the 
chemical  action  is  lessened,  and  the  power  of  the  magnet  is 
reduced ;  and  5.  Light :  on  interrupting  the  connexion  of  any 
part  of  the  circuit  a  bright  spark  is  obtained.  Chemical  attraction, 
then,  whilst  in  operation,  can  throw  a  current  of  electricity  into 
circulation,  and  a  current  of  electricity  will  develope  an  equivalent 
amount  of  magnetism  in  a  direction  at  right  angles  to  such  current. 
It  also  produces  in  conductors,  heat  proportioned  to  the  resistance 
which  it  experiences,  and  if  the  heat  be  sufficiently  intense,  it  is 
attended  with  the  emission  of  light. 
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The  observations  of  Favre  already  quoted  (280)  showing  the 
dependence  of  the  quantity  of  heat  evolved  in  any  given  circuit 
upon  the  amount  of  magnetic  or  mechanical  work  which  it  is 
producing^  afford  interesting  additional  proofs  of  the  important 
proposition  that  force  is  never  really  either  generated  or  destroyed. 
Man  has  but  the  power  to  elicit  it  .when  latent,  to  transfer  its 
energy  to  new  points,  or  to  change  the  form  of  its  manifestation  so 
as  to  obtain  an  equivalent  amount  of  power  under  new  conditions. 

The  more  closely  the  investigation  is  followed  in  this  direction, 
the  more  completely  is  the  truth  of  this  principle  rendered  mani- 
fest. Thus  Soret  {Compies  RendtLs,  xlv.  301)  transmitted  a  con- 
tinuous electric  current  through  portions  of  conductors  which,  like 
Ampere's  wires  (fig.  245),  are  free  to  obey  their  mutual  impidse  of 
attraction  and  repulsion ;  and  he  found  that  if  the  moveable  con- 
ductors were  allowed  to  approach  each  other  in  accordance  with 
the  direction  of  the  attraction,  a  diminution  of  the  intensity  of 
the  current  is  observed  during  the  occurrence  of  this  motion, — a 
portion  of  the  intensity  of  the  current  being  expended  in  the  pro- 
duction of  motion.  If,  on  the  other  hand,  a  compulsory  movement 
in  opposition  to  the  attractive  force  is  effected,  the  intensity  of 
the  current  is  increased  during  the  act  of  movement. 

Again  the  same  observer  found,  as  might  indeed  have  been 
anticipated  from  Faraday's  magneto-electric  researches  (311),  that 
if  a  battery  in  connexion  with  a  helix  be  in  conducting  commu- 
nication with  a  galvanometer,  the  current  through  the  galvano- 
meter is  reduced  during  the  introduction  of  a  soft  iron  core  into 
the  axis  of  the  helix ;  but  it  is  increased  at  the  moment  of  with- 
drawing the  iron  core.  The  introduction  of  a  non-magnetic  sub- 
stance, such  as  a  core  of  copper,  produces  no  sensible  effect. 

We  have  aheady  traced  briefly  the  evolution  of  electricity  &om 
chemical  action;  and  Faraday  has  farther  shown  that  the  elec- 
tricity developed  by  friction  in  the  ordinary  electrical  machine  pro- 
duces either  a  corresponding  amount  of  magnetic  action  on  the 
needle  of  the  galvanometer,  or  an  equivalent  amount  of  chemical 
decomposition  in  electrolytes  through  which  it  is  transmitted 
(297) ;  whilst  in  the  fusion  of  metallic  wires  we  have  evidence  of 
its  heating  power,  and  in  the  electric  spark  we  see  its  agency  in 
producing  light. 

The  experiments  of  Faraday,  followed  by  those  of  other  philoso- 
phers, have  proved  that  the  motion  of  a  magnet  of  a  given  strength, 
under  certain  conditions,  produces,  in  a  closed  metallic  conductor, 
a  definite  current  of  electricity,  and  through  the  electricity  thus 
set  in  motion,  light,  heat,  and  chemical  action  may  be   deve- 
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loped^  as  is  beautifully  shown  in  the  magneto-electric  machine 

(3^5)- 

On  the  other  hand^  heat  may  be  made  to  develope  electricity ; 
and  the  thermo-multipher  (317)  of  NobiU  and  Melloni  shows  that 
tlie  current  of  electricity  which  is  produced  is  exactly  proportioned, 
Cieteris  paribvSy  to  the  amount  of  heat  by  which  it  is  excited. 
The  ignition  of  solid  matter  shows  that  heat  may  elicit  light  undei: 
favourable  circumstances.  It  further  appears  that  heat  may  excite 
chemical  action;  and  as  it  may  also  give  rise  to  a  'current  of 
electricity,  through  that  current  of  electricity  it  may  produce  the 
development  of  magnetism. 

Light  may  produce  important  chemical  actions,  but  these  actions 
have  only  in  a  few  cases  been  reduced  to  a  form  in  which  they  can 
develope  electricity,  magnetism,  or  heat.  The  quantitative  valu- 
ation of  light,  and  its  relation  with  the  other  forces,  stiU  remains 
to  be  wrought  out.  Indeed,  the  subject  appears  to  oflfer  a  field 
for  research,  difGicult,  because  as  yet  scarcely  trodden,  though  full 
of  interest  and  promise. 

The  reader  who  desires  to  pursue  the  subject  of  the  mutual 
relations  of  difierent  kinds  of  force,  is  referred  to  an  interesting 
essay  on  the  subject  by  Grove,  entitled  On  the  Correlation  of  the 
Physical  Forces.  For  further  information  on  the  other  subjects 
which  have  been  treated  of  in  this  chapter,  in  addition  to  the 
papers  already  quoted,  the  student  is  referred  to  the  important 
series  of  memoirs  by  Faraday,  published  during  the  last  thirty 
years  in  the  Philosophical  Transactions,  which  have  also  been 
reprinted  in  a  separate  form ;  or  to  the  Treatises  of  Becquerel  and 
De  La  Rive  on  Electricity  and  Magnetism^  and  to  Tyndall's  work 
on  Heat  considered  as  a  Mode  of  Motion. 
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Specific  Gravities  correspondinff  to  Degrees  of  Baumffs  Hydrometer 
for  Liquids  heavier  than  Water  {Poggiale). 


Degrees. 

Spedflo 
Qnfitj. 

Dcgfeee. 

Speoiflo 
ChiiTitj. 

Pegrtei. 

Specifto 

Degrees. 

i 

Specific 
Gravity. 

0 

I'OOO 

30 

I*l6l 

40 

1-383 

60 

1*711 

I 

1*007 

31 

I-171 

41 

1397 

61 

1-732 

2 

I'0I4 

33 

1180 

4a 

1-410 

62 

1-753 

3 

1022 

23 

1-190 

43 

1-424 

63 

1*774 

4 

I'029 

34 

1199 

44 

1-438 

64 

1796 

1*810 

5 

1*036 

% 

I-3IO 

45 

rj^ 

65 

6 

1-044 

I-33I 

46 

66 

1*846 

I 

1053 
I -060 

'J^ 

1*331 
1-343 

% 

1483 
1-498 

% 

1-872 
1*897 

9 

1*067 

39 

1*253 

49 

1-514 

69 

I -92 1 

lO 

1075 
1-083 

30 

1-364 

50 

1-530 

70 

1*946 

II 

31 

\^ 

61 

1-546 

71 

1-974 

13 

1-091 

33 

53 

1563 

72 

2*COO 

13 

i-ioo 

33 

1-397 

53 

1*580 

73 

2031 

14 

i-io8 

34 

1309 

54 

1-597 

74 

3*059 

M 

i-ii6 

I-I35 

g 

1-330 
1-333 

9 

1-615 
1-634 

M 

i'i34 

II 

1345 

^Z 

1-652 

1143 

1-357 

5« 

1-671 

19 

1-153 

39 

1-370 

59 

1-691 

Specific  Gravities  on  Baume^s  Scale  for  Liquids  lighter  than 
Water  {F)ranc€Bur). 


Degrees. 

Specific 

Gravity. 

Degrees. 

Spedflo 
Gravitj. 

Degreai. 

Specific 
Gravity. 

Degrees. 

Specific 
Chravity. 

10 

I'OOO 

33 

0-918 

36 

0*849 

49 

0789 

11 

0*993 

24 

0*913 

37 

0*844 

50 

0785 

12 

0*986 

25 

0*907 

38 

0839 

51 

0-781 

13 

0*980 

26 

0*901 
0-896 

39 

0*834 

52 

0-777 

14 

0-973 

11 

40 

0-830 

53 

r?ii 

15 

0*967 

0*890 

41 

0825 

54 

16 

0*960 

29 

0-885 

4» 

0-820 

55 

0*764 

17 

0*954 

30 

0-880 

43 

0*816 

56 

0-760 

18 

0*948 

31 

0874 

44 

0-8II 

p 

o*757 

19 

0942 

32 

0*869 

H 

0-807 

0*753 

20 

0936 

33 

0*864 

0*802 

59 

0*749 

21 

0930 

34 

0859 

% 

0-798 

60 

0745 

22 

0*924 

35 

0854 

0-794 
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The  degrees  of  Twaddell's  hydrometer  are  readily  converted 
into  their  corresponding  specific  gravities  by  multiplying  them  by 
5^  and  adding  looo.     The  following  is  a  short  table  of 

Degrees  on  TwaddelPs  Hydrometer,  and  the  corresponding 
Specific  Gravities. 


Degrees. 

Specific 
GnTity. 

Degrees. 

Speeifio 
Gnvity. 

Degrees. 

Specillo 
Gnvity. 

Degrees. 

Specific 
GrsTity. 

I 

I005 

8 

1*040 

'5 

1075 

22 

I'lIO 

2 

I'OIO 

9 

1045 

16 

]'o8o 

23 

rii5 

3 

I  "CIS 

10 

1-950 

'Z 

1085 

34 

1*120 

4 

I  020 

II 

1055 
I '060 

18 

1*090 

11 

II25  1 

i 

1025 

12 

19 

1095 

1*130 

1030 

13 

1065 

30 

i-ioo 

27 

II35 

7 

I036 

14 

1-070 

21 

II05 

28 

II40 

English  Weights  and  Measures. — Avoirdupois. 


OrMiit. 

Drsdons. 

Ounees. 

lb. 

Q«. 

Cwt 

Tons. 

Grain.     . 

I 

Drachm  . 

2734 

I 

Oanoe     . 

437*5 

16 

I 

Found    . 

71^8 
28672 

16 

I 

Quarter  . 

784000 

448 

28 

I 

Cwt.  .    . 

1792 

112 

4 

I 

Toh    .    . 

15680000 

573440 

35840 

2240 

80 

20 

I      i 

Troy  Weight. 


Grfun  .  .  . 
Pennyweight . 
Ounce  •  .  • 
Pound  •    .    . 


Gndns. 

Dwta. 

Oonoes. 

lb. 

I 
** 

67^ 

I 

20 

940 

I 
12 

I 

1  cubic  inch  of  distilled  water  in  air      at  62^  F.  =  252*456  grains. 
I  cubic  inch  of  distilled  water  in  vacuo  at  62^  F.  =  252*722  grains. 

OobieiBdMS, 

I  Gallon  =    277276 

I  Pint  =      34659 

I  Fluid  ounce  =        1*7329 

I  Idtre  =      61*024 

I  Cubic  centimetre         =       0*061024 
I  Cubic  incU= 16-387  cubic  centimetres. 

rooooo  parts  of  gas  at  32**  F.,  29*922  Bar.  (also  at  32°),  become  at  60°  F., 
Bar.  30  inches  (also  at  60°)  =  x'0S722  parts. 
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Compariion  of  French  and  English  Weights. 


OniBt. 

Oz.  J 

X  Milligramme      =           0*015432 
I  Centigramme     =           0*154333 
1  Decigramme       =            i*543334 
I  Gramme*           =          15*433348 
I  Kilogrammme    =     1543^*348           = 

35*37 

lb.  At. 


=  2*2046 


Comparison  of  Drench  and  English  Measures  of  Length. 

Pert.  Yards. 


I  Millimetre     =          0*03937079 

I  Centimetre     =         0*3937079 

I  Decimetre      =         3*937079 

I  Metret          =        39'37079         =        3*380899 

=          1*093633 

I  Kilometre      =  39370*79              =  3280*899 

=    1093633 

The  length  of  the  platinum  metre  is  estimated  at  the  temperature  of  32^  F., 
the  English  standard  yard  at  62°  F. 

I  EngUsh  inch  is  equal  to  25*4  millimetres. 


To  Seduce  Qramtnes  to  Grains. 
Log.  grammes  +  '188432  +  i  =  log.  grains. 

2b  Reduce  Cubie  Centimetres  to  Cuhic  Inches. 
Log.  cubic  centimetres  +  ('7855007  —  2)  =  log.  cubic  inches. 

3b  Seduce  Millimetres  to  Inches. 
Log.  millimetres  -|-  ('5951663  ^  2)  log.  inches. 

To  Convert  Chains  into  Orammes. 
Log.  grains  +  ('8115680  —  2)  =  log.  grammes. 

To  Convert  Cubic  Inches  into  Cubic  Centimetres, 
Log.  cubic  inches  +  '2144993  +  i  =  log.  cubic  centimetres. 

To  Convert  Inches  into  Mtllimetres. 
Log.  inches  +  "4048337  +  i  =  log.  millimetres. 


*  This  determination  of  the  gramme  was  made  from  the  kilogramme 
des  Archives  by  Professor  W.  H.  Miller,  in  fixing  the  national  standards  (Phil. 
Trans.  1856,  893). 

t  The  metre,  at  the  time  that  its  length  was  fixed  by  the  French  €rovem- 
ment,  was  supposed  to  be  a  ten-millionth  part  of  a  quadrant  of  a  meridian  circle 
of  the  earth  passing  through  Dunkirk  and  Barcelona.  Subsequent  more  ex- 
tended geodetic  measurements  have  shown  that  it  differs  from  this  by  about 
tttW  of  its  length.  The  standard  platinum  metre  of  Borda  at  0°  C.  is  equal  to 
^>^|g^»  of  the  English  bronze  standard  yard  at  62'^  F. 
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For  Conversion  of  Metrical  into  English  Measures. 


A.  Length. 

Metrical  to  English. 

English  to  Metrical. 

Inches. 

a.    Ketres  to  feet. 

3.    Inches  to 
Millimetres. 

4.    Feet  to  Metres. 

1  =  0-03937 

2  =  0-07874 

I  =     3*2809 
2=     6-5618 

1=     25-4 

I  =  0-3048 

2=     50-8 

2  =  0-6096 

3  =  o'ii8ii 

3=    9*8427 

3=    76*2 

3  =  0-9x44 

4  =  015748 

5  =  0-19685 

4  =  13*1236 

5  =  16-4045 

4  =  loi-o 

4  =  1*2192 

5  =  127-0 

6  =  1-8288 

6  =  0-23622 

6  =  19-6854 

6  =  152-4 

7  =  0-27559 

8  =  0-31496 

7  =  22-9663 

8  =  26*2472 

9  =  29-5281 

7  =  177*8 

8  =  203*2 

9  =  228-6 

7  =  21336 

8  =  2-4384 

9  =  0-35433 

2ff^  =  nearly  1 
inch. 

9  =  27432 

4  inches  =  rather 

more  than  io°"- 

B.  Capacity. 
Metrical  to  English. 


1.  Cubic  Centimetres 
to  Cubic  Inches. 

3.    Litres  to  Fluid 
Ounces. 

3.    Litres  to  Pints. 

4.    Litres  to  Gallons. 

I  =  0061024 

I  =    35*2754 

1=     1-76377 

I  =  0*22047 

2  =  0*122048 

2=     70-5508 

2=     3*52754 

2  =  0*^094 

3  =  O-66141 

3  =  0-183072 

3  =  105-8262 

3=   529131 

4  =  0-244096 

4  =  I4I-IO16 

J=  &1 

4  =  0-88188 

5  =  0-305120 

6  =  0-366144 

5  =  176-3770 

6  =  211-6524 

5  =  1*10235 

6  =  1-32282 

6  =  10-58263 

7  =  0-427168 

8  =  0*488192 

7  =  246-9278 

7  =  12-34630 

8  =  14-11016 

7  =  1*54330 

8  =  1-76377 

8  =  282-2032 

9  =  0-549216 

9  =  317*4786 

9  =  15*87393 

9  =  1-98424 

The  capacity  of  a  litre  is  that  of  a  cube  each  side  of  which  is  a  decimetre. 


English  to  Metrical. 


I.    Cubic  Inches  to 

9.    Fluid  Ounces  to 

3.    Pints  to 

4.    Gallons  to 

Cubic  Centimetres. 

Cubic  Centimetres. 

Litres. 

Litres. 

1=     16-387 

1=    28-^49 

I  =  0*56699 

1=    4-5358 

2=     32774 

2  =  I-I3398 

2=:    9-0717 

3=     49-161 

3  =  1-70097 

4  =  2-26796 

3  =  13-6076 

4  =  18-1434 

4=    65548 

4  =  113*398 

5=    81-935 

5  =  141-747 

5  =  283495 

6  =  3-40194 

5  =  22-6793 

6  =    98322  . 

6  =  170-096 

6  =  27-2152 

7  =  114709 

7  =  198-446 

8  =  226796 

7  =  3*96893 

8  =  4-33592 

7  =  31*7510 

8  =  36-2869 

8  =  131096 

9  =  147*483 

9  =  255*146 

9  =  5-10291 

9  =  40-8228 
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C.  Weight. 
Metrical  to  English. 


1.    GmniMB 

a.    KilogrmauMs 

5.  Kilogrftrnmes 

toGnins. 

toOiuioes. 

to  Ponnds. 

;:Ki^ 

1=     352739 

I  =     22046 

2=     70-5478 

3=  105-8217 

2=     4-4092 

3=    46-297044 

3  =     6*6138 

4=    61*729392 
5=    77*^61740 
6=    92'594o88 

4=1410956 

4  =     8-8184 

[5=176-3695 
6=211*6434 

5  =  11*0230 

6  =  13*2276 

7  =  108-026436 

8=123*458784 
9=  138-891 132 

7=246-9173 

7  =  15*4322 

8  =  17*6368 

8=  282-1912 

9  =  317*4651 

9  =  19*8414 

A  milligramme  i»  aboat  ^  grain. 

The  weight  of  a  gramme  is  that  of  a  cubic  centimetre  of  distilled  water 
at4°C.(39°-2P.) 


1.    Gr»m8 

a.    Ounces 

to  Grunmes. 

I  ==  0*06479 

I  ==    28349 

2  =  0*12959 

3=   85-048 

3  =  0-19439 

4  =  0*25919 

4=113*398 

§  =  0-32329 

0  =  0-38879 

5  =  141-747 

6  =  170*096 

8  =  0-51838 

2=198-446 
8  =  226*796 

9  =  0-58319 

9  =  255*146 

English  to  Metrical. 

3,    PoandB  to 
Kilognunmes. 


1  =  0-45358 

2  =  0*90717 

3  =:  1*36076 

4  =  1-81434 

5  =  226793 

6  =  2-72152 

7  =  3*17510 

8  =  3-62869 

9  =  4-08228 


4.   Hundredweights 
to  Kilogrammes. 


1=  50-80097 
2  ^  101*60194 
3=152*40291 

4  =:  303-20368 

5  =  254-00485 

6  =  304*80582 

7  =  355-60679 

8  =  406*40736 

9  =  457*20873 


Digitized  by  VjOOQIC 


APPENDIX. 


625 


Values  of  Millimetres  in  English  Inches. 


MiUi. 

EDgHsh 

MUIi- 

?o« 

MiUi. 

Mi 

metrei. 

iAohes. 

metres. 

metres. 

I      . 

•      003937079 

45     • 

.         1-7716 

125     . 

.    .    4'94i 

2      . 

•     .     0-07874158 

50  •  . 

.         1-968 

130     . 

,     .    5-118 

3    . 

.    o-i 181 1237 

55    . 

.        2-165 

135     • 

'     .    5*315 

4     • 

.      0-15748316 

60    . 

.        2362 

140     . 

•     .    5512 

5    • 

.      0-19685395 

65    . 

•    2-559 

145     . 

.     5708 

0     , 

.      023622474 

70    . 

.    .    2-756 

150     . 

•     5*906 
.    .     6-103 

7    • 

•     0-27559553 
.      0-31496632 

il : 

•    2-953 

155     • 

8 

•    •    3149 

160     . 

.     6-299 

9 

•      0-35433711 

8s    . 

•    •    3340 

165  . 

.     6-496 

10 

•      .      0-39370790 

90    . 

•    .    3*543 

170  . 

•    •    f ^93 

15 

.      .      0-5505 

95    • 

•    3740 

\^  : 

.    .    6890 
•    7-087 

20 

.    .    o-7b74 

100    . 

.    3*937 

25 

.    .    0*9842 

J05    . 

.    4134 

185  .  - 

•    7*284 

30 

.     .     1-1811 

110    . 

•    •    4*33' 

190  .  , 

.    7480 

35 

•    •    1-3779 
.    .    1-5748 

115    • 

.    4528 

195  • 

.    7677 

40 

I30     . 

.     4*744 

200  . 

.    7-874 

Table  of  the  corresponding  Heights  of  tlie  Barometer  in  Millimetres 
and  English  Inches. 


Milli. 
metres. 

English 
incfaee. 

Milli- 
metres. 

"fLti: 

Killi. 
metret 

EoBUsh 
inebee. 

720 

=s 

28-347 

739 

= 

29-095 

758 

= 

'^153 

721 

^ 

28386 

740 

= 

29*134 

? 

= 

29-882 

722 

:= 

28-425 

741 

= 

29-174 

=: 

29-922 

723 

== 

28-465 

742 

^ 

29213 

761 

^ 

29-961 

724 

= 

28-504 

743 

= 

29252 

76a 

^ 

3OWO 

725 

=1 

28-543 

744 

= 

29292 

7«3 

= 

30039 

726 

= 

28-583 

745 

z= 

29331 

764 

= 

30-079 

7^2 
728 

= 

28-622 

746 

= 

29-370 

??i 

= 

30-118 

= 

28-662 

747 

:^ 

29-410 

= 

30-158 

729 

= 

28-701 

748 

= 

» 

?d 

= 

30-197 

730 

= 

28740 

749 

= 

=^ 

30236 

731 

= 

28-780 
28-819 

750 

= 

29-588 

769 

= 

30-276 

732 

zsz 

751 

=r 

zp 

770 

= 

30-315 

733 

^ 

28-858 

752 

= 

771 

= 

30355 

734 

= 

38-898 

753 

= 

29645 

77a 

= 

30:394 

^ 

«8-937 

754 

= 

29685 

773 

=  _ 

30433 

= 

38976 

= 

29-724 

774 

= 

30473 

738 

=s" 

29016 

= 

29-764 
29803 

776 

=: 

30-512 

^ 

2905s 

757 

^ 

s  s 
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Table  f<yr  the  Conversion  of  Degrees  on  the  Oentigrade  Thermometer 
into  those  of  Fahrenheit^ s  Scale. 


oCcnt. 

^P»h. 

«>Cent, 

»P»h. 

"Cent. 

'Fah. 

*»C«nt. 

°Fah. 

—100 

— 148-0 

—  49 

-56-2 

3 

356 

53 

127*4 

-% 

—  146-2 

-48 

-54-4 

3 

37*4 

54 

129-2 

-144-4 
— 142-6 

—  47 

-52-6 

4 

392 

f 

131-0 

—  97 

-46 

—  50-8 

5 

■♦'S 

1328 

-96 

— 140-8 

—  45 

—  49-0 

6 

42-8 

% 

I34'6 

—  95 

—  1390 

—  44 

—  47'2 

I 

446 

136*4 

—  94 

—  137-2 

—  43 

—  45-4 

46-4 

59 

138-2 

—  93 

— 1354 

—  42 

-43-6 

9 

48-3 

60 

1400 

—  pa 

— 133<5 

—  41 

-41*8 

10 

50-0 

61 

141-8 

—  91 

—  13^*8 

—  40 

—  400 

II 

518 

63 

143*6 

— 130-0 

—  39 

-38-2 

13 

53'6 

63 

145*4 

-si 

— 128-2 

-38 

—  36-4 

13 

55'4 

64 

147*2 

— 126-4 

—  37 

-34-6 

14 

57*2 

% 

149*0 

-87 

— 124-6 

^36 

—  32-8 

15 

§9*S 

150-8 

—  86 

—  122-8 

—  35 

—  310 

10 

60-8 

67 

152-6 

-84 

—  I2I-0 

—  119-2 

-34 
-33 

—  29-2 
-27-4 

\l 

626 

68 
69 

154-4 
156-2 

-83 

—  117-4 

—  33 

-256 

19 

66-2 

70 

158-0 

—  8a 

—  115-6 

—  31 

-23-8 

30 

68-0 

71 

159*8 

—  81 

—  113*8 

—  30 

—  32-0 

31 

69-8 

7a 

i6i-6 

—  80 

—  II2-0 

~^9 

—  30-3 

33 

71*6 

73 

1634 

=  ? 

—  1 10-2 

—  28 

-i8-4 

23 

73*4 

74 

165-2 

—  108-4 

—  27 

—  16-6 

24 

75*2 

75 

167-0 

—  77 

—  io6-6 

—  26 

-14-8 

25 

l\ 

76 

i68-8 

-76 

— 104-8 

—  25 

—  13-0 

30 

]l 

170*6 

—  75 

— 1030 

—  24 

—  II-3 

\l 

172-4 

—  74 

— 101-2 

—  23 

—   9*4 

82-4 

Z 

174-2 

—  73 

—    99*4 

—  32 

-   7-6 

29 

84-2 

176-0 

—  72 

—  97*6 

—  21 

-  5-8 

30 

86-0 

81 

177*8 

—  71 

—  95*8 

—  20 

—  40 

31 

5^1 

83 

1^9-6 
181-4 

—  70 

—  94«^ 

—  19 

—  2-2 

32 

89-6 

|3 

-69 

—  92-2 

—  18 

—  0-4 

33 

91-4 

^ 

183-2 

--66 

—  90-4 

—  17 

+    1-4 

34 

932 

85 

185-0 

—  67 

-  88-6 

—  16 

3*2 

35 

950 

86 

186-8 

-66 

—  86-8 

—  15 

5-0 

36 

^6-8 

1? 

188-6 

-% 

—  85-0 

—  14 

6-8 

!? 

98-6 

190-4 

-64 

—  83-2 

—  13 

8-6 

100*4 

89 

192-2 

-63 

—  81-4 

—  12 

10-4 

39 

102-2 

90 

194-0 

—  63 

—   79*6 

— 11 

12*2 

40 

104-0 

91 

195*8 

—  61 

-  77-» 

— 10 

140 

41 

105-8 

92 

197-6 

—  60 

—  76-0 

zi 

iS'8 

42 

107-6 

93 

199-4 

—  59 

—  742 

17-6 

43 

109-4 

94 

201-2 

■"■  58 

—  72-4 

""  I 

194 

44 

III-2 

95 

203-0 

—  57 

—  706 

—  6 

21-2 

45 

1 13-0 

g6 

304-8 

-56 

—  68-8 

—  5 

23-0 

46 

1 14-8 

% 

306-6 

—  55 

—  67-0 

—  4 

24-8 

47 

1 16-6 

308-4 

—  54 

-  652 

—  3 

26-6 

48 

118-4 

99 

310-2 

^  53 

—  63-4 

—   2 

28-4 

49 

I20-2 

100 

3I3-0 

—  52 

—  616 

—   I 

30-2 

50 

122-0 

lOI 

213-8 

—  51 

-  59*8 

0 

33-0 

51 

123-8 

102 

215-6 

—  50 

—   580 

+    I 

33*8 

52 

125-6 

103 

317-4 
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Conversion  of  Degrees  on  the  Centigrade  Thermometer  into  those 
of  Fahrenheit's  Scale. 

lOontimied] 


°C«nt. 

°Fah. 

0  Cent. 

oPah. 

*>Cent. 

oPah. 

°Ceiit. 

°Pah. 

104 

219-2 

155 

311-O 

206 

402*8 

258 

494*6 
496*4 

105 

22 1 'O 

156 

3128 

207 

404-6 

106 

222-8 

157 

3M*6 

208 

406-4 

259 

498*2 

107 

224*6 

158 

3 '6*4 

209 

4082 

260 

500-0 

108 

226-4 

159 

318-2 

210 

410-0 

261 

501-8 

109 

228-2 

160 

3200 

211 

411*8 

262 

503-6 

IIO 

230-0 

161 

321-8 

212 

4136 

263 

505*4 

III 

231*8 

162 

323*6 

213 

415*4 

264 

507*2 

1X2 

233*6 

163 

3254 

214 

417*2 

265 

509-0 

"3 

235*4 

164 

3272 

215 

4190 

266 

510-8 

114 

2372 

165 

329*0 

2X6 

420*8 

267 

512-6 

115 

2390 

166 

330*8 

217 

422*6 

268 

514-4 

116 

2408 

167 

3326 

218 

424-4 

269 

516-2 

117 

242-6 

168 

334-4 

219 

426*2 

270 

518-0 

118 

244'4 

169 

336*2 

220 

428*0 

271 

519*8 

119 

246-2 

170 

338*0 

221 

429*8 

272 

521*6 

120 

248-0 

171 

339*8 

222 

431*6 

273 

5234 

131 

249-8 

172 

341-6 

223 

433*4 

274 

5252 

122 

251*6 

173 

343*4 

224 

435*2 

276 

5270 

123 

^53'4 

174 

345*2 

225 

^32'2 

528*8 

124 

255*2 

175 

348-8 

226 

438*8 

277 

530*6 

"5 

25ro 
258*8 

176 

227 

440-6 

278 

532-4 

126 

;;i 

350*6 

228 

4424 

279 

534-2 

127 

260-6 

3524 

229 

444*2 

280 

536-0 

128 

262-4 

z 

354*2 

230 

446-0 

281 

537*8 

129 

264-2 

356*0 

231 

447*8 

282 

539*6 

130 

266-0 

181 

357*8 

232 

449*6 

283 

541-4 

131 

2678 

183 

359*6 
301*4 

233 

451*4 

284 

543*2 

132 

269-6 

183 

234 

453*2 

285 
286 

545-0 

133 

271-4 

184 

363-2 

236 

4550 
456*8 

5468 

134 

273-2 

185 

365*0 
3668 

s 

548*6 

irs 

186 

237 

238 

458-6 
4604 

550*4 

136 

•M 

368-6 

289 

552-2 

137 
138 

278-6 

280-4 

3704 

239 

462-2 

290 

5540 

189 

372-2 

240 

464-0 

291 

555*8 

139 

282-2 

190 

374*0 

241 

465-8 

292 

557*6 

140 

284-0 

191 

375*8 

242 

4676 

293 

559*4 

141 

285-8 

192 

377*6 

243 

469*4 

294 

561-2 

142 

2876 

193 

379-4 

244 

471-2 

295 

563*0 

143 

289-4 

194 

381-2 

245 

473*0 

296 

564-8 

144 

291*2 

'95 

383*0 

246 

474*8 

297 

5666 

145 

293*0 

196 

^h'^. 

^^2 

476-6 

568-4 

146 

294-8 

151 

^It'^ 

248 

478-4 

480-3 

299 

570*2 

IS 

296-6 

388-4 

249 

300 

572*0 

298-4 

199 

390-2 

250 

482*0 

301 

573*8 

149 

300-2 

200 

392-0 

251 

4^38 

302 

575*6 

150 

302-0 

201 

393*8 

252 

485-6 

303 

577*4 

151 

303*8 

202 

395*6 

253 

487^4 

304 

579*2 
581-0 

^52 

305*6 

203 

397*4 

254 

489-2 

305 

153 

307*4 

204 

399*2 

255 

4910 

306 

582-8 

154 

309*2 

205 

401-0 

256 

492-8 

307 

584-6 

s2 
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Conversion  of  Degrees  on  the  Centigrade  Thermometer  into  those  of 
Fahrenheit's  Scale. 

ICMUnued.'] 


«Cent. 

0P.lL 

'Cent. 

*»F»h. 

"Cent. 

opih. 

'Cent. 

oF»h. 

308 

5!!** 

333 

6314 

358 

6764 

704 

1300 

309 
310 

3" 

588-2 

6900 
5918 

334 
335 
336 

633*2 
6350 

^ 

678-2 
680-0 

815 

1400 
1472 
1500 

370 

698 

3" 

593*<5 

i? 

6386 

371 

700 

871 

1600 

313 

695-4 

640-4 

380 

716  . 

900 

1652 

3M 

5972 

339 

6422 

390 

734 

926 

1700 

316 

§990 

340 

6440 

400 

75a 

972 

1800 

6oo-8 

341 

6458 

410 

770 

1000 

1832 

317 

602-6 

342 

6476 

420 

S 

TO37 

1900 

3i8 

6044 

343 

6494 

426 

1093 

2000 

319 

6o6-2 

344 

651-2 

430 

806 

IIOO 

2012 

320 

6o8-o 

345 
340 

653*0 

440 

824 

1 148 

2100 

321 

6098 

6548 

X 

842 

I300 

2192 

322 

61  r6 

347 
348 

6566 

860 

1300 

2372 

333 

6134 

X5 

% 

VI 

1400 

2552 

324 

615-2 

349 

896 

1500 
1600 

2732 

335 

617-0 
6188 

350 

662-0 

482 

900 

2912 

326 

351 

6638 

490 

914 

1700 

3093 

327 

620-6 

352 

665-6 

s*^ 

932 

1800 

3272 

328 

622-4 

353 

667-4 

538 

1000 

1900 

3452 

329 

624*2 

354 

669-a 

693 

IIOO 

2000 

3632 

330 

6260 

^•^5 

671-0 

600 

III2 

2100 

3812 

331 

627-8 

350 

672-8 

649 

1200 

2200 

3992 

332 

629*6 

357 

674-6 

700 

1293 

2300 

4172 

Without  Correction  for  0^ 

'C.  ConUIn  'P. 

°P.  Contain  'C. 

I  =  1-8 

I  =  o'55 

2  =  3*6 

2  =  I'll 

3  =  5*4 

3  =  1-66 

4=  72 

4  =  2*22 

5  =  9*o 

6  =  10-8 

7  =  I2'6 

5  =  2*77 

'=11 

8  =  14-4 

8  =  4-44 

9  =  l6*2 

9  =  Soo 
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Table  of  the  Tension  of  Aqueous  Vapour  expressed  in  Inches  of 
Mercury,  at  32°  ^*yfor  each  degree  F.  between  cP  and  100®. 
Fi-om  Dixon's  '  Treatise  on  Heat'  {p.  257).     Regnault. 


Temp. 

InofaM  of 

Temp. 

bakMor 

TrtJip, 

[noliMor 

Temp. 

InohMof 

oj. 

Mercory. 

"F, 

Mercnrj. 

-F. 

Kcoronry. 

op. 

Menmij. 

0 

00439 

26 

o'X395 

51 

0-3743 
0-3882 
0-4026 

76 

0-8964 

I 
2 

004§9 
0-0481 

37 

2« 

o'i457 
01522 

53 

53 

?? 

0*9266 

0-9S77 

3 

0050^ 
0-0520 

29 

o'i66o 

54 

0-4175 

P 

o-gM 

4 

30 

55 

It^ 

80 

1-0337 

I 

00551 

31 

0-1733 
o'iSio 

56 

81 

1-0566 

00576 
00603 

33 

% 

0-4653 

83 

i09»S 

I 

^ 

0-1883 

0-4822 

83 

1-1374 

0-0630 

34 

01959 

60 

0-4997 
0-5178 

84 

1-1643 

9 

0*0659 

35 

0*3038 

ii 

1*3033 

10 

00689 

36 

o'3ii9 

6r 

05364 

1-3413 

II 

0-0721 

% 

02304 

6a 

0-5556 

% 

1-3815 
1-3338 

12 

0*0753 

0^3391 

^3. 

05755 

13 

0-0788 
0-0823 

39 

0*2381 

64 

0-5959 
0-6170 
0-6388 
0-6612 

89 

1-3652 

14 

40 

0^3475 

% 

90 

r40t(8 

M 

00861 

41 

0-2571 
0-3672 

91 

1-4537 
1-4998 

00899 

43 

t^ 

92 

;g 

00940 
0-0982 

43 

44 

3f 

68 
69 

0-6843 
0-7081 

93 
94 

1547* 
1S958 

1-6457 
1-6971 

19 
20 

0-1027 
01073 

t 

o-a995 
0-3108 

70 
71 

0-7327 
0-7580 
0-7841 
0*8109 

9 

21 

0-1121 

47 

0*3226 

72 

% 

1-7498 
1-8039 

32 

0-1171 

48 

03349 

73 

23 

0-1223 
0-1278 

49 

0347^ 

74 

08386 
0-8671 

99 

1-8595 

24 

60 

0-3607 

75 

100 

1-9170 

25 

01335 

Tension  of  Aqueous  Vapour  in  MiUimetres  of  Mercury  for  each 
degree  C.  between  o®  and  35®  {Regnault). 


0 

Mm. 

0 

Mm. 

0 

Mm. 

0 

4-600 

12 

10-457 
11-162 

34  • 

22184 

I 

4940 

13 

'3! 

23-550 

2 

F 

6-097 

14 

11-008 

24-988 

3 

\l 

12-699 

11 

36-505 

4 

13536 

28*101 

i 

6-634 

\l 

14*421 

29 

29-782 

6998 

16-346 

30 

3'-548 

I 

7-493 
8-017 

19 

31 

33406 

20 

17-391 
18-495 

32 

35359 

9 

8-574 
9-165 

21 

33 

37'4ii 

10 

22 

If^l 

34 

39565 
41-827 

II 

9-793 

23 

35 
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Abbobftion  bands  of  the  spectrum,  170 
„  of  heat,  affected  by  surface, 

284 
„  f,       proportional  to  ra- 

diating powers,  285 
,,  of    light,    connexion    with 

chemical  composition,  165 
Acids,  general  characters  of,  6,  8,  note 
Action  of  water,  aided  by  heat  and  pres- 
sure, on  crystallization,  iid 
Adhesion,  67 

„         between  liquids,  78 
,,  of  gases  to  liquids,  96 

,y  of  gases  to  solids,  98 

„         influence  of  surface  on,  73 
Adiathermic,  or  athermanous  bodies,  290 
^sculin,  fluorescence  of,  188 
Affinity  (chemical  attraction),  5,  9 
Air,  compression  of,  evolves  heat,  304 
„    dialysis  of,  no 
„    downward  pressure  of,  56 
„    elasticity  of,  Begnault's  experiments, 

47,  note 
„    expansion  of,  by  heat,  252 
„    gauges,  364 

„    heat  from,  by  compression,  305 
„    pump,  48,  49 
„         „      Sprengel's,  no 
„    specific  heat  of,  308 
,,    thermometer,  253 
„    water  and  mercury,  relative  weights 

of,  51,  note 
,,    weight  of,    Front's  and  BegnaulVs 

results,  51 
Albumen,  use  of,  in  photography;  223 
Alcohol,  compressibility  of,  45 

,,       latent  heat  of  vapour  of,  342 
„       vapour  density  o^  270 
Alkalies,  general  characters  of,  6,  7 
Allotropy,  142 
Alloys,  conductivity  of,  for  electricity,  504 

„  of,  for  heat,  274 

Amalgam  for  electrical  machine,  410 
Amalgamated  zinc,  voltaic  use  of,  451 
Amber,  its  electric  powers,  405 
Ammonium,  bimalate  crystals   of,   how 

modified,  120 
Ampere's  theory  of  electro-magnetism, 

559 
Analysing  plate  for  polarized  light,  208 
Analysis,  diemical,  o 
Angle  of  incidence  for  light  equal  to  angle 

of  reflection,  154 
Anhydrides,  8,  note 


Animal  charcoal,  decolorizmg  power  o^  74 
Anode,  zincode,  or  positive  pole,  517 
Anorthic  system  of  crystaLs,  1 35 
Antimony,  diamagnetism  o(  607 

„         its  thermo-electric  properties, 

594»  596 
Apjohn's    formula   for  wet-bulb  hygro- 
meter, 359 
Aragonite,  rings  in  polarized  light,  210 
Arago's  rotations,  586 
Are  (sq.  decametre),  36 
Areometer  (hydrometer),  42 
Armstrong's  hydro- electric  machine,  445 
Amott's  ventilating  valve,  280 
Astatic  needles,  455 

Athermanous,  or  adiathermic  bodies,  291 
Atlantic  cable,  568,  note 
Atmolyser,  Graham's,  104 
Atmosphere,  decrease  of  density  and  tem- 
perature with  altitude,  61 
,,  definite  limit  of?  63 

„  pressure  of,  52,  56 

Atmospheric  electricity,  445,  449 

„  lines  of  the  spectrum,  171 

Atoms,  5,  28 

Atomic  classification  of  elements,  32,  33 
„      heat,  311 
,,      theory,  21 

,,      weights  distinguished  from  equi- 
valents, 22 
„      weights  of  elements,  table  of,  24 
Attraction)  adhesive,  67 
,,  capillary,  69 

„         chemical  characters  of,  5, 9, 15 
„  cohesive,  63 

„  electrical,  406 

„  magnetic,  396 

„  varieties  of,  5 

Audibility,  limits  of,  299,  note 
Aurora  borealis,  449 
Auroral  electric  discharge,  578 
Axial  magnetic  position,  605 
Axis  of  a  crystal|  what,  128 

Balance,  essential  parts  of,  37 
Baldwin's  phosphorus,  191 
Bands  of  interference,  198 
Barium,  spectrum  of,  180 
Barometer,  55 

„        correction  of,  for  capillary  de- 
pression, 71 

„        measurement  of  heights  by,  62 

„        water,  53 
Bases,  what,  8 
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BAS 


632 


COM 


BmjI,  8,  noU 

BmjIoui  (eleotro-poniiyt)  elements,  1 1 
Battery,  rotation  of,  round  magnet,  565 
„      electrical  415,  434 
„      voltaic,  different  forms  of,  474 
Beats  in  sound,  196 
Beoqnerers  simple  Toltaio  circuits,  471 
Biaaud  crystals,  coloured  rings  of,  110 
,,      doubly  refracting  crystals,  103 
Biinalate  of  ammonia*  experiments   on 

crystals,  i90 
Bismuth,  diamagnetism  of,  607 

„       thermo-eleetric  value,  594,  596 
Bohnenberger's  electroscope,  550,  note 
Boilers,  explosion  of,  spheroidal  state,  371 
Boiling  point,  effect  of  pressure  on,  334 
„  measurement   of    heights 

by,  335 
„  mode  of  observing,  331 

,,  raised  by  adhesion,  331 

f,  raised  by  salts  in  aolutioD, 

333 
Boiling-pomts,  table  of,  330 
Boiling,  process  of,  319 
Bologna  stone,  191 
Boraoicaoid,  spectrum  of,  179,  175 
Boyle's  law  of  elasticity  of  gases,  45 
,,        ,9    failure  of,  at  great  pressures, 

3<55 
Brass,  spedfio  heat  of,  303 
Breguet  s  pyrometer,  159 
Brittleness,  65 

Bromine,  absorption  bands  in  spectrum 
of,  173 

Cablis,  electric,  568 
Caesium,  discovery  of,   by  spectroscope, 
178 
9,      spectrum  of,  180 
Gagniard    de    Latour,  experiments    on 

vapours,  366 
Oaldum,  carbonate  of,  dimorphous,  140 
ff        salts  of,  solubility  diminished  by 

heat,  76 
>f        spectrum  of,  180 
Calc  spar,  expansion  of,  by  heat,  348 

„   „    rings  of  polarized  light  in,  209 
Calorific  equivalents  of  elements,  378,389 
99  »  indirect    calculation 

of,  383 
Calorimeter,  mercurial,  385 

„  water,  375,  377 

Calotype  process,  219 
Canton's  phosphorus,  191 
Caoutchouc,  its  adhesive  power,  68 

„  its  absorption  of  gases,  109 

Capacity  for  heat,  301 
Capilkiy  action,  force  exerted  by,  7a 
,,       attraction,  69 
„       depression  of  mercury,  71 
Carbon,  dimorphism  of,  140 
Carbonate  of  lime,  dimorphism  of,  140 
Carbonic  acid,  solidification  of,  361 

)i       disulphide,  use  in  gilding,  546 
Cassia,  oil  of,  dispersive  action  on  spec- 
trum, 166 


Cast-iron,  melted,  handled  with  impunity, 

37« 
Cathetometer,  55,  note 
Cathode,  platinode,  or  negative  pole,  517 
Cements,  68 

Centigrade  thermometer,  954 
Centimetre,  36 

Charcoal,  absorbent  action  of,  on  gases, 
98 
„  surface  action  of,  73 

Chemical  actions  suspended  by  voltaic, 
5«o 
„        action  of  light,  115 
„        affinity,  5,  10 
„        analysis,  what,  6 
„        combination,  laws  of,  15 
„        equivalent,  what,  18,  a  r 
„        precedes  voltaic  action,  461 
,,        properties  of   a   body  distin- 
guished from  physiod,  3 
„        rays,  extinction  of,  337 
Chemistry,  its  object,  i 
Chimney,  draught  of,  176 
Chlorate  of  potassium  formed  by  electro- 
lysis, 535 
„  sodium,  polarizing  power  of, 

111 
„  ,,       artificially    hemihe- 

dral,  no 
Chlorophane,  phosphoresoenoe  of,  146 
Chlorophyll,  fluorescence  of,  188 
Chlorous  (electro  negative)  elements,  1 1 
Chromium,  salts  of,  dichromic,  166 
„  „  magnetic,  606 

Chrysotype,  224 

Circuits  o£  one  metal  and  two  liquids,  471 
Circulation  of  water  by  heat,  378 
Cleavage  of  crystals,  133 
Cobalt,  magnetism  of,  400 
Coffey's  still,  347 
Cohesion  figures,  79 

„        general  nature  of,  5,  63 
„        mode  of  measuring,  63 
„        of  solids,  64 
Cold,  apparent  reflection  of,  a86 
„     intense,  production  of,  311,  364 
„     produced  by  electric  currents,  598 
„  M  evaporation,  338 

Collodion,  preparation  of,  211 

„        use  in  photography,  12 1 
Colloids,  89 

Coloured  circular  polarization,  311 
„        flames,  spectra  of,  171,  174 
„        rings  of  polarized  light,  209 
„        solutions,  spectra  o^  165 
„        tests  for  acids,  6 
Coloun,  complementary,  164 
,,       Newton's  theory  of,  164 
„       of  polarized  light,  209 
„       of  thin  plates,  199 
Combination  distinguished  from  mixture, 
10 
„  by  volume,  a8 

Combining  proportions  and  equivalents, 

what,  18,  19 
Compass,  mariner^s,  395 
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CompouBd  bodies  distiDgaished  from  ele- 
ments, I 
Compounds  formed  by  substitution,  14 
Compressibility  of  gases,  46 

„  of  liquids,  45 

Concave  mirror,  principle  o^  156 

„  „      reflection  of  heat  by,  283 

Condensation,    extempore    arrangements 

for,  346 
Condenser,  electric,  413 
„  Liebig's,  346 

, ,         of  HuhmkorfiTs  coil,  577 
Condensing  syringe,  50 
Conducting  wire  of  voltaic  circuits  acts 
on  the  magnet,  453 
,,  „     voltaic,  magnetism  of, 

555   ,       . 
,,  wires,  mutual  actions  of,  500 

Conduction  of  heat,  influence  of  structure 
on,  277 
„  „     in  crystals,  270 

Conductivity  of  bodies  for  hea^  273 
„  voltaic,  of  h'quids,  507 
„  „        of  metals,  501,  503 

Contact  of  metals,  electric  excitement,  460 
„  „       not  necessary  to  voltaic 

action,  471 
Convex  lens,  160 

Convection  of  electricity,  441,  515 
„         of  heat,  277 
„         voltaic,  515 
Cooling,  law  of,  by  racUation,  288 
Copper,  chloride,  spectrum  of,  172,  175 
„      electrolytic,  deposit  of,  469 
„       sheathing,  voltaic  protection  of, 
469 
Cornish  boiler,  375 
Correction  of  gases  for  pressure,  60 
„  „  temperature,  363 

„        for  weighings  in  air,  43 
CoulomVs  electrometer,  409 
Countei^currents,  voltaic,  474,  476 
Crown  of  cups,  Yolta's,  460 
Cryophorus,  339 
Ciystalline  form  developed  by  solution, 

„         structure,  developed  by  heat- 
ing and  cooling,  123 
Crystallization,  116 

„  light  emitted  during,  147 

„  purification  of  salts  by, 

119 
„  sudden,  icto 

„  supposed     influence     of 

light  on,  214 
Crystalloids,  89 
Crystals,  axes  of,  128 
,,         biaxal,  203,  210 
„         broken,  reparation  of,  f  21 
,,        classification  of,  129 
„        cleavage  of,  123 
„        doubly  refracting,  expansion  of, 

by  beat,  248 
„        how  modified  during  formation, 

120 
„        how  procured,  n6 


Crystals,  modification  of,  Pasteur's  expe- 
riments on,  120 
„        primary  and  secondary  forms  of, 

124 
„        principal  section  of,  203,  note 
„        structure  of,  124 
„        symmetry  of,  128 
„         uniaxal,  203,  210 
Cupping-glass,  action  of,  57 
Current  affinity,  539 
Curves  of  pressure  of  condensed  gases, 

368 
Cylinder  electrical  machine,  419 

BAaUBBBSOTTFE,  225 

Dalton's  atomic  tbeoiy,  2 1 

, ,        kw  of  tension  of  vapours,  350 
Baniell^s  hygrometer,  358 

„        pyrometer,  260  \ 

„        voltaic  battery,  477 
Declination  or  variation  of  a  magnet,  402 
Beep  sea  sounding,  62 
Definite  proportion,  law  of,  15 
Deluc's  pile,  549 
Density  of  a  body,  38,  note 

„      of  atmosphere,  decrease  of,  with 
altitude,  62 
Besiccation  of  gases,  100 
Beville  and  Troost,  process  for  specific 

gravity  of  vapours,  271 
Bew,  theory  of,  287 

„     point,  357 
Biactinic  bodies,  230 
Bialysis,  89 

„         of  gases,  110 
Biamagnetism,  606 

„  a  polar  force,  614 

„  eftect  of  structure  on,  61 1 

„  influenced     by    chemical 

function,  611 
Biaphragms,  use  of,  in  voltaic  battery,  479 
Biathermacy,  influence  of  structure  on,  290 
„  of  gases  and  vapours,  294 

„  of  solids  and  liquids,  293 

Biathermic  bodies  bad  radiators,  297 

„  or  diathermanous  bodies,  290 

Bichromio  media,  spectra  of  solutions,  166 
Dido  struck  by  lightning,  446 
Didymium,  spectrum  of  solutions  of,  160 
Bieiectrics,  408 
Bi£ferential  galvanometer,  499 
„         thermoscope,  253 
^j  „         radiajDt  beat  mea- 

sured by,  287 
Biffusion,  Balton's  theory  of,  114 

decomposition  of  double  salts 
by,  84 
„         of  gases,  loi 
J,  „        accelerated  by  heat, 

102 
,,        of  liquids,  laws  of,  80,  81 ' 
„        separation  of  gases  by,  103 
„  „  salts  by,  84 

,,        volume  of  a  gas,  102 
Bilatation,  increasing  ratio  of,  with  rise 
of  temperature,  257 
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Dimetrio  (pyramidal)  ByBtom,  131 
Dimorphism,  139 

„  influence  of,  on  hett  of  com- 

bination, 380 
„  influence  of  temperatnre  on, 

140 
Dipping-needle,  409 
Diacha^^g-rod,  434 
Disguieed  electricity,  415 
DiBperaion  of  light  in  epeetrum,  166 
Displacement  by  chemical  action,  13 
Disruptive  electric  diachai^,  435 
Dissected  battery,  488 
Dissection  of  crystals  by  solvents,  133 
Distillation,  344 
Divisibility  of  matter,  4 
Dodecahedron,  relation  to  the  cube,  130 
Doable  diaphragm  voltameter,  511 

„      decomposition,  31 

„      refraction,  201 

„      weighing,  37 
Doubly  oblique  system  of  crystals^  135 
Ductility,  65 
Dumas*  meUiod  of  taking  specific  gravity 

of  vapours,  269 
Dyad  elements,  31 

Eabth,  conducting  power  of,  for  currents, 

„      magnetism  of,  401 
Earth's  orbit,  diameter  of,  195 
Ebullition,  329 

Effiision  of  gases  and  liquids,  105 
Elasticity,  law  of,  44 
„         of  gases,  46 
„         of  liquids  and  solids,  44,  45 
Electric  arc,  509 

„      attraction  and  repulsion,  406 

„       balance,  429 

„       battery,  425,  434 

„       brush,  440 

„      cable,  568 

„  ,,     delay  of  signals  in,  569 

„       chiu-ge,  dissipation  of,  439 

„  „       distribution  o^  416 

„       condenser,  423 

„      conduction,  432 

„  „  in  gases,  508 

„  „  in  liauids,  506 

n  ff  in  solids,  504,  50S 

,,      conductors,  408 

„       convection,  441 

„      currents,  direct  and  inverse^  573, 

584 
„  „        mutual  actions  of,  561 

,,  „        primary  and  secondary, 

573,  584 
„      discharge,  416 
„  „         in  vacuo,  magnetic  ac- 

tions on,  580 
„      distribution  of  charge,  416 
„      eel,  600 
,,      induction,  413 
„  „         spread  of,  422 

„       insulators,  408 
„      kite,  Franklin's,  445 


Electrie  lamp,  511,  note 

machines,  419,  420 

repulsion  traced  to  induction,  420 

resistance,  Brit.  Assoc.  Standard, 

,  494 
shock,  425 
spark,  spectra  of,  236 

„      various  forms  o^  440 
telegraph,  565,  et  aeq, 
theories,  411 

theory  of  chemical  attraction,  5  38 
Electricity,  animal,  599 

atmospheric,  448 

from  chemical  action,  444 

from  friction,  410 

from  heat»  443 

from  pressure,  442 

of  vapour,  444 

quantity  required  for  chemical 

decomposition,  549 
resinous  or  negative,  406 
sources  o^  442 
static  and  voltaic,  compared, 

548 
tension  o^  417 
two  kinds  of,  406 
vitreous  or  positive,  406 
„  voltaic,  451 

Electrics,  410 

Electro-chemical  order  of  elements,  467 
Electrode,  515 

Electro-dynamic  cylinder,  559 
Electrolysis  by  ordinary  machine,  548 
definite  amount  of,  518 

„       dii'cction  of,  517 
laws  of,  516 
of  basic  salts,  527 
of  monobasic  salts,  525 
of  polybasic  salts,  526 
of  salts,  521 

secondary  results  of,  533 
supposed  generation  of  acid 

by,  524 

„  variation  in  facility  of,  519 

Electrolyte,  516 

Electrolytes,  table  of  classes  of,  525 
Electrolytic  decomposition  of  gases,  582 
Electro- magnetic  action,  law  of,  553 
„  rotations,  563 

„      magnetism,  laws  of,  557 
„      magnets,  how  formed,  555 
Electrometer,  balance,  429 

„  Coulomb's,  409 

„  Lane's  discharging,  429 

„  Peltier's,  410 

„  quadrant,  424 

Electro-motive  force,  466 

,,  „    how  measured,  496 

Electrophorus,  421 
Electro-gilding,  547 
„      plating,  545 
„      platinizing,  547 
„      positive      and      electro-negative 
elements,  11,  467 
Electroscope,  406 

„  Bohnenberger's,  55b,  note 
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ElectroBOope,  gold-leaf,  408 

„  single  goId-leaf|  464 

Electrotype  moulds,  543 

„  or  voltatype,  541 

JSlecirotypiiig  of  non-conductprs,  543 
Electrovection,  530 
Electro-zincing,  545 

Elements,    electro-positive    and   electro- 
negatiye,  it,  467 
„         non-metallic,  Hst  of,  a 
,9  popular  and  chemical,  i 

„  table  of  equivalency  of,  33 

Elephamt,  struck  by  lightning,  446 
Endosmosis  of  gases,  108 
,,         of  liquids,  85 
Equatorial  magnetic  position,  605 
Equi-dififbsive  salts,  83 
Equilibrium  of  temperature,  372 
Equivalency  or  atomicity  of  elements,  32 
Equivalent,  chemical,  what,  18,  10 
„  proportions,  law  of,  18 

Equiinilents  of  compound  bodies,  30 
Ether,  compressibility  of,  45 
,,      elastic  force  of  vapour,  350,  366 
„      latent  heat  o(  342 
Etiolation  of  plants,  217 
Evaporation  from  solids,  352 

„  from  saline  solutions,  355 

„  influence  of  pressure  on,  354 

»>  „        of  surface  on,  353 

„  limit  of,  352 

„  of  mixed  liquids,  355 

„  spontaneous,  356 

Exhausting  syringe,  48 
Exosmosis  of  liquids,  86 
Expansion  by  heat,  force  exerted  by,  261 
)»  „        formula   for   calcula- 

ting, 258,  note 
M  9>        of  gases,  252 

9f  }}        of  liquids,  249 

»  „        of  solids,  248 

)9  „        practical  applications 

of,  261 
,,         of  bodies  in  solidifying,  121 
Extraordinary  ray  of  light,  202 

Factobs,  Greenwich,  for  wet-bulb   hy- 
grometers, 360 

Fahrenheit's  thermometer,  254 

Faraday's  theory  of  electric  induction,  415 
„  heavy  glass,  magnetic  polariza- 
„  tion  by,  602 

Ferricyanide  of  potassium,   electrolytic 
production  of,  536 

Fire-balloon,  279. 

Fire-fly,  147 

Fixed  lines  in  spectrum,  168 
„      points  of  thermometers,  254 

Flame,  diamagnetic,  608 
,,       its  action  in  dispersing  electri- 
city, 439 
„       measurement  of  its  temperature, 

594 
,,       voltaic  currents  m,  508 
Flow  of  liquids  through  capillary  tubes, 
92,  et  seq. 


Fluidity,  heat  of,  320 
Fluorescence,  186 

, ,  modeof  testing  body  for,  189 

Fluorescent  rays,  inactive  spaces  in,  170 

,,         spectra,  234 
Focus  of  mirror  or  lens,  156,  161 
Force,  indestructible,  616 
,,      quantity  of,  definite,  615 
„      transformations  of,  617 
Forces,  molecular,  some  varieties  of,  44 
Formula,  chemical,  23 
Franklin's  lightning  conductors,  446 

„  electrical  theory,  411 

Fraunhofer's  lines  in  the  solar  spectrum, 
168 
„  „     KirchhofiTs  theory  of, 

183 
Freezing-machine  by  ammonia,  339,  note 
„  ,,        by  ether,  338,  «o«e 

„        mixtures,  321 
„        of  mercury  in  red-hot  capsule, 

„         of  water  in  vacuo,  338 

„         point  of  water  lowered  by  salts, 

334 
„        lowered  by  pressure,  323 
„       process  of,  325 
,,        separation  of  imparities  during 
process,  115 
French  weights  and  measures,  35 
Friction,  68 

„        development  of  heat  by,  241 
Frog,  Galvani's  experiment  on,  450 
Fusible  metal,  expands  on  solidifying,  1 22 
Fusing  point^  how  affected  by  pressure, 
322,  note 
„  „      of  mixtures  lower,  321 

„  •        ,,       table  of,  322 
„  „      why  fixed,  321 

Gallon,  imperial,  defined,  34 
Galvanism,  450 
Galvanometer,  astatic,  455 

,,  differentitJ,  499 

,,  how  graduated,  457,  Tiote 

„  principle  of,  454 

„  tangent,  553 

„  Thomson's  reflecting,  456 

Gras  battery,  Grove's,  474 
„   holder,  58 
Gases,  absorption  of  by  charcoal,  98,  99 
„      adhesion  of  to  solids,  97 
„  to  liquids,  95 

„       coefficient  of  absorption  of,  95 
„      condensed,  table  of,  367 
„      conductivity  of  for  heat,  275 
„       cooling  effects  of,  275,  505 
„       correction  o^  for  pressure,  59 
, ,  for  temperature^  263 

„      desiccation  o(  100 
„       diamagnetism  of,  607 
„       diathermacy  of,  295 
,,       differ  in  electric  insulation,  439 
„      diffusion  of,  loi 
„       effusion  of,  105 
„      elasticity  of,  47 
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GaNfl,  eleotrio  induction  uniform  in,  431 
n      expansion  of,  by  heat,  251 
,f      lique&otion  of,  361 
ft      oMluaionof  in  metals,  113 
,,      passage  of,  through  diaphragms, 

„      refraotiye  powers  on  lights  table 

oC  159 
I,      separation  of  by  diffusion,  1 03 
t,      solidifioation  of,  369 
„      solubility  of,  96,  97 
, ,      specific  gravity  of,  how  determined, 

364 
„  „    heat  of,  308 

,,      transpirability  of,  io5 
„      Toltaio,  oonductiyity  of,  508 
Ga8siot*s  electric  cascade,  578 
Gauge  of  air  pump,  53 
Gauges  for  oompressed  gases,  364 
Glaciers,  theoiy  of  their  motion,  327,  note 
GlaishePs  factors  of  wet-bulb  hygrometer, 

360 
Glass,  absoiptiye  action  of,  on  radiant 
heat,  991 
, ,      compressed,  effects  o^  on  polarized 

liffht,  III 
„      conducts  electricity  at  red  heat, 

508 
„      expansion  of,  by  heat,  148,  258, 

970,  note 
„      specific  heat  of,  303 
„      unannealed,  action  of  on  polarized 
light,  an 
Glow-worm,  147 
Gold,  divisibility  of,  4 
Goniometers,  125 

if  Wollaston*s  reflecting,  126 

Gramme,  37 

Gravity  diminishes  towards  equator,  34 
„       how    applied    to    standards    of 

weight,  34 
„       specific  (see  specific  gravity),  38 
Ground  ice,  288,  note 
Grove's  voltaic  battery,  478 
Gulf  Stream,  282 
Guttarperoha  insulator  for  electric  cable, 

568 
GymnotuB,  600 

Habdnbss,  Mohs'  scale  of,  64 

Heat  absorbed  during  evaporation,  328 

f,         „  „       solution  of  ssJts, 393 

„    amount  of,  radiated  fi^m  the  sun, 
241,  282,  319 

„     atomic,  311 

,,     conduction  of  solids,  273 

„    conductivity  o^  varies  in  different 
directions,  276 

„    convection  of,  277 

„     developed  by  voltaic  current,  453, 

505 
„    distinguished  from  temperature,  247 
„     distribution  of,  in  8i>ectrum,  191 
, ,     evolved  by  combination  of  acids  and 

bases,  390 
„  9>      by  friction,  241 


Heat  evolved  by  metallic  precipitations, 
386 
„  „      by  percussion,  243 

„  „      dunng  combustion  of  00m- 

poands,  382 
„  „  „     decomposition,  381 

„  „  „     moistening,  244 

„  „  „      solidification,  327 

„  „  ,,     solution  of  gases,  393 

„  I,      in  combining  definite,  372 

,,    general  effects  of,  240 
„    latent,  318 
„        „      of  gases,  362 
„        „      ofuquids,  320 
„        „      of  steam,  343 
„        „      of  vapours,  341 
„     lots  of,  prevented,  275 
,,    measurement  of,  253  ei  seq. 
„     mechanical  equivalent  of,  242 
„  „  theory  of,  245 

„     of  combination,  experiments  of  An- 
drews on,  374 
„  „         experiments  of  Favre, 

377 

„  of  electrical  discharge,  434,  438 

, ,  of  interior  of  earth,  2  45 

, ,  of  voltaic  circuit,  5 1 4 

,,  opposed  to  cohesion,  66 

, ,  radiant,  absorption  of,  284 
,,        „        difl&action  of,  301 
,,        „       effect  of  screens  on,  292 
„        „        polarization  of,  300 
„        ,,       reflection  of,  283 
,,        ,,       refraction  o^  297 
„        „        refrangibility,    change   of, 

300 

„  „  relative  abeorbability  of, 
290 

„  „  separation  o(  from  light, 
298 

„     sources  of,  241 

,,    specific,  301 

„        „        how  modified,  303 

„         ,,         modes  of  measuring,  302 

„        „        of  gases,  308 

„  , ,  of  liquids  and  vapours  com- 
pared, 310 

,,  ,,  of  solids  and  liquids  com- 
pared,  307 

„        „        of  ozganio  liquids,  318 

„        „        relation  of,u>  atomic  weight, 

3" 
„        „        rise  o^  with  rise  of  tempe- 
rature 307 
„    unit  defined,  242,  379 
Heavy  glass,  magnetic  polarization  of,  602 

„        „      diamagnetism  of,  615 
Hectare,  36 
Heights,  measurement  of,  by  boiling  pcunt, 

335 
Helix,  voltaic,  556 
Hemihedral  crystals,  artificial  production 

of,   121 

„  forms  of  crystaki,  131 

Henry's  induction  coils,  583 
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Hexad  elements,  33 
Hexagonal  (rhombohedral)  system,  132 
High-pressure  steam,  336 
Holohedral  or  homohed^l  forms  of  crys- 
tals, 131 
Homogeneous  or  monochromatic  light,  164 
Homologous  bodies,  what,  382,  note 
Hot-water  oven,  329 
Hydro-electric  machine,  445 
Hydrogen,  cooling  effect  of,   on  red-hot 
wire,  505 

„  unit  of  equivalents,  19 

„  spectrum  of,  187 

Hydrometer,  42 
Hygrometer,  Daniell's  dew-point,  358 

,,  wet  bulb,  359 

lOE  expands  in  freezing,  122 
„  formed  by  radiation  in  India,  288 
„  liquefaction  of,  by  pressure,  323,  note 
„  machines,  338,  note 
„  regelation  of,  326 
„  separation  of  salts  from,  in  freezing, 

"S 
,,  specific  ffravity  of,  122 
„      „        heat  of,  319 
Iceland  spar,  double  refraction  of,  20  t 
Ignition,  colour  of  light  produced  by,  146 
Impressions  of  light  on  the  retina,  dura- 
tion of,  152 
Incandescence  not  combustion,  T45 
Inclination  or  magnetic  dip,  401 
Index  of  refraction,  157 
Indium,  discovery  of,  by  spectrum,  178, 

180 
Induced  currents  from  Leyden  jar,  542 
Induction  coil,  575 
Induction,  electric,  412 
,,  magnetic,  396 

„  magneto-electric,  574 

„  photo-chemical,  215 

„  specific,  430 

„  volta-electric,  573 

Insulating  power  of  gases  for  electricity, 

specific,  439 
Insulation,  electric,  407 
Intensity  of  earth's  magnetism,  403 
Interference  of  light,  196 
Iodide  of  mercury,  dimorphism  of,  140 
Ions,  voltaic,  516 

„     unequal  transfer  of,  528 
Iron,  expansion  of,  by  beat,  258,  261 
„     inactivity  of,  in  nitric  acid,  479 
„     magnetic  induction  of,  396 
„     specific  heat  of,  303,  307,  313 
„     structure  altered  by  vibration,  123 
Isodimorphous  bodies,  14I 
Isomorphism,  135 
Isomorpbous  groups,  138 

Joule,  experiments  of,   on  mechanical 
equivalent  of  heat,  242 

Kbepbb  of  the  magnet,  400 
Kilogramme,  37 
Kilometre,  36 


Kurchhoff,  spectrum  observations,  175 
„         theory  of  Fraunhofer^s  lines, 
183 

Lampblack,  absorption  of  radiant  heat 

by,  290 
Land  and  sea  breezes,  281 
Latent  heat  (see  heat,  latent),  318 

,,      photographic    image,    220,    223, 
225 
Lateral  electric  discharge,  433 
Law  of  gaseous  diffusion,  102 
„  „        volumes,  26 

,,    of  reflection  for  light,  154 
„    of  sines  for  light,  157 
Laws  of  chemical  combination,  15 
Lead,  peculiar  expansion  of,  by  heat,  248 
Left-handed  rotatory  polarization,  212 
Lengthening  of  bodies  while  sounding,  150 
Lens,  convex,  160 

Leslie's  apparatus  for  freezing  water,  33^ 
Leyden  jar,  424 

„        „    theory  of  its  charge,  426 
„         „     with  moveable  coatings,  425 
Lichtenberg's  electric  figures,  440 
Liebig's  condenser,  346 
Light,  analysis  of,  by  absorption,  165 
,,      change  of  refrangibUity,  187 
„      chemical  effects  of,  214 
,,      diminishes  as  square  of  distance, 

153 
,,      dispersion  of,  166 
„      double  refraction  of,  201 
„      electric,  510 

„      emitted  during  crystallization,  147 
„      frequency  of  its  undulations,  195 
„      homogeneous,  164 
,,     interference  of,  196 
„     of  ignited  bodies,  colours  of,  146 
„      polarized  (see  polarization),  203 
,,     prismatic  analysis  of,  163 
,,      reflection  of,  154 
,,      refraction  of,  1 56 
„      retarded  in  denser  media,  195 
,,      scattering  of,  155 
„      sensitiveness,  dispersive,  167 
„      sources  of,  14$ 
„      theories  of,  148 
„      total  reflection  of,  161 
,,      velocity  of,  194 
Lightning  conductors,  445 

„         effects  of,  exemplified,  446 
, ,        identity  of,  with  electricity,  445 
Lime  and  its  compounds  less  soluble  iu 

hot  than  in  cold  water,  76 
Limpidity  and  viscosity  of  liquids,  66 
Lines  of  spectrum,  influence  of  tempera- 
ture on,  185 
Liquefaction  of  gases',  362  ' 

Liquids,  adhesion  between,  78 
,,       cohesion  of,  65 
„       compressibility  of,  45 
„        conductivity  of,  for  heat,  274 
„        diffusion  of,  81 

efflux  of,  through  fine  tubes,  92 
„        expansion  of,  by  heat,  250 
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liqnidsy  latent  beat  of,  330 

„       rotatory  polarization  o(  411 

,,       specifio  gravity  of,  39 

,1       transpiration,  inflnence  of  com- 
position  on,  94 

„       transpiration  oi,  PoiBeaille*!  ex- 
periments on,  91 

,,        yoltaio  condnctivity  of,  507 
Lithium,  spectmm  of,  180 
Litmus  paper,  6 
Litre,  36 
Loadstone,  395 

f)  origin  of  its  magnetism,  404 
Local  action  in  voltaio  circuit,  465,  476 
Lutes  and  cements,  68 

Haonst,  effect  of  fracture  on,  397 

„        influence  of,  on  voltaic  arc,  564 
„        marked,  or  north  end,  395 
„        rotation  of,  round  wire,  563 
Magnetic  attraction  and  repulsion,  396 

„  batteries,  399 

„  curves,  395 

„  equator  of  the  earth,  403 

„  field,  605 

,,  inducti(m,  396 

„         intensity,  how  measured,  401 

„         metals,  610 

„  needle  disturbed  by  aurora,  450 

,>  99      effect  of  current  on,  453 

, ,         polarization  of  light,  1 14,  602 

, ,  poles  of  the  earth,  402 

„         storms,  404 
Magnetism  a  polar  force,  396 
,,  effect  of  heat  on,  400 

„  effect  of  friction,  &e.,  400 

„  induced  by  electric  currents, 

453,  555 
, ,  not  observed  in  all  bodies,  605 

,,  of  liquid  of  voltaic   circuit, 

,454 
„  of  the  earth,  40T 

„  permanent,  398 

„  temporary,  396,557 

Magneto-electric  induction,  574 
„  „       light,  590 

„  „       machines,  588 

Magnets,  molecular  movements  in,  557 

„        preparation  of,  308 
Manganese,  oxychloride,  absorptive  bands 
in  spectrum  of,  172 
„         magnetism  of  its  salts,  606 
Malleability  and  ductility,  65 
Manometer,  54 

Map  of  portion  of  solar  spectrum,  185 
Mariner's  compass,  399 
Marriotte^B  or  Boyle's  law,  46 

ti  it      £eiilure     of,     at 

great  pressures, 
47,  «ote,  365 
Matter  when  burned  not  destroyed,  13 

„      divisibility  of,  4 
Maximum  density  of  vapours,  351 
Measurement  of  heights  by  barometer,  62 
ji  ,}      by  boiling-point, 

335 


Mechanical  theory  of  heat,  245 
Medium  for  light,  155 
Melloni's  apparatus  for  radiant  heat,  29^ 
Melting-pomtfl^  constant,  321 

, ,  effect  of  pressure  on,  3  2  5 

note 
„  table  o^  322 

Mercurial  calorimeter,  385 
„         thermometer,  254 
„        trough,  59 
Mercury,  capillary  depression  of,  71 
,,         compressibility  of,  45 
„         evaporation  o^  352 
„         freezing  of,  321,  363 
„        frozen  in  red-hot  capsule,  372 
,,        iodide  of,  dimorphism  of,  r40 
„         latent  heat  of,  320 
„         specific  heat  of,  303,  313 
„        varying  expansion  of,  with  tem- 
perature, 258 
,,        water  and  air,  relative  weights 
of,  51,  Tiote 
Metallo-chromes,  535 
Metals,  conductivity  of,  forelectricity,  501, 

^503 

>i  „  heat,  273 

„        diathermacy  of,  294 

„        expansion  of,  248 

„        ignited,  permeable  to  gases,  1 1 1 

„        spectra  of,  236 

„        thermo-electric  order  o^  596 
Metameric  bodies,  what,  382 
Metre,  35 
Milligramme,  37 
Millimetre,  36 

Minerals,  artificial,  crystallization  of,  117 
Mirror,  concave,  156 

,,       plMie,  154 
Mixture  distinguished  from  combination. 

10 
Moir^e  mMalliquef  123 
Moistening,  heat  emitted  by,  244 
Molecule  distinguished  from  atom,  28 
Molecular  forees,  44 
Monad  elements,  32 
Monoclinic  (oblique)  system,  134 
Moonlight,  little  heat  of,  299 
Motion  of  particles  by  electric  action,  531 

M       signal  of  force,  616 
Multiple  proportion,  law  of,  16 
Muscular  electric  current,  601 
Musical  notes,  ratio  of  vibrations,  150 

Nascent  state  of  bodies,  537 
Nebulse,  spectra  of,  186,  note 
Negative  doubly  refracting  ciystals,  202 
Neutralization,  6 
Newton's  rings,  200 
Nickel,  magnetic.  397,  400 
NicoFs  prism,  213,  note 
Nitrogen,  spectrum  of,  t86 
Nitrous  acid,  absorption  bands  in  spec- 
trum of,  170, 172 
„      oxide  evolves  heat  during  decom- 
position, 381 
Nodal  points  and  lines,  150 
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K'on-metallic  elements,  list  of,  2 

iN'otation  by  symbols,  23 

iN'iiclei,   influence  of,  on  crystallization, 


Oblique  s3rBtem  of  crystals,  134 

Obscure  rays  of  heat,  300 

Octohedron,  relation  to  the  cube,  130 

Ohm's  theory  of  voltaic  current,  486,  491 

Oils,  refractiye  power  of,  on  lights  163 

Opacity,  degrees  o^  152 

Optic  axis  of  a  crystal,  202 

„        relation  to  magnetism,  612 

Osmometer,  86 

Osmose,  85 

„       influence  of  septum  on,  87 
,,       negative  and  positive^  87 

Osmotic  force,  measurement  of,  88 

Oxides,  basic,  8 

Oxygen,  magnetism  of,  609 
„         scaJe  of  equivalents,  24 
„        solubility  of,  in  water,  96 

Palladium,  absorption  of  gases  by,  113 
Paper,  splitting  of,  69 
Papin's  digester,  338 
Paramagnetic  bodies,  610,  note 
Peltlei's  thermo-electric  experiments,  598 
Pendulum  seconds,  length  of,  35,  note 
Pei^tad  elements,  33 
Percussion,  heat  produced  by,  243 
Peroxides  of  the  metals,  voltaic  actions 

by,  470 
Perpetual  snow,  300 
Phosphorescence  of  animal  matter,  147 

„  of  heated  mrneralB,  146 

Phosphori,  solar,  192 
Phosphorogenic  rays  of  spectrom,  191 
Phosphoroscope,  Becquerel's,  193 
Phosphorus,  allotropio  modifications  of, 

143 
„  diamagnetic  powers  o^  007 

Photogenic  drawing,  218 
Photographic  lithography,  223 

„  printing,  219 

„  transparency,  230 

Photometer,  principle  of,  153 
Physical    and    chemical    properties    of 
bodies,  2  ^ 

„        states  of  matter,  3 
Pitch  of  sound,  149 
Plane  of  polarization,  206 
Plate  electrical  machine,  420 
Plating  by  magneto-electricity,  590 
Platinized  silver,  voltaic  use  of,  480 
Platinode,  cathode,  or  negative  pole,  517 
Platinum  black,  its  action  on  gases,  99 
Platinum,  penetrability  of,  by  gases,  1 1 1 
Pneumatic  trough,  58 
Points,  action  of,  on  electricity,  418 
Poiseuille's  experimeots  on  liquid  trans- 
piration, 92 
Polar  forces,  396 
Polarization  by  reflection,  208 

,,         eoloored  circular,  211 

„         electric,  415 


Polarization  of  electrodes,  474 
„         of  heat,  300 
„         of  light  by  double  refraction, 

204 
,^         of  light,  magnetic,  214 
„         plane  of,  206 
„         voltaic,  463,  464 
Polarized  light,  colours  developed  by,  208 
,,  „      difference  from  common 

light,  207 
Polarizing  angle,  law  of  its  variation,  205 

„        bundles,  208 
Poles  of  voltaic  battery,  515,  517 
Polymeric  bodies,  what,  382,  note 
Porodty,  illustrations  of,  3 

„        different  degrees  of,  113 
Porous  diaphragms,  use  of,  476 
Positive   and  negative  electricity,  how 
distinguished,  406,  440 
„         doubly  refracting  crystals,  202 
Potassinm,  spectrum  of,  180 
Pound  avoirdupois,  what,  34 
Pressure  gauge,  54 

„        influence  of  on  boiling-point,  3  34 
„        of  condensed  gases,  curves  of,  368 
„        on  freezing  point,  323,  note 
„        on  solubility,  323,  note 
PrefHrore  of  the  air,  56 
Prindpal  section  of  a  crystal,  203,  note 
Prism,  its  effects  on  rays  of  light,  160, 

163 
Prismatio  spectrum,  163 

„        system  of  crystals,  133 
Proof-plane  for  electricity,  416 
Pseadomorphous  bodies,  129 
Pump  for  water,  52 
Pyramidal  system  of  crystals,  131 
]^rometer,  Daniell's,  259 

QlOASOE,  coloured  rotatory  polarization  of, 
212 
„        its  value  for  spectrum  examina- 
tion, 193,  231 
„        right  and  left  handed,  212 
Qainia>  sulphate,  fluorescence  of,  187 

Badiaht  Hbat,  see  Heat,  radiant 

„       power  of  heat  proportioned  to 
absorption,  285 
Badiation,  law  of  cooling  by,  288 

„         of  heat)  282 

„         varies  with  angle  of  emission, 
«85 
Rain,  Hutton's  theory  of,  361 
Ray  of  light,  152 
R^mur^s  tiiermometer,  254 
Red-cabbage  test  for  acid  or  alkali,  7 
Reflection  of  heat,  283 

„        of  light  from  curved  surfaces, 

„  „  „      plane   surfaces. 


161 


„        total,  of  light, 
Refraction  at  inclined  surfaces,  160 
„        eflfoct  of  composition  on,  167 
„        of  light,  law  of  sines,  157 
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Befraction  of  light,  limple,  156 

„        of  n^iant  heat,  197 
Befraotive  index  defined,  158 

,,        power,  effect  of  heat  on,  167 

„  ,,       measurement  of,  163 

„  „       ofgaaes,  159 

Kefrangibility  of  light,  change  in,  187 
Befringent  energy,  158 
Begelation  of  ice,  316 
Kegular  system  of  crystals,  129 
Belative  weight  of  vapours,  30 
Replacement  of  edge  of  a  crystal,  124 
Residual  electric  charge,  433 
Resistance  coils,  493 
Retardation  of  sigoals  of  telegraph,  569 
Retina,  impression  of  light  prolonged,  153 
Revolving  mirror,  applieid  by  Wheatstone, 

437 
Rheometer  (galvanometer),  454 
Rheostat,  493 
Rhombic    dodecahedron,  relation  to  the 

cube,  130 
Rhombohedral  system  of  crystals,  131 
Right-handed  rotatory  polarization,  212 
Rock  crystal,  conduction  of  heat  by,  976 
,,     salt,    its    high   diathermic  power, 
191,  298 
Rubidium,    spectrum  reactions  of,   dis- 
covery by,  1 78 

„  „  of,  180 

Ruhmkorff*s  induction  coil,  576 
Rumford*8  experiments  on  heat  of  friction. 

Salts,  effect  of,  in  loweiing  freezing-point, 

3«3 
y,  ,,      solution  on  boiling  point, 

333 
„       general  characters  of,  7 
,,      of  magnetic,  metals  are  magnetic, 
606 
Saturation,  75 
Scale  of  hardness,  64 
Scales  of  equivalents,  18 
Scattering  of  light,  1 55 
Sea- water,  maximum  density  of,  262 
„         freezing-point  of,  324,  note 
Secondary  electric  currents,  576 
Seconds  pendulum,  length  of,  35,  note 
Selenite,  colours  of,  in  pohirized  light,  208 
Snowflakes,  crystalline  forms  of,  117 
Sodium  chlorate,  circular  polarization  by, 
212 
,,  II         hemihedral  form  of,  how 

obtained,  120 
„      spectrum  of,  177,  181,  187 
,,;     sulphate,  electrolysis  of,  522 
,,  „         of,  solubility  of,  77 

Solar  heat  on  earth,  241,  282 
„     spots,  connexion  of  with  magnetism 
of  earth,  404 
Solidification,   expansion  or   contraction 
attendinjif,  121,  122 
„  of  gases,  369 

Solids,  bulk  of,  not  immediately  altered 
by  cold,  264 


Solids,  expansion  of  by  heat,  248 
Solubility  sometimes  diminished  by  heat,  76 
Solution,  forces  concerned  in,  75 
Sound,  interference  of  waves  of,  196 
„       produoedduringmagnetization,557 
„      the  result  of  undulations,  149 
„      varieties  of,  149 
„      velocity  of,  144,  note,  149 
Sounding,  deep  sea,  62 
Spark,  electric,  circumstances  which  in- 
fluence, 435,  440 
Specific  electric  induction,  430 
„       electricity,  539 
„      gravity,  36 
,,  ,1        of  compound  gases,  how 

calculated,  166 
,,  ,1       of  gases,  determination 

of,  264 
„  „        of  liquids,  39 

,,  „        of  powders,  41 

„  „        of  solids,  40 

„  „  „        lighter       than 

water,  42 
„  ,,        of  soluble  solids,  41 

,,  ,,        of  vapours,  267,  271 

„       heat  of  elements  (see  heat,  spe- 
cific,) 3*3 
,,       refractive  energy,  167 
Spectra,  fluorescent,  234 

„       of  coloured  flames,  174 

,,       of  compounds,  179 

,,       of  gases,  effects  of  heat  on,  185 

„  „        Pliicker^s   experiments 

on,  173,  185 
„       photographs  of,  236,  237 
„       projection  of,  on  screen,  182 
Spectroscope,  176 

Spectrum,  absorption  bands  of,  170 
,,        analysis,  175 
„        atmospheric  lines  of,  171,  Thote 
„         chemical  actions  of,  227 
, ,        discovery  of  new  metals  by ,  1 78 
„        fixed  lines  of,  168 
„        heat  rays  of,  191 
„        of  coloured  flames,  174 
„         of  electric  spark,  172 
„        of  first  and  second  order,  185 
„        of  ignited  gases,  173,  185 
„        photographic,  227 
„        prismatic,  163 
„         reactions,  delicacy  of,  176 
„         variation  of,  with  temperature, 
178,  185 
Spheroidal  state,  370 
Springs,  how  formed,  356 
Standard  temperature  for  speoificgravities, 

41 
„        pressure  for  gases,  60,  note 
Standards  of  weight  and  measure,  34 
Stars,  spectra  of,  169,  185,  note 
Steam,  electricity  of,  445 
„      hot  bath,  329 
„      latent  heat  of,  343 
„      specific  heat  of,  308,  310 
,1      temperature  of  at  different  pres- 
sures, 337 


Digitized  by  VjOOQIC 


BTZ 


641. 


TAB 


Steel,  red-hot,  permeable  by  hydrogen,  1 1 1 
Stere  (cabic  metre),  36 
St.  Elmo's  fire.  449 
Still  and  worm- tab,  345 

„    Coflfey's,  348 
Stratified  electric  discharge,  578 
Striking  distance  of  electric  spark,  438 
Strontium,  spectrum  of,  180 

,,         sulphide,  phosphorescence  of, 

194 
Structure,  influence  o(  on  conduction  of 

heat,  277 
Submarine  cables,  568 
Substitution,formation  of  compounds  by,  14 
Sugar,  rotatory  polarization  of,  212 
Sulphate  of  copper,  its  use  in  voltaic  cir< 
cuit,  476 
„        of  mercury,  use  in  telegraphic 

battery,  566 
,,        of  sodium,  anomalous  solubility 

of.  77 
,f  „        sudden    crystalliza- 

tion of,  120 
Sulphur,  allotropic  modifications  of,  142 
„        burning,  fluorescent  light  of,  189 
,,        dimorphism  of,  140 
,,        vapour,  spectrum  of,  186 
Sulphurous  anhydride,  spheroidal  state  of, 

573 
Sun  spots,  connexion  with  earth*8  mag- 
netism, 404 
Supersaturated  solutions,  77 
Symbolic  notation,  23 
Symmetry  of  crystals,  127 
Synthesis,  chemical,  6 
Syphon,  55 

Syringe,  condensing,  50 
M        exhausting,  48 

Table  of  absorbability  of  heat,  390 

,,  of  absorption  of  gases  of  charcoal, 
98,  9j 

, ,  of  atomic  and  specific  heat  of  com- 
pounds, 315,  317,  318 

„  „        and  specific  heats  of  ele- 

ments, 313 

,,      of  atomic  weights,  24 

, ,      of  atoms  and  molecules,  2^ 

,,      of  Baum^s  hydrometer,  620 

,,  of  barometer  in  millimetres  and 
inches,  625 

„      of  boiling  points,  330 

„  ,,       point  of  water  at  difle- 

rent  pressures,  335 

,,  of  bulk  of  vapours  from  equal 
bulk  of  liquids,  344 

„  of  Gagniard  de  Latom**s  experi- 
ments, 366 

,,      of  calorific  equivalents,  384,  389 

„      of  capillary  action,  71 

,,  of  Centigrade  in  Fahrenheit  de- 
grees, 626 

,,  of  change  of  volume  on  crystal- 
lizing, 122 

,,      of  chemical  action  of  light,  238 

„      of  classification  of  elements,  33 


Table 


of  compressibility  of  liauids,  45 
of  condensed  gases,  367 
of  conductivity  for  heat»  273 
of  decrease  of  temperature  with 

altitude,  306 
of  density    of    air    at    different 

heights,  61 
of  diamagnetic  bodies,  615 
of  diathermacy  of  gases  and  va- 
pours, 295 
„  of  solids   and  li- 

quids, 293 
of  diffusion  of  gases,  105 

„        of  solutions,  82,  83 
of  distribution  of  heat  in  voltaic 

circuit,  514 
ofeffectof  saltsonboilingpoint,  333 
of  efflux  of  liquids  through   fine 

tubes,  p3,  94 
of  elasticity  of  gases  at  high  pres- 
sure, 47 
electric  conductivity  of  alloys,  504 
„  of  liquids,  507 

„  ofmetals,5oi, 

503 
of  electrical  insulators  and  conduc- 
tors, 408 
of  electro-chemical  order,  467,  468 
of  electrolytes,  525 
of  evaporation  at  different  pres- 
sures, 354 
of  expansion  of  gases  by  heat,  252 
„  of  liquids  by  heat,  250 

„  of  solids  by  heat,  248 

,,  of  water  by  heal^  262 

of  fusing  points,  322 
of  Greenwich  factors  for  wet  bulb, 

360 
of  hardness  of  minerals,  64 
of  heat  absorbed  during  solution 
of  salts,  393 
„         evolved  during  combina- 
tions of  acids  and  bases, 

390 
„        evolved    during   metallic 

precipitations,  387 
„         evolved  during  solution  of 

gases,  393 
„        evolved  in  metals  by  eleo- 

tricity,  434 
„        given  out  by  combustion 
in    chlorine    and    bro- 
mine, 380 
,,         given  out  by  combustion 
in  oxygen,  378 
of  increase  of  mean  dilatation  by 

heat,  258 
of  influence  of  salts  on  boiling- 
point,  333 
,y  on  freezing 

point,  325 
of  intervals  on  musical  scale,  150 
of  isomorphous  groups,  138 
of   latent   and    sensible    heat   of 
steam,  343 
„        heat  of  liquids,  320 
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Table  of  latent  heat  of  yapoure,  341 
,,       of    magnetic    and     diamagnetic 

bodiee,  610 
,,   '   of  magnetic  polarisation^  604 
„      of  metrical  and  English  measores, 

611,  623 
„       of  millimetres  in  inches,  615 
, ,      of  order  of  affinity,  1 1 
,,      of    passage     of    gases   through 

caoutchouc,  no 
ff      of  photographic  transparency,  131 
,,       of  range  of  temperatures,  901 
„       of  refraotiye  powers  of  gases,  159 
I,  „  power  of  oils,  163 

„      of  rise  of  specific  heat  with  rise  of 

temperature,  307 
„       of  solubility  of  gases,  97 
,,      of  specific  electricity,  539 
„  „        electric  induction,  431 

„  ,,        gravity  of  gases,  266 

, ,  „        heat  of  equal  weights  of 

solids,  303 
„  „  „    of  gases  and  va- 

pours, 308 
„  „  »    of  liquids  and  va- 

pours, 310 
,,  „  „     of  solids  and    li- 

quids, 307 
„       of  temperature  of  high  pressure 

steam,  337 
,,       of  tension  of  vapours,  350,  351 
„     of  thermo-electric  order  of  metals, 

595,  59^ 
,,      of  transpiration  of  gases,  107 
„  „  of  vapours,  107 

„      of  Twaddell's  hydrometer,  621 
„      of  voltaic  conductivity  of  metals, 

50»i  503 
„  „  „  of  liquids, 

507 
Tabular  crystals,  relation  of  to  prismatic, 

Talbotype  process,  iig 

Tangent  galvanometer,  554 

Teinte  de  pautige,  213 

Telegraph,  electric,  566 

Tellurium,  its  high  thermo-electric  power, 

598 
Temperature,  absolute  zero,  320,  note 

„  decrease  of  with  altitude, 

„  distinguished    from    heat, 

247 
„  increase  of,   at   increasing 

depths  of  the  earth,  245 
„  table  of  various,  261 

Tension,  electric,  417 
Teusion,  of  vapours,  350 
Tessular  (cubic)  system  of  crystals,  1 29 
Tetai*tohedral  forms  of  crystals,  131 
Tetrad  elements,  33 
Tetrahedron,  relation  to  the  cube,  130 
Thallium,  discovery  of,  by  spectrum  re- 
action, 178 
,,  spectrum  of,  180 

Thermochrosis,  or  calorific  tint,  296 


Thermo-electrical  effects,  reversal  of,  by 
heat,  595 
„  order  of  metals,  595 

,,  thennometer,  594 

Thermo-electricity,  594 
Thermometer,  alteration  of  freezing  point 
in,  256 
„  Breguet*s  metallic,  259 

„  comparison      of      various 

scales,  254 
,,         graduation  of,  254 
„  maximum    and    minimum, 

„  self-registering,  257 

„  tests  of  its  accuracy,  255 

Thermo-multiplier,  597 

Thermosoope,  differential,  253 

Thin  plates,  colours  of,  199 

Thunder,  447 

Timbre,  149 

Tithonometer,  215 

Torpedo,  553 

Total  reflection  of  light,  161 

Tounnaline  becomes  electric  while  heating 

or  cooling,  443 

„        polarizing  action  of,  204 

Trade  winds,  280 

Transfer  of  solids  in  voltaic  arc,  512 
„         of  ions  by  voltaic  action,  529 

Translucency,  152 

Transparency  never  perfect,  152 

Transpiration  of  gases,  106 
„  of  liquids,  94 

Triad  elements,  32 

Triclinic  system  of  crystals,  135 

Tiimetric  system  of  crystals,  133 

Trimorphous  (?)  bodies,  141 

Truncation  of  an  angle  of  a  crysta)^  124 

Tuning  fork,  149 

Turmeric  paper,  6 

Twilight,  cause  ofj  156 

Tyndall's  experiments  on   radiant  heat, 
«93,  «94 

TJn ANNEALED  glass,  actiou  of,  on  polarized 

light,  211 
Undulation,  mechanism  of,  151 
Undulations,  interference  of,  196 

„  unequal  transfer,  voltaic,  528 

Uniaxal  doubly  refracting  crystals,  203 
Unit  of  heat,  242,  379 

„    jar,  Harris's,  428 
Universal  electric  discharger,  435 

Valtl,  formed  during  electrolysis,  536 
Vapour,  maximum  density,  of,  352 
Vapours,  Dalton's  law  of  tensions,  350 

„       expansion  of,  by  heat,  252,  365 

,,        latent  heat  of,  341 

„       specific  gravity  of,  how  ascer- 
tained, 267 

„        tension  of,  350 

„  ,,       of  saline  solutions,  555 

, ,       transpiration  of,  107 
Variation  or  declination  of  a  magnet,  402 
Vegetable  colours,  action  of  light  on,  239 
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Telocity  of  electric  discharge,  437,  438 
Ught,  195 
,f  sound,  149 

Ventilatioii,  280 
Viscosity  and  limpidity,  66 
Volta-eleotric  inductioD,  571 
Voltaic  arc,  509 

„     stratified,  579 
„       battery,  Bunsen's,  479 
„  , ,       cause  of  decline  in  power, 

476 
,,  „        chemical  effects  o^  515, 

et  8€q, 
„  „        DanieU's,  477 

„  „        floating,  56a 

n  ,f       jras,  474 

„        Grove's,  478 
Smee's,  479 
,,       circuits,  compound,  485 
„  „        elementary,  451 

„  „         simple,  484 

„       conduction,  how  measured,  499 
„       conyection,  515 
„       current,  464 
,,  „        direction    governed     by 

chemical  action,  466 
„  „        decomposition  by,  487 

,,  „         proportioned  to  chemical 

action,  465 
,,  „        resistances  to,  480 

,,  ,,         slow  actions  of,  473 

„       discharge,  modes  of,  497 

»       pile,  459. 
„       polanzation,  462 
Voltameter,  489 

„  counter-current  of,  491 

Wabhing  of  buildings  by  hot  water,  278 

„  I.        by  steam,  329 

Water,  air,  and  mercury,  relative  weights 
of,  51,  note 


Water  barometer,  53 
battery,  551 
compressibility  of,  45 
expansion  of  by  cooling,  262 
freezing  of,  in  red-hot  capsule,  372 
frozen  by  its  own  evaporation,  338 
latent  heat  of,  319 
liquid  below  freezing,  sudden  crys- 
tallization of,  119 
maximum  density  of,  262 
not  an  electrolyte,  524 
protected  from   freezing  by  ano- 
•  malous  expansion,  278 
separation  of  salts  from,  in  frees- 

ingi  "5 
specific  heat  of,  308 
weight  of  cubic  inch  of,  35 
Waves  of  light,  length  of,  196 
Weight  of  a  body,  what,  34 
„        air,  how  proved,  51 
„         ,,   Front's  and  Begnault's  ex- 
periments on,  5 1 
Weights  and  measures,  English,  34 
„  „  metrical,  35 

„  „         tables  of,  623,  Ac. 

Weifls's  systems  of  crystals,  128 
Wet-bulb  hygrometer,  359 
Wheatstone's  measurement  of  velocity  of 
electricity,  437 
„  bridge  for  measuring  elec- 

tric cniTents,  501 
Worm-tub,  345 
Wood,  conduction  of  heat  by,  277 

Yabd-miasubb,  31 

ZAifBONfs  pile,  551 

Zeolites,  recent  formation  o(  at  Flom- 

bi^B,  118 
Zincode,  anode,  or  positive  pole,  517 
„        hottest  in  voltaic  arc,  513 
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